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New  Cases  Filed  Up  to  June  29,  1971 
Cal.  No.  Dept.  Premises  Affected 

436-71-A — B.R. — 28  Hardy  Street,  southwest  corner  of 
Waverly  Place,  Block  638,  Lot  44,  Stapleton,  Borough  of 
Richmond,  N.B.  526-71,  re-  building  not  fronting  legal 
street,  General  City  Law. 


437-71-A — B.R. — 62  Waverly  Place,  south  side,  125  feet 
west  of  Hardy  Street,  Block  638,  Lot  38,  Stapleton, 
Borough  of  Richmond,  N.B.  531-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


438-71-A — B.R. — 34  Hardy  Street,  west  side,  51  feet 
south  of  Waverly  Place,  Block  638,  Lot  47,  Stapleton, 
Borough  of  Richmond,  N.B.  528-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


439-71-A — B.R. — 30  Hardy  Street,  west  side,  26.50  feet 
south  of  Waverly  Place,  Block  638,  Lot  46,  Stapleton, 
Borough  of  Richmond,  N.B.  527-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


440-71-A — B.R. — 64  Waverly  Place,  south  side,  100  feet 
west  of  Hardy  Street,  Block  638,  Lot  39,  Stapleton,  Bor¬ 
ough  of  Richmond,  N.B.  530-71,  re-  building  not  fronting 
legal  street,  General  City  Law. 


441-71-A — B.R. — 36  Hardy  Street,  west  side,  75.50  feet 
south  of  Waverly  Place,  Block  638,  Lot  49,  Stapleton, 
Borough  of  Richmond,  N.B.  529-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


442-71-A — B.M. — 57  Murray  Street,  north  side,  50.7^4 
feet  east  of  West  Broadway,  Block  133,  Lot  13,  Borough 
of  Manhattan,  Alt.  No.  257-67,  re-  egress  and  stairway, 
Ml-5  district. 


443- 71-BZ — B.Q.— 124-13  Jamaica  Avenue,  north  side, 
20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74,  Rich¬ 
mond  Hill,  Borough  of  Queens,  Alt.  No.  669-71,  re-  pro¬ 
posed  change  of  use  to  printing  shop,  Cl-2  district. 

444- 7 1-A — F.D. — Transportation  of  fuel  oil  in  tank  trucks 
through  city  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 


445.71. A — F.D. — 4268  to  4270  Third  Avenue,  east  side, 
55  feet  north  of  East  178th  Street,  Block  3061,  Lot  3, 
Borough  of  The  Bronx,  F.D.  letter  of  6/24/71,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 

446-71-A — F.D. — 460  to  474  Knickerbocker  Avenue,  south¬ 
west  corner  of  Bleecker  Street,  Block  3298,  Lot  33, 
Borough  of  Brooklyn,  F.D.  letter  of  6/24/71,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City  Char¬ 
ter,  Administrative  Code. 


447-71-A — F.D. — 71  Eighth  Avenue,  west  side,  80  feet 
north  of  West  13th  Street,  Block  629,  Lot  39,  Borough 
of  Manhattan,  F.D.  letter  of  6/24/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code. 


448-71-A — F.D. — 1771  Andrews  Avenue,  southwest  cor¬ 
ner  of  West  Tremont  Avenue,  Block  2878,  Lot  146, 
Borodgh  of  The  Bronx,  F.D.  letter  of  6/24/71,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City  Char¬ 
ter,  Administrative  Code. 


449-71-A — F.D. — 22  Washington  Square  North,  north 
side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot  11, 


Borough  of  Manhattan,  F.D.  letter  of  6/24/71,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City  Char¬ 
ter,  Administrative  Code. 

450- 71-BZ — B.M. — 241  Madison  Avenue,  and  22  East  38th 
Street,  southeast  corner,  Block  867,  Lot  55,  Borough  of 
Manhattan,  Alt.  No.  92-70,  re-  proposed  discotheque, 
two  means  of  egress,  R7-2  and  R10  district. 

451- 71-BZ — B.B. — 1771  to  1791  Bay  Ridge  Avenue,  north¬ 
west  corner  of  18th  Avenue,  Block  6215,  Lot  47,  Borough 
of  Brooklyn,  Alt.  No.  597-71,  re-  proposed  enlargement 
and  extension  of  a  gasoline  service  station,  Cl-2  in  R5 
district. 


452-71-BZ — P.&T. — -1060  to  1066  Zerega  Avenue,  2401 
Black  Rock  Avenue,  northeast  corner,  and  2400  Watson 
Avenue,  Block  3837,  Lot  1,  Borough  of  The  Bronx,  Dept, 
of  Ports  and  Terminals  No.  710064,  re-  fuel  oil  and  gaso¬ 
line  storage  terminal,  M3-1  district. 


453-71-BZ — B.Q. — 80-02  Kew  Gardens  Road,  southwest 
corner  of  Union  Turnpike,  Block  3348,  Lot  37,  Borough 
of  Queens,  Alt.  No.  294-71,  re-  proposed  hospital,  R5 
district. 


454-71-BCR — Amendment  of  Building  Code  Section  7-1 
of  RS  19-2  by  adding  a  new  paragraph  (3)  relating  to 
the  testing  of  Cranes. 


455-71-A — -B.M. — 55  Water  Street,  southeast  corner  of 
Old  Slip  Street,  Blocks  32  and  34,  Lots  1,  7,  20,  21,  22,  24, 
28,  17,  19,  29,  30,  34,  35,  37,  39,  8  to  12,  21  to  23,  33,  Bor¬ 
ough  of  Manhattan,  N.B.  98-68,  re-  automaitc  release 
devices  on  stair  doors,  C6-9  district. 


456-71-A — F.D. — Packaging  of  combustible  mixture 
known  as  Purolator  Professional  Use  Fire  Power  in  15  fl. 
oz.  can  with  pop-top  lid  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code. 


457-71-BZ — B.B. — 144  Pilling  Street,  east  side,  100  feet 
south  of  Central  Avenue,  Block  3458,  Lot  32,  Borough  of 
Brooklyn,  Alt.  No.  105-71,  re-  storage  of  steel  products 
in  yard,  Ml-1  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q. — Department  of  Buildings.  Queens:  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — -Department  of  Buildings,  Bronx;  H.D. — • 
Health  Department;  F.D. — Fire  Department. 


July  20,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  July  20,  1971,  at  10  o’clock  at  80  Lafayette 
Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  following 
matters : 

71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT— Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver¬ 
sion  of  an  existing  three  story  and  basement  building  to 
offices. 

PREMISES  AFFECTED — 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

Laid  over  from  May  18,  1971,  for  hearing  at  the  request 
of  the  applicant. 
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299-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  6 66,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C4-1  district,  the  installation  of  an  off- 
size  accessory  sewage  treatment  plant  for  a  proposed 
shopping  center. 

PREMISES  AFFECTED— 26  Richmond  Hill  Road,  south 
side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 

Laid  over  from  June  22,  1971,  for  hearing  at  the  request 

of  the  applicant. 


87-70-BZ — Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Staten  Island 
Small  Cars,  owner. 

SUBJECT — Application  reopened  as  Volume  II  May  25, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  an  Cl-2 
district,  the  enlargement  in  area  of  an  existing  automobile 
sales  and  service  establishment  previously  before  the 
Board. 

PREMISES  AFFECTED— 1855  Hylan  Boulevard,  250 
Naughton  Avenue,  southwest  corner  and  40  Joyce  Street, 
Block  3548,  Lot  18,  Grant  City,  Borough  of  Richmond. 


221-71-BZ 

APPLICANT — Henri  A.  LeGender  for  City  of  New  York 
Board  of  Education,  owner. 

SUBJECT — Application  April  8,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21  and  73-641 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
enlargement  in  area  of  a  public  school  that  encroaches  on 
the  required  front  yard  and  rear  yard  equivalent. 

PREMISES  AFFECTED — 171-11  35th  Avenue,  west  side, 
172nd  Street  and  east  side  of  171st  Street,  block  front, 
Block  5256,  Lot  1,  Flushing,  Borough  of  Queens. 


348-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  reduction  in 
lot  area  by  the  elimination  of  the  portion  within  the 
mapped  street  that  creates  non-compliance  on  the  proposed 
dwelling. 

PREMISES  AFFECTED — 779  Armstrong  Avenue,  south¬ 
east  corner  of  Genesee  Avenue,  Block  5469,  Lot  9,  Great 
Kills,  Borough  of  Richmond. 


349-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  reduction  in 
lot  area  by  the  elimination  of  the  portion  within  the  bed  of 
a  mapped  street  that  creates  non-compliance  on  the  pro¬ 
posed  multiple  dwelling. 

PREMISES  AFFECTED — 873  Armstrong  Avenue,  north¬ 
east  corner  of  Leverett  Avenue,  Block  5473,  Lot  1,  Great 
Kills,  Borough  of  Richmond. 


354-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Department  of  Public  Works,  New  York  City  Police 
Department,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-2  district,  at 
a  proposed  3  story  police  facility,  the  addition  to  the  uses  to 
include  roof  parking  and  the  reduction  in  the  number  of 
accessory  parking  spaces. 

PREMISES  AFFECTED — 59-06  Brooklyn  Queens  Ex¬ 
pressway,  southwest  corner  of  59th  Place,  Block  2344,  Lot 
30,  Jackson  Heights,  Borough  of  Queens. 


377-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R5  district 
the  erection  of  a  second  floor  enlargement  to  an  existing 
telephone  exchange  that  encroaches  on  the  required  rear 
yard  and  rear  yard  equivalent  and  the  erection  of  a  mechani¬ 
cal  equipment  bulkhead  that  exceeds  the  height  of  the 
front  wall. 

PREMISES  AFFECTED — 862  to  886  Liberty  Avenue, 
south  side,  105  to  121  Milford  Street,  370  to  *292  Logan 
Street,  Block  4189,  Lot  14,  Borough  of  Brooklyn. 


399-71-BZ 

APPLICANT — Lichtner  Associates  for  Florence  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  reduction  on 
lot  area  by  elimination  of  that  portion  within  the  mapped 
street  that  creates  non-compliance  on  the  proposed  dwelling. 

PREMISES  AFFECTED — 355  Hillman  Avenue,  northwest 
corner  of  Renee  Place,  Block  1597,  Lot  38,  Granitville, 
Borough  of  Richmond. 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  the 
open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 


403-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  August  Dinger, 
owner;  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-44  and  73-52  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-1  district, 
in  conjunction  with  a  proposed  three  story  telephone  office 
building,  the  reduction  in  the  number  of  accessory  parking 
spaces  and  the  expansion  of  the  accessory  parking  into  the 
residence  portion  of  the  site. 

PREMISES  AFFECTED — 1631  Forest  Avenue,  north  side, 
110.59  feet  west  of  Decker  Avenue,  Block  1065,  Lot  7, 
Port  Richmond,  Borough  @f  Richmond. 
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351-71-BZ 

APPLICANT— H.  Thomas  Kilburn,  Jr.  for  Humer  Binder 
Company,  Incorporated,  owner. 

SUBJECT— Application  May  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  the  enlargement  in 
area  of  an  existing  automobile  repair  shop  previously  be¬ 
fore  the  Board. 

PREMISES  AFFECTED— 4423  to  4429  Broadway,  west 
side,  158.9J4  feet  south  of  190th  Street,  Block  2180,  Lot 
488,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


JULY  20,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  July  2o,  I97T  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

140-63-SA 

APPLICANT — Wecolator  Company — Wecolator  stair- 

climber. 

755-64-SM 

APPLICANT— Drico  Industrial  Corp.— Spray  paint  ar¬ 
restor  &  air  filter. 

603-70-SA 

APPLICANT— Harrop  Precision  Furnace  Company— Fur¬ 
nace  for  heat  treating  metals. 

370-71-SM 

APPLICANT— Dor-O-Matic  Div.  of  Republic  Industries, 
Inc. — Door  closer  and  holder  device. 

382-71-SA 

APPLICANT— Star  Sprinkler  Corporation— Spray  nozzles. 

384- 71-SA 

APPLICANT— Star  Sprinkler  Corporation— Fire  protection 
sprinkler. 

385- 71-SA 

APPLICANT— Star  Sprinkler  Corporation— Fire  protec¬ 
tion  water  motor  alarm. 

427-71-SM 

APPLICANT — Crawford  Robertson  for  Continental  Air 
Filters — Air  filtering  media. 

430- 71-SM 

APPLICANT— United  States  Gypsum  Company — One  hour 
fire  rated  non-load  bearing  curtain  wall. 

431- 71-SA 

APPLICANT — American  Standard  Inc. — Bedpan  cleaner. 

135-70-A 

APPLICANT — Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 


SUBJECT — Application  March  12,  1970 — Appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED— 28th  Street  from  Borden  Ave¬ 
nue  to  5 4th  Street,  Long  Island  City,  Borough  of  Queens. 


623-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— United  House  of  Prayer. 

SUBJECT— Application  September  8,  1970  for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED  2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 


229-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES  V.  Camac  and  G.  Greenblat. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 974  to  978  Morris  Park  Avenue 
southeast  corner  of  Radcliff  Avenue,  Block  4101,  Lot  1, 
Borough  of  The  Bronx. 


230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 


323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 
SUBJECT— Application  May  18,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 


324-71-A 

APPLICANT — John  Yaeger  for  BASF  Wyandotte  Cor¬ 
poration,  owner. 

SUBJECT— Application  May  19,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  K-Mart  Permanent  Type  Anti¬ 
freeze  and  Summer  Coolant  in  one  gallon  metal 
container  without  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


413-71-A 

APPLICANT— Ingram  S.  Carner  for  Herbert  Horowitz, 
owner. 
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SUBJECT — Application  June  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  interpertation 
use,  use  Group  16. 

PREMISES  AFFECTED — 87-13  55th  Avenue,  north  side, 
96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 

372-71-A 


. 


APPLICANT — Alfonso  Duarte  for  Daniel  Casriel,  owner. 
SUBJECT — Application  June  1,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  rehabilitation 
center. 


PREMISES  AFFECTED- — 47  East  51st  Street,  north  side, 
133  feet  west  of  Park  Avenue,  Block  1287,  Lot  31,  Bor¬ 
ough  of  Manhattan. 


THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  8,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
W ednesday  morning ,  September  8,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

561-40-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  12,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry  (non-automatic),  motor  vehicle  repairs,  storage 
and  sale  of  accessories  and  office. 

PREMISES  AFFECTED — 367-377  Kings  Highway,  and 
1750-1760  West  3rd  Street,  northwest  corner,  Block  6653, 
Lots  27,  31  and  32,  Borough  of  Brooklyn. 


65-48-BZ— Vol.  II 

APPLICANT — Harry  Soled  for  800  Coney  Island  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  20,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 

iuse  district,  maintenance  of  existing  building  uses  and  to 
relocate  the  body  and  fender  work,  painting,  spraying, 
wheel  alignment  to  the  center  building,  and  to  relocate  the 
storage  of  auto  parts  from  center  building  to  proposed 
mezzanine  in  the  northerly  building,  and  to  install  minor 
adjustments  for  car  department  in  northerly  building,  and 
to  cut  a  door  in  the  most  southerly  wall  of  the  building 
and  use  adjoining  vacant  portion  of  plot  for  the  parking  of 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 790-816  Coney  Island  Avenue, 
east  side,  260  feet  8)4  inches  south  of  Cortelyou  Road, 
Block  5393,  Lots  21,  25,  27  and  93,  Borough  of  Brooklyn. 

497-56-BZ 

APPLICANT — William  J.  Lubic  for  Michael  De  Matteo, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 


granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  lot  for  parking  of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 294-296  East  3rd  Street,  south 
side,  277  feet  east  of  Avenue  C,  Block  372,  Lots  20  and  21, 
Borough  of  Manhattan. 


160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED— 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 

Laid  over  from  June  29,  1971,  for  hearing. 


325-71-BZ 

APPLICANT — Goldwater  and  Flynn  for  Realties  Equities 
Columbus  Circle  Corporation,  owner. 

SUBJECT — Application  May  18,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-01  (b)  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-6  district,  on  an  existing  44  story 
office  building  previously  before  the  Board,  the  installa¬ 
tion  of  electric  signs  that  exceed  the  height  above  curb 
level  and  encroaches  on  the  distance  to  a  public  park. 

PREMISES  AFFECTED — 15  Columbus  Circle,  entire  block, 
1834  to  1850  Broadway,  1-6  West  61st  Street,  1-12  Central 
Park  West,  Block  1113,  Lot  29,  Borough  of  Manhattan. 

345-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Blue  Drop  Realty, 
owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  and  basement  building,  the  conversion 
of  the  doctors’  offices  to  apartments  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED— 173-175  Hicks  Street,  northeast 
corner  of  Love  Lane,  Block  236,  Lots  78  and  79,  Borough 
of  Brooklyn. 


371-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under  con¬ 
struction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 590  to  596  East  183rd  Street, 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lots  16 
and  17,  Borough  of  The  Bronx. 


375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1(g)  and  73-65 
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of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

PREMISES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough  of 
Brooklyn. 

379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  8,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  September  8,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBJECT- — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


373-71-A 

APPLICANT — Fred  W.  Raffo  for  G.  Constantinades, 
owner. 

SUBJECT — Application  June  3,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 60  Winant  Place,  southwest 
corner  of  Kreisher  Street,  Block  7408,  Lot  25,  Charleston, 
Borough  of  Richmond. 

387-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 289  Hillside  Terrace,  southeast 
corner  of  Hylan  Boulevard,  Block  5201,  Lot  1,  Great  Kills, 
Borough  of  Richmond. 


388-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


PREMISES  AFFECTED — 291  Hillside  Terrace,  east  side, 

27.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68, 
Great  Kills,  Borough  of  Richmond. 


389-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 295  Hillside  Terrace,  east  side, 
51.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 


390-71- A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 297  Hillside  Terrace,  east  side. 

76.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65, 
Great  Kills,  Borough  of  Richmond. 


391-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 301  Hillside  Terrace,  east  side, 
100.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64, 
Great  Kills,  Borough  of  Richmond. 


392-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 303  Hillside  Terrace,  east  side, 

125.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  63, 
Great  Kills,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 

SEPTEMBER  14,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  September  14,  1971,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

153-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

SUBJECT— Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED— 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14, 
Borough  of  Brooklyn. 
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268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair  shop 
extending  into  the  R4  district. 

PREMISES  AFFECTED — 28  to  32  Marginal  Street  West, 
west  side,  154.11J4  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 


279-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  County 
Lafayette  Trust  Company,  owner. 

SUBJECT — Application  May  4,  1971 — decision  of  the 

Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  main¬ 
tenance  of  an  illuminated  non-flashing  sign  for  a  bank. 

PREMISES  AFFECTED — 200  Montague  Street,  south 
side,  125  feet  west  of  Court  Street,  Block  250,  Lot  39, 
Borough  of  Brooklyn. 

|  _ 

311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Thomas  Butera, 
owner. 

SUBJECT — Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  reduc¬ 
tion  in  floor  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED— 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5, 
Borough  of  Brooklyn. 


331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SLIBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  on  a  plot 
presently  developed  with  an  automobile  sales  lot,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district  the  erec¬ 
tion  of  a  four  story  intermediate  school  that  encroaches  on 
the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn. 


SEPTEMBER  14,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  14,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

121-71-A 

APPLICANT — Charles  M.  Spindler  for  28  Fulton  Street 
Corporation,  owner. 

SUBJECT — Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Sprinkler  system. 

PREMISES  AFFECTED — 28-44  Fulton  Street,  southeast 
corner  of  Elizabeth  Street,  Block  202,  Lots  1  and  9,  Bor¬ 
ough  of  Brooklyn. 


285-71-A 

APPLICANT — Sol  Feinberg  for  Premium  Coal  and  Oil 
Company,  owner. 

SUBJECT — Application  May  7,  1971— appeal  from  a  decision 
of  the  Fire  Commissioner  re-  transportation  of  fuel  oil  in 
tank  trucks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 


341-71-A  ,, 

fc 

APPLICANT — American  Can  Company,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 

PREMISES  AFFECTED — 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 

_  j 

425-71-A 


APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT— Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 


426-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT— Application  June  16,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 


442-71-A 

APPLICANT — Michael  W.  Frudakis  for  Warren  E.  Davis, 
owner ;  Arthur  Kotick,  lessee. 

SUBJECT — Application  June  23,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress  and  stair¬ 
way. 

PREMISES  AFFECTED— 57  Murray  Street,  north  side, 
50.714  feet  east  of  West  Broadway,  Block  133,  Lot  13, 
Borough  of  Manhattan. 


MINUTES 


SPECIAL  MEETING 

WEDNESDAY  MORNING,  JUNE  23,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Commissioner  Klein  and 

Commissioner  Madigan. 

135-70-A 

APPLICANT— Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT— Application  March  12,  1970— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED— 28th  Street  from  Borden  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Richard  H.  Stokes,  L.  I.  R.  R.  (M.  T.  A.), 
R.  A.  Bruillet,  L.  I.  R.  R.,  Peter  W.  Burns,  L.  I.  R.  R., 
H.  G.  Campbell  Jr.,  L.  I.  R.  R.,  William  P.  Jones,  Penn 
Central  Transportation  Co.,  C.  V.  Costello,  Penn  Central 
R.  R.,  Louis  Manolia,  Penn  Central  R.  R.,  J.  S.  Craw¬ 
ford  Jr.,  and  others. 

For  Administration:  Joseph  F.  Connor  Ass’t.  Chief,  F.  D. 
and  John  F.  Petraglia,  Capt.,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.M.  awaiting  opinion  of  the  Corporation  Counsel.  Hearing 
closed. 

Adjourned  :  12  :35  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  JUNE  29,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  June  15,  1971,  were  approved 
as  printed  in  the  Bulletin  of  June  24,  1971,  Vol.  56,  No.  25. 

11.34_BZ— Vol.III 

APPLICANT— Lama  and  Vassalotti  for  City  of  New  York 
(Housing  &  Development  Administration),  owner. 
SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  21,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  plumbing 
supplies  and  the  parking  and  storage  of  motor  vehicles  on 
unbuilt  portion  of  the  plot. 

PREMISES  AFFECTED — 277-293  Chester  Street,  east 
side,  179  feet  1)4  inches  south  of  Blake  Avenue,  Block 
3560,  Lot  12,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 


Commissioner  Madigan  and  Commissioner  Nolan . 4 

Negative :  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  May  29,  1951,  on  certain  conditions;  and 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  29, 
1951,  as  amended  through  June  21,  1966,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  June  21,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  3178-50). 


819-47-BZ— Vol.  I 

APPLICANT — Charles  I.  Goldman  for  Morley  Holding 
Company,  owner. 

SUBJECT— Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  11,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  and  business  use  district,  the  parking 
and  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 118-21  Queens  Boulevard  and 
112-09  78th  Crescent,  northwest  corner,  Block  2270,  Lot 
41,  Forest  Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  I.  Goldman. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  . .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I  on  November  18,  1947,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  18,  1947,  as  amended 
through  April  11,  1961,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  ten  years  from  April  11,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  799-60) 


285-55-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  & 
Young  for  Anthony  James  Scalzo,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  March  6,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Sections  7f,  7i  and  7h  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station,  motor  vehicle 
repair  shop  and  to  permit  the  parking  and  storage  of  more 
than  5  motor  vehicles. 

PREMISES  AFFECTED— 1777-1783  McDonald  Avenue, 
east  side,  170  feet  8j4  inches  north  of  Avenue  P,  Block 
6608,  Lot  64,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  6,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  6,  1956,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  ten  years  from  March  6,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.  B.  451-55) 


1020-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rose  Ann  Roman- 
elli,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED — 423-425  Lincoln  Road,  north 
side,  156.6^4  feet  west  of  New  York  Avenue  and  376-380 
Lefferts  Avenue,  Block  1330,  Lots  24  and  48,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  27,  1956,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
27,  1956  as  amended  through  October  4,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  October  4,  1971, 
to  permit  on  condition  that  the  curbs  and  curb  cuts 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  all  fences  be  re¬ 
paired  and  properly  maintained;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  4155-55) 


202-62-BZ 

APPLICANT — Millard  Bresin  of  Hans  &  Bresin  for  Shell 
Oil  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  3,  1971 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  11-412,  permitting  in  a  C2-2  district,  at  an  existing 
gasoline  service  station  the  erection  of  an  enlargement  to 
the  accessory  building  and  maintenance  of  an  additional 
curb  cut. 

PREMISES  AFFECTED— 950-970  Allerton  Avenue,  south 
side,  from  Paulding  Avenue  to  Williamsbridge  Road,  Block 
4447,  Lot  62,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Millard  Bresin. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan . 4 

Negative : .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1962,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
23,  1962,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  April  3,  1971 ;  that  the  gasoline  pumps  shall  con¬ 
form  to  revised  drawing  of  proposed  conditions  marked 
‘Received  April  22,  1971’,  one  sheet;  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt.  1243-61) 


1203-65-BZ 

APPLICANT — Millard  Bresin  for  Mollie  Dorfman,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-1  district,  the  erection  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED — 1929  Bruckner  Boulevard, 

northeast  corner  of  Virginia  Avenue,  Block  3787,  Lot  (ten¬ 
tative),  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Millard  Bresin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  15,  1966,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  February  27,  1968,  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
15,  1966,  as  amended  through  February  27,  1968,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  June 
4,  1971’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (Misc.  293-70) 


921-66-BZ 

APPLICANT — Dominick  Salvati  &  Son  for  Fiore  E.  Man- 
ganelli,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete  which  expired  March  28,  1969 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R3-2  district,  the  erection  of  a  two-story 
and  basement  medical  and  residential  that  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 3960  Flatlands  Avenue,  south 
side,  74  feet  1  inches  west  of  43rd  Street,  Block  7840, 
Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harriet  R.  Jacobs. 

ACTION  OF  BOARD- — -Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  obtain  Certificate  of  Occupancy 
extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  28,  1967,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  4,  1968,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  a  certificate  of  occupancy. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  28,  1967,  as  amended 
through  June  4,  1968,  only  as  to  the  time  to  obtain  a  Cer¬ 
tificate  of  Occupancy,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  a  Certificate  of  Occupancy  shall  be  obtained  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.  B.  950-65) 


1217-66-BZ 

APPLICANT — Atkin  &  Bassolino  for  Leemilt’s  Petroleum, 
Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
a  C2-1  district,  the  erection  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  and  accessory  signs. 

PREMISES  AFFECTED— 1915  Bruckner  Boulevard, 
northwest  corner  of  Virginia  Avenue,  Block  3733,  Lots  69, 
70,  71  and  72,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  12,  1967,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  January  26,  1971,  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  12,  1967,  as  amended  through  January  26,  1971,  by  adding 
thereto : 

“that  this  automotive  service  station  may  be  redesigned, 
rearranged  and  constructed  substantially  as  shown  on 
revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  June  10,  1971’,  two  sheets,  on  condition  that  other 
than  as  herein  amended  the  resojution  above  cited  shall 
be  complied  with  in  all  respects.”  (N.  B.  693-66) 


427-70-BZ 

APPLICANT — McGee  and  Morsellino  for  Leemilt’s  Petro¬ 
leum,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition  under  Sections 
11-412,  11-413  and  72-21  of  the  Zoning  Resolution,  permit¬ 
ting  in  an  R4  district,  the  enlargement  in  lot  area  and 
reconstruction  of  an  automotive  service  station  with  ac¬ 
cessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 38-05  Beach  Channel  Drive, 
southwest  corner  of  Beach  38th  Street,  Block  15828,  Lots 
24,  25,  and  30,  Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  23,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
23,  1971,  by  adding  thereto  : 

“that  the  curb  cuts  and  pump  islands  may  be  rearranged 
substantially  as  shown  on  revised  drawing  of  proposed 
conditions  marked  ‘Received  June  14,  1971’,  one  sheet, 
on  condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  716-70) 


346-71-A 

APPLICANT — Stephen  B.  Jacobs  for  Blue  Drop  Realty, 
owner. 
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SUBJECT — Application  May  20,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  floor  area,  open 
space,  lot  area,  Section  of  the  multiple  dwelling  law. 
PREMISES  AFFECTED— 173  to  175  Hicks  Street,  north¬ 
east  corner  of  Love  Lane,  Block  236,  Lots  78,  79,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


1005-65-BZ 

APPLICANT — Jack  Brown  for  Riviera  Leasing  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  a  R5  district  in  an  existing  multiple  dwelling  the  change 
in  use  of  the  doctors’  office  in  the  cellar  to  apartments. 

PREMISES  AFFECTED — 707  Beach  9th  Street,  northwest 
corner  of  Caffrey  Avenue,  Block  15572,  Lot  1,  Far  Rocka- 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 


131-70-BZ — Vol.  II 

APPLICANT —  Stroock  and  Stroock  and  Lavan  for  Dorthy 
Livingston,  owner,  Volkswagen  Bristol  Motors,  Incorpor¬ 
ated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  RIO  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  Siegler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  applicant. 


148-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 


an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Anna  M.  Rippe  and  Margarete  Winter. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  hearing  closed. 


99-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  Kenneth  I. 
Wilpon,  owner. 

SUBJECT — Application  February  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  an  auto¬ 
mobile  sales  and  service  establishment  with  accessory 
parking  and  storage  in  the  open  area. 

PREMISES  AFFECTED — 4420  Hylan  Boulevard,  south 
side,  from  Lyndale  Avenue  to  Preston  Avenue,  Block  5409, 
Lot  19,  Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Stanley  A.  Applebaum,  Kenneth  I. 
Wilpon,  Paul  Destefano,  Fred  E.  Weiss,  Peter  J. 
Me  Dermott,  Daniel  L.  Master,  Joseph  Margolis  and 
Ashra  Cohen. 

For  Opposition :  Patricia  Flanery,  Karen  Leah,  Amelia 
Conforte  and  Frank  J.  Spaller. 

For  Administration :  Christopher  Chadbourne,  Robert 
Arrendell,  N.  Y.  City  Planning  Commission. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  inspection  and  continued  hearing. 


157-71-BZ 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  erection  of  a 
one  story  and  cellar  medical  building  that  encroaches  on 
the  required  front  and  side  yards. 

PREMISES  AFFECTED — 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  hearing  at  the  request  of  the  community  plan¬ 
ning  board. 


158-71-A 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 

SUBJECT — Application  March  17,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  building  ac¬ 
cessibility  for  wheelchairs. 

PREMISES  AFFECTED — 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52,  Wood¬ 
haven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  hearing  in  conjunction  with  Calendar  Number 
157-71-BZ. 
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160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED— 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hannibal  F.  Zumbo. 

For  Opposition:  Ernest  Trummer. 

ACTION  OF  BOARD— Laid  over  to  September  8,  1971,  at 
10  A.M.,  new  notices  to  be  sent  to  affected  property 
owners. 


162-71-BZ 

APPLICANT — Larry  Meltzer  for  George  Figliolia,  owner. 
SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  cosmetics  and  toile¬ 
tries  manufacturing  establishment. 

PREMISES  AFFECTED— 109  to  115  3rd  Street,  north 
side,  40  feet  west  of  Bond  Street,  Block  461,  Lots  42  and 
44,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer,  Alfonso  Figliolia  and 
Ben  Green. 

For  Opposition :  Anna  Gargano,  Concetta  Di  Giuseppi, 
Angela  M.  Schiavone  and  Angelo  T.  Yovice. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  10 
A.M.  Hearing  closed. 

172-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Glenwood  Estates, 
owner. 

SUBJECT— Application  March  24,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
six  story  multiple  dwelling,  the  reduction  in  lot  size  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 80-35  Springfield  Boulevard, 
northeast  corner  of  Grand  Central  Parkway,  Block  7912, 
Lot  2,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger,  A.  H.  Salkowitz  and 
Frederick  H.  Schneider. 

For  Opposition :  Mrs.  Albert  Smith  and  Dorothea  D. 
Lyons. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  10 
A.M.,  inspection  and  decision;  application  to  submit  ad¬ 
ditional  information;  hearing  closed. 


173-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Roosevelt  Savings 
Bank  of  The  City  of  New  York,  owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  con¬ 
struction  of  an  accessory  parking  lot  for  an  adjoining  bank. 


PREMISES  AFFECTED— 224-14  Union  Turnpike,  south 
side,  100.01  feet  east  of  Springfield  Boulevard,  Block  7912, 
Lot  30,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Carl  Heimberger,  A.  H.  Salkowitz  and 
Frederick  H.  Schneider. 

For  Opposition:  Mrs.  Albert  Smith  and  Dorothea  D. 
Lyons. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  inspection  and  decision;  applicant  to  submit  addi¬ 
tional  information;  hearing  closed. 


194-71-BZ 

APPLICANT — McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owner,  Claire  Coat  Corporation, 
lessee. 

SUBJECT — -Application  April  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  story  building  for  use  as  a  clothing  manufactur¬ 
ing  establishment  with  retail  facilities  and  with  accessory 
parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED — 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6  and 
46,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino  and  John  S.  Bucalo. 
For  Opposition:  Peter  Pask. 

ACTION  OF  BOARD— Laid  oyer  to  July  6,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Sheldon  H.  Solow, 
Arthur  Geller,  Milton  Weidlitz  and  Bradley  Sullivan. 
For  Opposition:  Irving  Kirschenbaum,  Leo  Brady  and 
Linda  Blumkin. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing. 


291-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  West  Side  Savings 
Bank,  owner. 

SUBJECT — Application  May  11,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-5  district,  the  erection  of  a 
two  story  enlargement  to  a  bank  that  encroaches  on  the 
required  rear  yard. 

PREMISES  AFFECTED — 388  to  396  Avenue  of  the 
Americas,  east  side,  45.22  feet  south  of  West  8th  Street, 
Block  553,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Doris  Diether. 
For  Opposition :  None. 
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ACTION  OF  BOARD— Laid  over  to  July  6,  1971,  at  10 
A.M.,  for  continued  hearing. 


506-67-BZ 

APPLICANT— Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopened  for  re¬ 
hearing  by  order  of  the  Court — under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter  to  permit  in  an  R5  district,  the  erection  of  an 
automotive  service  station  with  accessory  uses  including 
an  automobile  laundry  that  encroaches  on  the  required  side 
yard  and  without  the  required  screening. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harry  Atkins  and  Nathan  Immerman. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  24,  1967,  after  due  notice  by  publication  in  the 
Bulletin ;  and  whereas,  this  application  was  reopened  and 
restored  to  the  Docket  for  new  hearing  by  order  of  the 
Court;  laid  over  to  May  11,  1971;  then  to  June  15,  1971; 
then  to  June  29,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  2,  1967,  acting  on  N.  B.  Applic.  320/1967,  reads : 

“1.  Proposed  Automobile  Service  Station  with  Ac¬ 
cessory  Parking  for  five  cars,  Use  Group  13B,  in  a  R-5 
District  is  contrary  to  Section  21-00,  22-00,  and  32-22  of 
Zoning  Resolution. 

2.  Proposed  Automobile  Laundry  of  one  washing 
lane  with  ten  car  reservoir  space,  Use  Group  16B  in  a 
R-5  District  is  contrary  to  Sections  21-00,  22-00,  and 
32-25  of  Zoning  Resolution. 

3.  Screening  six  foot  high  not  provided  at  all  lot 
lines  and  building  lines  contrary  to  Section  25-66  and 
36-56  of  Zoning  Resolution. 

and 

Whereas,  the  premises  and  surrounding  area  were  re¬ 
inspected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  an  automotive  service  station 
with  accessory  uses  and  accessory  signs,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  June  4,  1971,”  one  sheet,  January  30, 
1969,”  one  sheet,  May  7,  1971,”  2  sheets,  and  “June  17,  1971,” 
one  sheet ;  on  further  condition  that  there  shall  be  no  auto¬ 
mobile  laundry  or  public  parking  on  the  premises ;  that  the 
curb  cut  on  Dongan  Street  shall  be  eliminated;  and  that  all 


laws,  rules  and  regulations  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


507-67-A 

APPLICANT — Harry  Atkins  and  Associates  for  685  Cary 
Realty  Corporation,  owner. 

SUBJECT — Application  May  23,  1967 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  on  legal  street. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harry  Atkins  and  Nathan  Immerman. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  2,  1967  on  N.  B.  Applic.  320-67,  reads : 

“6.  C.  of  O.  may  not  be  granted  for  a  building 
erected  on  an  unmapped  street  as  per  Art.  3  Sect.  36  of 
the  G.  C.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  2,  1967,  acting  on  N.  B.  Applic.  320-67,  Objection 
No.  6,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  building  shall  substantially  conform  with  the  resolution 
adopted  this  date  under  Calendar  Number  506-67-BZ ;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


122-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  lot 
area  per  room,  and  encroaches  on  the  required  front  and 
rear  yards. 

PREMISES  AFFECTED— 23-12  33rd  Street,  west  side,  85 
feet  south  of  23rd  Avenue,  Block  835,  Lot  47,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  29,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1971,  acting  on  N.  B.  Applic.  7/1971,  reads : 

“1.  F.  A.  R.  in  excess  of  1.00  and  O.  S.  R.  less 
than  50.0  is  contrary  to  Sec.  23-142  Z.  R. 

2.  Lot  Area  per  room  is  contrary  to  Sec.  23-223 
Z.  R. 

3.  Front  Yard  of  less  than  lO'-O  in  an  R5  Zone  is 
contrary  to  Sec.  23-45  Z.  R. 

4.  Rear  Yard  of  less  than  30'-0  is  contrary  to  Sec. 
23-47  Z.  R 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  determined  that  the  evidence  in  the 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  and  lot  area  per  room,  and  encroaches  on 
the  required  front  and  rear  yards,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  March  5,  1971,”  5  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


123-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Kathryn  Bablonka, 
owner. 

SUBJECT — Application  March  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  three  story,  two  family  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room  and  encroaches  on  the 
required  front  and  rear  yards. 

PREMISES  AFFECTED— 23-14  33rd  Street,  west  side, 
117.50  feet  south  of  23rd  Avenue,  Block  835,  Lot  248,  As¬ 
toria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  29,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1971,  acting  on  N.  B.  Applic.  8/1971,  reads: 


“1.  F.  A.  R.  in  excess  of  1.00  and  O.  S.  R.  less 
than  50.0  is  contrary  to  Sec.  23-142  Z.  R. 

2.  Lot  Area  per  room  is  contrary  to  Sec.  23-223 
Z.  R. 

3.  Front  Yard  of  less  than  lO'-O  in  an  R5  Zone 
is  contrary  to  Sec.  23-45  Z.  R. 

4.  Rear  Yard  of  less  than  30'-0  is  contrary  to  Sec. 
23-47  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R5  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  and  lot  area  per  room,  and  encroaches  on 
the  required  front  and  rear  yards,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  March  5,  1971,”  5  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


243-71-BZ 

APPLICANT — Norman  L.  Reiffman  for  Eny  Properties 
Corporation,  owner. 

SUBJECT— Application  April  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of 
a  two  story  and  basement  factory  and  warehouse  structure 
with  accessory  offices  that  exceeds  the  permitted  floor  area 
ratio,  has  loading  entrances  within  50  feet  of  intersecting 
streets  and  with  off-site  parking  that  exceeds  the  maximum 
size  and  maximum  distance  from  the  site. 

PREMISES  AFFECTED — 1000  Pennsylvania  Avenue 
southwest  corner  of  Wortman  Avenue,  Block  4389,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Norman  L.  Reiffman,  Marvin  Weiner  and 
Howard  Mieler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  29,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  30,  1971,  acting  on  N.  B.  Applic.  111/1971, 
reads : 

“1.  The  proposed  two  story  and  basement  warehouse 
and  manufacturing  building  exceeds  the  maximum  per¬ 
mitted  floor  area  ratio  for  an  Ml-1  district  and  is  con¬ 
trary  to  Sect.  43-12  of  Z.  R. 
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2.  The  proposed  entrances  to  loading  berths  located 
less  than  50'  from  the  corner  is  contrary  to  Sect.  44-582 
of  Z.  R. 

3.  Proposed  off-site  accessory  parking  filed  under 
Alt.  490/71  located  at  850  Georgia  Avenue,  Block  4366, 
Lots  1  and  20,  in  excess  of  150  spaces  is  contrary  to  Sect. 
44-12  of  Z.  R. 

4.  Proposed  required  off-site  accessory  parking 
spaces  filed  under  Alt.  490/71  located  at  850  Georgia 
Avenue,  Block  4366,  Lots  1  and  20  and  located  more 
than  600'  from  the  nearest  boundary  of  the  Zoning  Lot 
on  which  the  use  is  located  is  contrary  to  Sect.  44-32  of 
Z.  R  ” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
1  Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
I  under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-1  district,  the  erection  of  a  two-story  and  basement 
factory  and  warehouse  structure  with  accessory  offices  that 
exceeds  the  permitted  floor  area  ratio,  has  loading  entrances 
within  fifty  feet  of  intersecting  streets,  and  with  off-site  park¬ 
ing  that  exceeds  the  maximum  size  and  minimum  distance 
from  the  site,  on  condition  that  all  work  conforms  to  draw¬ 
ings  filed  with  this  application  marked  “Received  April  15, 
■  1971,”  3  sheets,  “June  11,  1971,”  5  sheets,  and  “June  25,  1971,” 
one  sheet ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


253-71-BZ 

APPLICANT— Frederick  A.  Ketcher  for  Eugenio  Garcia, 
owner. 

SUBJECT — Application  April  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
one  family  dwelling  previously  before  the  Board,  the  erec¬ 
tion  of  an  attached  garage. 

PREMISES  AFFECTED — 841  Brady  Avenue,  northwest 
corner  of  Muliner  Avenue,  Block  4297,  Lot  1,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

1  For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  15,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  June  29,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1971,  acting  on  Alt.  Applic.  453/1970,  reads: 


“5.  Relocation  of  the  accessory  one  car  garage 
located  in  a  R3-2  district  is  contrary  to  approved  plans 
of  B.  S.  A.  Cal.  No.  64-67-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution  and  that  the  applicant 
is  entitled  to  relief  on  grounds  of  practical  difficulty  and/or 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  hereby 
makes  the  required  findings  and  grants  the  application  under 
Section  72-21  of  the  Zoning  Resolution  to  permit  in  an  R3-2 
district,  on  a  plot  with  a  one-familv  dwelling  previously 
before  the  Board,  the  erection  of  an  attached  garage,  on 
condition  that  all  work  conform  to  drawings  received  “April 
15,  1971”  10  sheets,  and  that  all  laws,  rules  and  regulations 
be  complied  with  and  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


315-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Twenty  First 
Century  Property,  Incorporated,  owner,  Department  of 
Social  Services  City  of  New  York,  lessee. 

SUBJECT — Application  May  18,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  the  erection  of  a 
two  story  and  basement  day  care  and  after  school  center. 

PREMISES  AFFECTED — 54  Garden  Street,  southwest 
corner  of  Bushwick  Avenue,  Block  3137,  Lot  86  and  89, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.  B.  Applic.  152/1971,  reads: 

“1.  The  proposed  nursery  school  (Day  Care  Cen¬ 
ter),  in  Use  Group  3,  is  not  permitted  as  of  right  in  an 
Ml  district  and  is  contrary  to  42-10  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-19  of  the  Zoning  Resolution,  to  permit 
in  a  Ml-1  District,  the  erection  of  a  two-story  and  basement 
day  care  and  after  school  center  on  condition  that  all  work 
shall  conform  to  drawings  on  file  with  this  application 
marked  “Received  May  18,  1971”  10  sheets,  and  that  all  laws, 
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rules  and  regulations  be  complied  with  and  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 


Adjourned:  2:55  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JUNE  29,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan. 

393-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings — letter  dated  June  2,  1971  and  received  June  7, 
1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Ref¬ 
ence  Standard  RS-10.  To  supersede  in  its  entirety  the 
present  standard  designated  as  NLMA  1962 — National 
Design  Specifications  for  Stress-Grade  Lumber  and  its 
fastenings  and  to  replace  it  with  one  designated  NFPA-68 
as  Modified  and  its  1970  supplement.  To  supersede  in  its 
entirety  the  present  standard  designated  as  NFPA  1961 — 
Maximum  Spans  for  joists  and  Rafters  in  Residential 
Construction  and  to  replace  it  with  one  designated  NFPA 
1968 — Span  Tables  for  joists  and  Rafters. 

APPEARANCES— 

For  Applicant:  Jeremiah  T.  Walsh,  Bldg.  Dept,  and 
George  Sakona,  Bldg.  Dept. 

ACTION  OF  THE  BOARD — The  request  of  the  Com¬ 
missioner  of  Buildings  approved. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION- 


APPLICANT  :  Joseph  Ferro,  Commissioner,  Department 
of^Buildings  letter  dated  June  2,  1971  and  received  June  7, 

AUTHORITY:  C26-106.2  (e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT:  Building  Code  Reference  Standard  RS-10  to 
supersede  in  its  entirety  the  present  standard  designated  as 
NLMA — National  Design  Specification  for  Stress  Grade 
Lumber  and  its  Fastenings — NLMA-62  as  modified — 1962 
and  to  replace  it  with  NFPA — National  Design  Specification 
for  Stress  Grade  Lumber  and  its  Fastenings — NFPA-68  as 
modified  and  its  1970  Supplement — 1968.  To  supersede  in  its 
entirety  the  present  standard  designated  NFPA — Maximum 
Spans  for  Joists  and  Rafters  in  Residential  Construction — 
1961  and  to  replace  it  with  NFPA— Span  Tables  for  Joists 
and  Rafters — 1968. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29th  1971 
after  due  notice. 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  that  a  new 
Reference  Standard  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-106.2  (e)  Building  Code  of  the 
City  of  New  York,  does  hereby  repeal  in  its  entirety  the 
present  standards,  as  listed  under  RS-10,  designated  as 
NLMA — National  Design  Specifications  for  Stress  Grade 
Lumber  and  its  Fastenings — NLMA-62  as  modified — 1962 


and  NFPA — Maximum-Spans  for  Joists  and  Rafters  in  Resi¬ 
dential  Construction — 1961  and  to  replace  them  with  NFPA — 
National  Design  Specification  for  Stress-Grade  Lumber  and 
its  Fastenings  NFPA — as  modified  and  its  1970  supplement — 
1968  and  NFPA — Span  Tables  for  Joists  and  Rafters — 1968 
respectively. 


394-71-BCR 

APPLICANT— Joseph  Ferro,  Commissioner,  Department  of 
Buildings — letter  dated  June  2,  1971  and  received  June  7, 
1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  10-8.  To  issue  a  new  reference  Standard, 
including  modifications,  designated  NFPA  1968  National 
Design  Specifications  for  Stress-Grade  Lumber  and  its 
Fastenings  and  its  1970  Supplement. 

APPEARANCES— 

For  Applicant :  J.  T.  Walsh,  B.D.,  and  G.  Sakona,  B.D. 

ACTION  OF  BOARD — The  request  of  the  Commissioner 
of  Buildings  approved. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION- 


APPLICANT  :  Joseph  Ferro,  Commissioner,  Dept,  of 
Buildings’  letter  dated  June  2,  1971  and  received  June  7,  1971. 
AUTHORITY :  C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT — Building  Code  Reference  Standard  RS10-8.  To 
supercede  in  its  entirety  the  present  standard  designated 
NLMA,  National  Design  Specifications  for  Stress-Grade 
Lumber  and  its  Fastenings-NLMA-62  as  modified  1962  and 
to  replace  it  with  one  designated  NFPA-National  Design 
Specifications  for  Stress-Grade  Lumber  and  its  Fastenings- 
NFPA-68  as  modified  and  its  1970  supplement-1968. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29th,  1971 
after  due  notice. 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  that  a  new  Refer¬ 
ence  Standard  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-106.2(e),  Building  Code  of  the 
City  of  New  York  does  hereby  repeal  the  designated  Refer¬ 
ence  Standard  RS10-8,  as  adopted  by  Local  Law  76-1968,  in 
its  entirety  and  that  the  following  specification  and  modifica¬ 
tions  there  to,  be  and  it  is  hereby,  adopted  as  Reference  Stand¬ 
ard  RS10-8  NFPA — National  Design  Specification  for 
Stress  Grade  Lumber  and  its  Fastenings-NFPA-68  as  modi¬ 
fied  and  its  1970  Supplement-1968. 

MODIFICATIONS — The  provisions  of  NFPA — National 
Design  Specifications  for  Stress-Grade  Lumber  and  its  Fast¬ 
enings  NFPA-68  and  its  1970  supplement-1968  shall  be 
subject  to  the  following  modifications.  The  section  and 
paragraph  numbers  are  from  that  standard: 

Part  I — General  Requirements  for  structural  Design. 

100-A-Practice  Defined — Delete  the  second  paragraph  of 
100-A-l  and  substitute  the  following: 

In  this  specification  the  word  “should”  is  to  be  considered 
as  mandatory  unless  otherwise  indicated  in  these  modifica¬ 
tions. 

Add  the  following  paragraph : 

100-A-2,  wherever  Table  1  is  cited  in  this  reference  stand¬ 
ard  it  shall  mean  Table  la  and  lb  of  the  1970  supplement  to 
this  standard. 
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Part  II — Allowable  Unit  Stresses  for  structural  Lumber. 

200-C-l — Amend  this  paragraph  by  adding  the  following 
sentence : 

“American  Softwood  Lumber  Standard,  U.  S.  Department 
of  Commerce,  PS20-70  dress  sizes  shall  be  accepted  as  the 
minimum  net  sizes.” 

200-D-2 — Delete  this  paragraph  in  its  entirety  and  sub¬ 
stitute  the  following: 

200-D-2 — Recommended  allowable  unit  stresses,  for  visu¬ 
ally  graded  lumber  for  Engineered  uses,  are  determined  in 
accordance  with  the  provisions  of  Standard  Methods  for 
Establishing  Structural  Grades  for  Visually  Graded  Lumber, 
ASTM  Designation  D-245-70. 

200-D-3 — Amend  this  paragraph  by  adding  the  following : 

“The  stress  ratings  assigned  to  machine  stress-rated 
lumber  shall  be  as  approved  by  the  American  Lumber  Stand¬ 
ards  Board  of  Review.” 

200-E-2 — Delete  this  paragraph  in  its  entirety  and  sub¬ 
stitute  the  following: 

200-E-2 — Recommended  allowable  unit  stresses,  for  Re¬ 
petitive-Member  Uses,  are  determined  in  accordance  with 
the  principles  set  forth  In  Standard  Methods  for  Establishing 
Structural  Grades  for  Visually  Graded  Lumber  ASTM  Des¬ 
ignation  D245-70. 

200-F-l — “The  identification  provisions  of  the  Buildings 
Code  shall  apply.” 

200-H-l — Delete  this  paragraph  in  its  entirety  and  sub¬ 
stitute  the  following : 

200-H-l — Allowable  unit  stresses,  for  species  and  grades 
of  lumber  not  given  in  Table  1,  shall  be  established  for  Engi¬ 
neering  Uses  in  accordance  with  the  principals  set  forth  in 
Standard  Method  for  Establishing  Structural  Grades  of 
Visually  Graded  Lumber  ASTM  Designation  D  245-70,  and 
in  accordance  with  the  principals  set  forth  in  Standard  Meth¬ 
ods  for  Establishing  Clear  Wood  Structural  Values  ASTM 
Designation  D  2555-70.” 

203-A.  Increase  in  Unit  Stresses — Add  the  following  in¬ 
troductory  paragraph : 

“In  lieu  of  the  building  code  provisions  for  combination 
of  loads,  the  provisions  of  this  section  shall  apply.” 

212-A-l — Delete  this  paragraph  in  its  entirety  and  sub¬ 
stitute  the  following: 

Design  values  for  modulus  of  elasticity  assigned  to  the 
visually  graded  species  and  grades  listed  in  Table  1  are 
average  values  which  conform  to  ASTM  Designation  D 
245-70,  Standard  Methods  for  Establishing  Structural  Graded 
Lumber.  Adjustments  in  modulus  of  Elasticity  values  have 
been  taken  to  reflect  appropriate  increases  for  seasoning,  in¬ 
creases  for  density  when  applicable,  and  where  required,  re¬ 
ductions  from  previously  used  values  have  been  made  to 
account  for  the  effect  of  grade  upon  stiffness.  Listed  values 
for  modulus  of  elasticity  are  recommended  design  values 
based  upon  the  species  or  species  group  average  in  accord¬ 
ance  with  ASTM  Designation  D25555-70  Standard  Methods 
for  Establishing  Clear  Wood  Strength  Values.” 

Part  III.  Design  Loads 

Delete  this  part  in  its  entirety  and  substitute  the  following: 

“The  load  provisions  of  the  building  code  shall  apply.” 

Part  IV.  Design  Formulas  and  Provisions 

400-C-6 — Delete  the  first  three  sentences  and  substitute  the 
following : 

Beams  with  notches  shall  be  checked  for  stress  at  the 
notched  section  on  the  bases  of  net  depth — Beams  containing 
bored  holes  within  1  y2  diameters  of  the  top  or  bottom  of  the 
beam  shall  be  treated  as  though  notched  to  the  depth  of  the 
inner  extreme  of  the  hole.  In  all  cases  the  effects  of  notches 
or  holes  shall  be  accounted  for  in  the  design  and  reinforcement 
shall  be  supplied  if  required. 

400-C-7 — Change  this  section  to  read  as  follows : 

“The  lateral  distribution  of  a  concentrated  load  for  moment 
from  a  critically  loaded  beam  to  adjacent  parallel  beams  may 
be  calculated  by  the  method  indicated  in  appendix  A.” 


405.  Timber-Concrete  Composite  Construction — Delete  this 
section  in  its  entirety  and  substitute  the  following: 

405.  Composite  timber-concrete  construction — where  the 
tensile  strength  of  wood  and  the  compressive  strength  of  con¬ 
crete  are  to  be  used  compositely,  the  joining  of  the  two  mate¬ 
rials  shall  be  such  as  to  resist  all  horizontal  shear  at  the 
plane  of  junction  and  provisions  shall  be  made  to  prevent 
separation  of  the  wood  from  the  concrete  by  the  use  of  nails, 
grooves  or  other  suitable  devices.  The  design  shall  be  executed 
in  accordance  with  the  principles  applicable  to  composite  steel- 
concrete  construction,  as  set  forth  in  reference  standard 
RSI 0-5.  The  resistance  of  shear  connectors  shall  be  deter¬ 
mined  in  accordance  with  the  applicable  provisions  of  the 
building  code  requirements  for  load  test.” 

Part  VIII — Nail,  Spike,  Drift-Bolt  and  Wood-Screw  and 
Metal  Plate  Joints 

800-C-l — The  “should”  in  this  paragraph  is  advisory 
Part  IX — Glued- Laminated  Structural  Members 

The  provisions  of  this  part  shall  be  deemed  to  regulate  the 
design  of  glued-laminated  members.  The  material  for  and 
fabrication  of  such  members  shall  conform  to  the  require¬ 
ments  of  Reference  Standards  RS-10-18. 

900-D-l — Delete  this  paragraph  in  its  entirety  and  sub¬ 
stitute  the  following: 

The  allowable  unit  stresses  for  Softwood  Glued  Laminated 
Structural  Timber  shall  be  as  set  forth  in  Standard  Specifi¬ 
cations  for  Structural  Glued  Laminated  Timber — American 
Institute  of  Timber  Construction— AITC-203-1970” 

900-D-2 — Delete  this  paragraph  in  its  entirety  and  sub¬ 
stitute  the  following : 

“900-D-2 — Information  given  in  Table  21  is  a  compilation 
of  the  allowable  stresses  provided  in  the  specification  refer¬ 
enced  in  the  footnotes,  and  apply  when  the  structural  glued 
laminated  timber  conforms  to  all  pertinent  provisions  of  the 
applicable  specification” 

903-A-l — Delete  this  section  in  its  entirety. 

903-B-l — Delete  this  section  in  its  entirety.  Add  the  follow¬ 
ing  new  Part: 

Part  X — Mechanically  Laminated  Members 

The  provisions  of  Part  I  to  VIII  shall  be  supplemented  as 
follows : 

a)  General 

( 1 )  Beams  loaded  perpendicular  to  the  edges  of  the  lami¬ 
nations  (wide  faces  of  laminations  parallel  to  the  direction  of 
the  load) — Mechanically  laminated  beams  with  full  length 
laminations  all  of  the  same  grade,  shall  be  assumed  to  be  as 
strong  and  stiff  as  sawn  beams  of  the  same  external  net 
dimension.  Allowable  stresses  for  members  laminated  of 
combinations  of  grades  shall  be  limited  to  the  allowable  stress 
of  the  values  assigned  for  the  lowest  grade  used. 

(2)  Beams  loaded  perpendicular  to  wide  faces  of  lamina¬ 
tions — Mechanically  laminated  beams  with  laminations  hori¬ 
zontal  shall  be  designed  on  the  basis  of  specific  placement  of 
butt  joints  and  test  data  pertaining  to  the  particular  construc¬ 
tion  with  respect  to  butt  joints,  and  on  the  basis  of  fastenings 
used  to  transfer  shear  between  laminations. 

b)  Laminated  trusses. 

(1)  End  joints  in  laminations. — End  joints  in  outside  lami¬ 
nations  shall  be  located  at  panel  points  only.  End  joints  shall 
not  be  located  closer  than  2  ft.  in  adjacent  laminations;  they 
shall  not  be  permitted  in  the  first  panel ;  and  end  joints  in  a 
given  cross  section  shall  be  separated  by  at  least  two  un¬ 
spliced  laminations.  In  chords  of  only  four  laminations,  only 
one  of  the  outside  laminations  may  have  an  end  joint  at  a 
given  panel  point. 

(2)  Lamination  bolts — One  or  more  Yi  in.  minimum  diam¬ 
eter  bolts,  extending  through  all  laminations,  shall  be  placed 
at  each  panel  point  in  order  to  distribute  the  loads,  introduced 
by  the  web  members,  to  all  laminations. 

(3)  Axial  compression — The  axial  compression  in  a  me¬ 
chanically  laminated  chord  shall  be  assumed  to  be  resisted  by 
simple  column  action  of  the  individual  laminations,  or  the 
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entire  section  may  be  assumed  to  act  as  a  mechanically  lami¬ 
nated  column.  In  the  latter  case  for  2  in.  normal  thickness 
laminations  in  panels  up  to  5  ft.,  full  column  action  may  .be 
assumed;  and  for  panel  lengths  of  5  ft.  to  8  ft.,  a  straight  line 
reduction  from  full  column  strength  to  50  per  cent  of  this 
value  shall  be  used.  Panel  lengths  over  8  ft.  shall  not  be  used 
with  2  in.  nominal  thickness  laminations.  Proportionately 
longer  panel  lengths  may  be  used  with  3  in.  nominal  thickness 
laminations.” 


395-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

SUBJECT — Application  June  9,  1971— Building  Code  Refer¬ 
ence  Standard  RS  10-13,  to  issue  a  new  reference  standard, 
including  modifications  designated  NFPA  1970  Span 
Tables  for  Joists  and  Rafters. 

APPEARANCES— 

For  Applicant:  J.  T.  Walsh,  B.D.,  and  G.  Sakona,  B.D. 
ACTION  OF  BOARD — The  request  of  the  Commissioner 
of  Buildings  approved. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION- 


APPLICANT  :  Joseph  Ferro,  Commissioner,  Department  of 
of  Buildings  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

AUTHORITY:  C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT :  Building  Code  Reference  Standard  RS  10-13,  to 
supersede  in  its  entirety  the  present  standard  designated  as 
NFPA  1961 — Maximum  Span  for  Joists  and  Rafters  in 
residential  construction  and  to  replace  it  with  one  desig¬ 
nated  NFPA — Span  Tables  for  Joists  and  Rafters- — 1970, 
as  modified. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29,  1971 
after  due  notice. 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  that  a  new  Refer¬ 
ence  Standard  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  repeal  the  designated  Refer¬ 
ence  Standard  RS  10-13  as  adopted  by  Local  Law  76,  1968, 
in  its  entirety,  and  that  the  following  specification  and  modi¬ 
fications  thereto,  be  and  it  is  hereby,  adopted  as  Reference 
Standard  RS  10-13. 

Reference  Standard  RS  10-13-NFPA — Span  Tables  for 
Joists  and  Rafters  1970 

MODIFICATIONS  —  The  provisions  of  NFPA  —  Span 
Table  for  Joists  and  Rafters  1970  shall  be  subject  to  the 
following  modifications.  The  sections  are  from  the 
standard : 

Under  LUMBER  STRESSES  add  the  following  para¬ 
graph  : 

NFPA  publication  Working  Stresses  for  Joists  and  Rafters 
April  1971  edition  shall  be  acceptable  for  determining  stress 
values  for  joists  and  rafters. 

Following  Lumber  Identification  and  preceding  Use  of 
the  Span  Tables,  add  the  following: 

Design  Loads 

The  loads  provisions  of  the  Building  Code  shall  apply. 


396-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  RS-5  to  supersede  in  its  entirety  the  present 
standard  designated  AWPA  C-20B  1963  Structural  Lum¬ 
ber — Fire  Retardant  Treatment  by  Pressure  Process  and 
to  replace  it  with  AWPA  C-20  1970  Structural  Lumber. 
Fire  Retardant  Treatment  by  Pressure  Process.  To  super¬ 
sede  in  its  entirety  the  present  standard  designated  as 
AWPA  C-27B  1963  Plywood.  Fire  Retardant  Treatment 
by  Pressure  Process  and  to  replace  it  with  AWPA  C-27 
1970  Plywood.  Fire  Retardant  Treatment  by  Pressure 
Process. 

APPEARANCES— 

For  Applicant:  J.  T.  Walsh,  B.  D.,  and  G.  Sakona,  B.  D. 
ACTION  OF  THE  BOARD— The  request  of  the  Com¬ 
missioner  of  Buildings  approved. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION- 


APPLICANT  :  Joseph  Ferro,  Commissioner,  Department  of 
Buildings  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

AUTHORITY:  C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT :  Building  Code  Reference  Standard  RS-S  to 
supersede  in  its  entirety  the  present  standard  designated 
AWPA  C-20B — Structural  Lumber— Fire  Retardant 

Treatment  by  Pressure  Process  1963  and  to  replace  it  with 
AWPA  C-20  Structural  Lumber  Fire  Retardant  Treatment 
by  Pressure  Process  1970.  To  supersede  in  its  entirety  the 
present  standard  designated  as  AWPA  C-27B,  Plywood — 
Plywood-Fire  Retardant  Treatment  by  Pressure  Process 
1963  to  replace  it  with  AWPA  C-27  Plywood-Fire  Retard¬ 
ant  Treatment  by  Pressure  Process  1970. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29th,  1971 
after  due  notice. 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standards  should  be  repealed  and  that  new  Refer¬ 
ence  Standards  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-106.2(e)  Building  Code  of  the 
City  of  New  York,  be  and  it  hereby  does  repeal  in  its  en¬ 
tirety  the  present  standards,  as  listed  under  RS-5,  designated 
as  AWPA  C-20B  Structural  Lumber-Fire  Retardant  Treat¬ 
ment  by  Pressure  Process — 1963  and  does  replace  them 
with  AWPA  C-20  Structural  Lumber-Fire  Retardant 
Treatment  by  Pressure  Process — 1970  and  AWPA  C-27 
Plywood-Fire  Retardant  Treatment  by  Pressure  Process — 
1970,  respectively. 


397-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  2,  1971  and  received  June  7. 
1971. 

SUBJECT— Application  June  .9,  1971 — Building  Code  Refer¬ 
ence  Standard  RS  5-4.  To  issue  a  new  reference  standard 
designated  AWPA  C-27,  1970.  Plywood-Fire  Retardant 
Treatment  by  Pressure  Process. 

APPEARANCES— 

For  Applicant :  J.  Walsh,  B.  D.,  and  G.  Sakona,  B.  D. 
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ACTION  OF  BOARD — The  request  of  the  Commissioner 
of  Buildings  approved. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION- 


APPLICANT  :  Joseph  Ferro,  Commissioner,  Department  of 
Buildings  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

AUTHORITY :  C26-106.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT :  Building  Code  Reference  Standard  RS  5-4  to 
supersede  in  its  entirety  the  present  standard  designated  as 
AWPA  C-27B — Plywood-Fire  Retardant  Treatment  by 
Pressure  Process — 1963  and  to  replace  it  by  one  designated 
AWPA  C-27 — Plywood-Fire  Retardant  Treatment  by 
Pressure  Process — 1970. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29,  1971 
after  due  notice. 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  that  a  new  Refer¬ 
ence  Standard  be  adopted. 

Resolved,  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-  106.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  repeal  the  designated  Refer¬ 
ence  Standard  RS  5-4  as  adopted  by  Local  Law  76,  1968,  in 
its  entirety,  and  that  the  following  specification  be  and  it  is 
hereby  adopted  as  Reference  Standard  RS  5-4. 

Reference  Standard  RS  5-4 — AWPA  C-27  Plywood-Fire 
Retardant  Treatment  by  Pressure  Process — 1970. 


398-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

SUBJECT — Application  June  9,  1971 — Building  Code  Refer¬ 
ence  Standard  RS  5-3.  To  issue  a  new  reference  standard 
designated  AWPA  C-20  1970  Structural  Lumber — Fire 
Retardant  Treatment  by  Pressure  Process. 

APPEARANCES— 

For  Applicant:  J.  T.  Walsh,  B.D.,  and  G.  Sakona,  B.D. 

ACTION  OF  BOARD — The  request  of  the  Commissioner 
of  Buildings  approved. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  .Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION- 


APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings’  letter  dated  June  2,  1971  and  received  June  7, 
1971. 

AUTHORITY — C26-106.2  (e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT — Building  Code  Reference  Standard  RS  5-3 — to 
supersede  in  its  entirety  the  present  standard  designated 
AWPA  C-20B — Structural  Lumber  Fire  Retardant  Treat¬ 
ment  by  Pressure  Process-1963  and  to  replace  it  with  one 
designated  AWPA  C-20  Structural  Lumber-Fire  Retardant 
Treatment  by  Pressure  Process-1970. 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29,  1971  after 
due  notice. 


Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  should  be  repealed  and  a  new  Reference 
Standard  be  adopted. 

Resolved;  that  the  Board  of  Standards  and  Appeals  acting 
under  the  authority  of  C26-106.2  (e)  Building  Code  of  the 
City  of  New  York  does  hereby  repeal  the  designated  Refer¬ 
ence  Standard  RS  5-3  as  adopted  by  Local  Law  76,  1968, 
in  its  entirety,  and  that  the  following  specification  be  and  it 
is  hereby  adopted  as  Reference  Standard  RS  5-3. 

Reference  Standard  RS  5-3-AWPA  C-20  Structural 
Lumber-Fire  Retardant  Treatment  by  Pressure  Process  1970. 


454-71-BCR 

APPLICANT — Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  25,  1971  and  received  June  25, 
1971. 

SUBJECT — Application  June  25,  1971 — Amendment  of 
Building  Code  Section  7-1  of  RS  19-2  by  adding  a  new 
paragraph  (3)  relating  to  the  testing  of  Cranes. 

APPEARANCES— 

For  Applicant :  J.  T.  Walsh,  B.  D.,  and  G.  Sakona,  B.  D. 

ACTION  OF  BOARD — The  request  of  the  Commissioner 
of  Buildings  approved. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION- 


APPLICANT  :  Joseph  Ferro,  Commissioner,  Department  of 
Buildings,  letter  dated  June  25,  1971  and  received  June 
25th,  1971. 

AUTHORITY :  C26-10 6.2(e)  Building  Code  of  the  City  of 
New  York. 

SUBJECT :  Building  Code  Reference  Standard  RS  19-2  to 
amend  Section  7.1  of  RS  19-2  of  the  Building  Code  of  the 
City  of  New  York,  and  by  adding  thereto  a  new  paragraph 
(3)  to  follow  paragraph  (2). 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  June  29th,  1971. 
Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  RS  19-2  should  be  amended. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  acting 
under  the  authority  of  C26-  106.2(e)  Building  Code  of  the 
City  of  New  York  does  hereby  amend  Reference  Standard 
RS  19-2  by  adding  a  new  paragraph  (3)  to  follow  paragraph 
(2)  of  Section  7.1  of  Reference  Standard  RS  19-2;  new  para¬ 
graph  to  read  as  follows : 

“(3)  A  crane  tested  prior  to  January  1,  1972,  shall 
be  deemed  to  comply  with  the  requirements  of  sub-divi¬ 
sion  13.1  of  this  standard,  provided  that  the  load  ratings 
established  by  such  tests  are  no  greater  than  eighty 
(80%)  percent  of  the  test  loads  and  in  no  case  greater 
than  those  indicated  on  the  manufacturers’  load  rating 
chart.” 


283-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  100  William  Company,  owner. 

SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft,  corridors 
openings. 

PREMISES  AFFECTED— 98  to  106  William  Street, 
southeast  corner  of  John  Street,  Block  68,  Lot  36,  Borough 
of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum  and  Julian  Roth. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . • .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  27,  1971  on  N.  B.  Applic.  56-69,  reads : 

‘‘C44— 2  hour  shaft  required  from  the  cellar  to  the 
4th  floor  to  enclose  openings  between  these  floors — 
Table  3-4. 

C45 — One  hour  public  corridors  required  on  first 
and  second  floors.  The  only  openings  permitted  are  Y\ 
hour  self  closing  doors  in  the  corridors.  C26-604.2.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  27,  1971,  acting  on  N.  B.  Applic.  56-69,  Objec¬ 
tions  No.  C44  and  C45,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  May  5, 
1971,’’  9  sheets;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

313-71-A 

APPLICANT — Harrison  and  Abramovitz  for  Rock- 
McGraw,  Incorporated,  owner. 

SUBJECT — Application  May  17,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  show  windows 
and  openings. 

PREMISES  AFFECTED— 1221  to  1237  Avenue  of  the 
Americas,  from  West  48th  Street  to  West  49th  Street, 
Block  1001,  Lots  13  to  53,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Michael  M.  Harris  and  Clifford  B.  Slavin. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1971  on  N.B.  Applic.  32-68,  reads : 

“Show  windows  and  openings  not  permitted  at  levels 
other  than  street  floor  lobbies  as  per  C26-604.3(b)3  LL 
54/70. 

Also  openings  exceed  area  limitation  of  8  ft.  in  height 
and  does  not  have  required  Y\  in.  polished  plate  glass  as 
per  C26-604.3(b)3c. 

No  other  openings  other  than  exit  doors  shall  be  per¬ 
mitted  in  exit  passageways  as  per  C26-604.3(f).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1971,  acting  on  N.B.  Applic.  32-68,  be  and  jt 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  conform  to  draw¬ 
ings  marked  “Received  May  17,  1971,”  6  sheets;  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


314-71-A 

APPLICANT— Heede  International,  Incorporated  for 

Heede  Hoist  and  Machine  Company,  owner,  Long  Island 
Properties,  Incorporated,  lessee. 

SUBJECT— Application  May  17,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  safety  code  for 
workmen’s  Hoists. 

PREMISES  AFFECTED— 1514  to  1428  York  Avenue, 
north  side,  70  feet  east  of  East  80th  Street,  499  to  505  East 
80th  Street,  Block  1577,  Lot  126,  50,  52,  104,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Gustave  B.  Gusrae,  Erik  B.  Wahlberg  and 
Robert  H.  Buckley. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . . . ; .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2  and  April  22,  1971  on  Elev.  Applic.  25-71, 
reads : 

“1)  Electro  hydraulic  worm  gear  drive  does  not  con¬ 
form  to  Rule  208.1  of  the  A17.1  code. 

2)  The  location  of  the  counterweight  does  not  com¬ 
ply  with  Rule  103.1  of  the  A17.1  code. 

3)  Car  frame  as  required  by  Rule  203.1  of  the 
A17.1  code  is  not  provided. 

4)  The  car  speed  is  excessive  for  the  rack  and 
pinion  safety  (instantaneous)  Rule  205.8  of  the  A  17.1 
code.  Type  A. 

5)  The  location  of  the  car  safety  does  not  comply 
with  Rule  205.1  of  the  A  17.1  code  (car  does  not  have 
safety  plank).” 

(Revised  April  21,  1971) 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  2  and  April  22,  1971,  acting  on  Elevator  Applic. 
25-71  Objections  No.  1,  2,  3,  4,  5,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  hoist  shall  conform  to  drawings  marked 
“Received  May  17,  1971,”  16  sheets  ;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


339-71-A 

APPLICANT — Daniel  Laitin  for  Realty  Equities  Columbus 
Circle  Corporation,  owner. 

SUBJECT — Application  May  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  stairs,  live  load. 
PREMISES  AFFECTED — 15  Columbus  Circle,  north  side, 
entire  block,  Block  1113,  Lot  29,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Daniel  Laitin. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein .  1 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971  on  Alt.  Applic.  518-71,  reads: 

“Cl — Proposed  No.  of  persons  (234)  are  in  excess 
of  stair  capacity  as  shown  in  Sect.  C26-292(2)  (b)  of  the 

A.C. 

C2 — A  minimum  of  100#/sq.  ft.  Live  Load  is  re¬ 
quired  as  per  Sect.  C26-344(e)  A.C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  20.  1971,  acting  on  Alt.  Applic.  518-71  Objections 
Nos.  Cl,  C2,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  that  the  building  shall  conform 
to  drawings  marked  “Received  May  26,  1971,”  2  sheets ;  on 
further  condition  that  a  sign  indicating  a  permitted  live  load 
of  70  pounds  per  square  foot  be  posted ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


686-69-A 

APPLICANT — Allen  A.  Sylvane  for  Bess  Kane,  owner; 
Rubin  Engel  son,  lessee. 

SUBJECT — Application  November  20,  1969 — appeal  from 
an  order  and  a  decision  of  the  Fire  Commissioner  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 137  Hudson  Street,  west  side, 
28  feet  north  of  Beach  Street,  Block  214,  Lot  24,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Dismissed  for  lack  of  prosecution. 
THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


231-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— 1601  Realty  Corporation. 
SUBJECT — Application  April  13.  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 154  West  17th  Street,  south 
side,  100  feet  eqst  of  7th  Avenue,  Block  792,  Lot  56,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES—  . 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  James  B.  Vassalotti. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  Fire  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


441-70-A 

APPLICANT— Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 


SUBJECT — Application  August  17,  1970 — Appeal  from  hire 
Department  regulations  re-  Pressurized  Products. 

APPEARANCES— 

For  Applicant :  Cameron  Clark. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  Fire  Dept. 

ACTION  OF  BOARD— Laid  over  to  September  21,  1971. 
at  2  P.M.,  at  the  request  of  the  owner. 


623-70- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  Thomas  R.  Kolsky,  B.  D.,  and  Frances 
Sweeney. 

ACTION  OF  BOARD  :  Laid  over  to  July  20,  1971  at  2  P.M. 
for  continued  hearing. 


225-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Tiebout  Trading  Company. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 13  to  27  East  175th  Street, 
northwest  corner  of  Townsend  Avenue,  Block  2850,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  July  6,  1971,  at  2  P.M. 
for  continued  hearing  at  the  request  of  the  Fire  Department. 


506-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — United  House  of  Prayer. 
SUBJECT — Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition :  Max  Goodman. 

For  Administration :  Thomas  R.  Kolsky,  Bldg.  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.M.  for  a  progress  report.  Continued  hearing. 


229-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— V.  Camac  and  G.  Greenblat. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 974  to  978  Morris  Park  Ave¬ 
nue,  southeast  corner  of  Radcliff  Avenue,  Block  4101, 
Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition  :  Robert  Camac. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at 
2  P.M.,  for  re-inspection  and  continued  hearing. 

230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44.  East  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Murray  Weiner. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at 
2  P.M.,  for  applicant  to  submit  progress  report ;  continued 
hearing. 


Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  JULY  1,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commission  Madigan  and  Commissioner  Nolan. 

284-71-A 

APPLICANT — I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 
SUBJECT — Application  May  6,  1971— appeal  from  a  deci¬ 
sion  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquified  natural  gas  tanks,  etcetera. 

APPEARANCES— 

For  Applicant:  E.  Goldberg,  J.  Vallance,  T.  Kavanagh, 
Dr.  R.  Parker,  D.  Oakley,  J.  Closner  and  others. 

For  Administration:  G.  C.  Thomas,  E.  D.  A.,  Ass’t.  Chief 
Joseph  F.  Connor,  F.  D.,  Lieut.  John  F.  Manfredi,  F.  D., 
Chief  Inspector  Milton  Fishkin,  F.  D.  and  Joseph 
Madigan,  P.  &  T. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  2 
P.M.,  hearing  closed. 


Adjourned:  3:40  P.M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor.  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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DOCKET 

Nczv  Cases  Filed  Up  to  July  6,  1971 

Cal.  No.  Dept.  Premises  Affected 

458-7 1-BZ — B.R. — 15  Soren  Street,  east  side,  102.00  feet 
south  of  McDonald  Street,  Block  1985,  Lot  139,  Willow- 
brook,  Borough  of  Richmond,  N.  B.  246-71,  re-  one 
family  dwelling  with  parking  pad,  R3-2  district. 


459-71-BZ — B.R. — 21  Soren  Street,  east  side,  164.00  feet 
south  of  McDonald  Street,  Block  1985,  Lot  136,  Willow- 
brook,  Borough  of  Richmond,  N.  B.  274-71,  re-  one 
family  dwelling  with  parking  pad,  R3-2  district. 


460-71-BZ — B.R. — 27  Soren  Street,  east  side,  162.00  feet 
north  of  Oakville  Street,  Block  1985,  Lot  133,  Willow- 
brook,  Borough  of  Richmond,  N.  B.  248-71,  re-  one 
family  dwelling  with  parking  pad,  R3-2  district. 


461-7 1-BZ — B.R. — 33  Soren  Street,  east  side,  100.00  feet 
north  of  Oakville  Street,  Block  1985,  Lot  130,  Willow- 
brook,  Borough  of  Richmond,  N.  B.  249-71,  re-  one 
family  dwelling  with  parking  pad,  R3-2  district. 


462-71-A — B.Q. — 79-11  41st  Avenue,  north  side  Block 
Front  between  79th  and  80th  Streets,  Block  1490,  Lot 
18,  Elmhurst,  Borough  of  Queens,  Alt.  No.  1326-70,  re¬ 
conversion  of  doctors  offices  in  cellar  into  dwelling 
units,  R6  district. 


463-71-BZ — B.B. — 2710  Avenue  M,  south  side,  60  feet 
east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn,  Alt.  No.  898-71,  re-  enlargement  of  a  non- 
conforming  two  family  residence,  R2  district. 


464-71-BZ — B.Bx.- — 5540  Broadway,  northeast  corner  of 
Kimberly  Place,  Block  3266,  Lot  155,  Borough  of  The 
Bronx,  Alt.  No.  254-71,  re-  eating  and  drinking  estab¬ 
lishment,  C2-3  in  R-6  district. 


465-7 1-S A — Potter  Electric  Signal,  electric  alarm  trans¬ 
mitter  models  UAT,  UAT-A  annuciator  CBC-24-2  power 
supply  charger,  manufactured  by  Potter  Electric  Signal, 
Appliance. 


466-71- A — F.D. — packaging  of  combustible  mixture 
known  as  “GAF  3427  Toner  #3”  and  “GAF  3481  Toner 
Pre-Mix”  in  32  oz.  polyethylene  bottle  with  screw  cap 
not  in  compliance  with  the  regulations  of  the  Adminis¬ 
trative  Code. 


467-71-BZ — B.Q.— 5601  Main  Street,  south  side,  150  feet 
east  of  56th  Avenue,  Block  5165,  Lot  28,  Borough  of 
Queens,  Alt.  No.  652-71,  re-  gasoline  service  station,  C-4 
district. 


468-71-BZ — B.Q. — 46-01  67th  Street,  east  side,  77  feet 
south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Borough 
of  Queens,  N.  B.  516-71,  re-  proposed  indoor  tennis  courts, 
R-4  district. 


469-71-BZ — B.B. — 2119  to  2125  Coyle  Street,  east  side, 
160  feet  south  of  Avenue  U,  Block  7368,  Lot  65,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  955-71,  re-  2nd  floor  enlarge¬ 
ment  to  an  existing  non-conforming  use,  excessive  floor 
area  ratio,  Cl-2  in  R4  district. 


470-71-BZ — B.Q. — 163-27  Archer  Avenue,  northeast 
corner  of  New  York  Boulevard,  Block  10151,  Lot  65, 
Jamaica,  Borough  of  Queens,  E.  S.  174  and  175-71  re¬ 
maximum  height  of  sign,  C4-2  district. 


471- 71-BZ— B.Q.— 118-09  to  118-15  Atlantic  Avenue, 
northwest  corner  of  Lefferts  Boulevard,  Block  9350,  Lot 
32,  Richmond  Hill,  Borough  of  Queens,  N.  B.  463-69, 
re-  automotive  service  station,  C2-2  district. 

472- 71- A — B.M. — 257  to  267  West  117th  Street,  north 
side,  225  feet  east  of  8th  Avenue,  Block  1923,  Lot  10, 
Borough  of  Manhattan,  Alt.  No.  173-71,  re-  egress,  R7-2 
district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings.  Brooklyn;  B.M. — Department  of  Buildings.  Manhattan; 
B.Q.— Department  of  Buildings.  Queens ;_  B.R— Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. 
Health  Department;  F.D. — Fire  Department. 


SEPTEMBER  14,  1971,  10  A.M. 

NOTICE  IS  PIEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  14,  1971,  at  10  o  clociv  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

21-52-B.Z — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  1,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7f,  7e  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  and  residence  use  district, _  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  minor  repairs  (hand  tools  only),  auto  laundiy, 
non-autmatic,  office,  storage  and  sales  of  auto  accessories, 
parking  for  more  than  5  cars  waiting  to  be  serviced. 
PREMISES  AFFECTED— 379-389  Kings  Highway  and 
1753-1763  West  3rd  Street,  northeast  corner,  Block  6654, 
Lots  27,  39  and  40,  Borough  of  Brooklyn. 


222-54-BZ 

APPLICANT— Eugene  Krai  for  95-26  Sutphin  Boulevard 
Corporation,  owner. 

SUB  TECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  7,  1971- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district  the  parking  and 
storage  of  motor  vehicles  of  patrons  and  employees  of 
adjoining  building,  loading  and  unloading  with  a  business 
entrance  (curb  cut). 

PREMISES  AFFECTED— 95-25  Waltham  Street,  east  side, 
150  feet  north  of  97th  Avenue,  Block  10026,  Lots  35,  37 
and  39,  Jamaica,  Borough  of  Queens. 


131-70-BZ— Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED — 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43^  44,  47,  and  48,  Borough  of  Manhattan. 

Laid  over  from  July  6,  1971,  for  hearing. 
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153-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

Sl'BJECT — Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
I  Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED— 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14, 
Borough  of  Brooklyn. 


268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the 
,  Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair  shop 
extending  into  the  R4  district. 

PREMISES  AFFECTED — 28  to  32  Marginal  Street  West, 
west  side,  154.11J4  feet  north  of  Bushwick  Avenue.  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

- - - 

279-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  County 
Lafayette  Trust  Company,  owner. 

SUBJECT — Application  May  4,  1971 — decision  of  the 

Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  main¬ 
tenance  of  an  illuminated  non-flashing  sign  for  a  bank. 

PREMISES  AFFECTED — 200  Montague  Street,  south 
side,  125  feet  west  of  Court  Street,  Block  250,  Lot  39, 
Borough  of  Brooklyn. 


311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Thomas  Butera, 
owner. 

SUBTECT — Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  reduc¬ 
tion  in  floor  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED— 1901  to  1911  Cropsev  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5, 
Borough  of  Brooklyn. 


331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Feschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  on  a  plot 
presently  developed  with  an  automobile  sales  lot,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 

southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 


SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district  the  erec¬ 
tion  of  a  four  story  intermediate  school  that  encroaches  on 
the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  14,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  14,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
4 76.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 


611-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


121-71-A 

APPLICANT — Charles  M.  Spindler  for  28  Fulton  Street 
Corporation,  owner. 

SUBJECT— Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Sprinkler  system. 

PREMISES  AFFECTED— 28-44  Fulton  Street,  southeast 
corner  of  Elizabeth  Street,  Block  202,  Lots  1  and  9,  Bor¬ 
ough  of  Brooklyn. 


285-71-A 

APPLICANT — Sol  Feinberg  for  Premium  Coal  and  Oil 
Company,  owner. 

SUBJECT — Application  May  7,  1971 — appeal  from  a  decision 
of  the  Fire  Commissioner  re-  transportation  of  fuel  oil  in 
tank  trucks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
\Y>rk. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 
SUBJECT— Application  May  27,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 
PREMISES  AFFECTED — 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 
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425-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 


426-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 


442-71-A 

APPLICANT — Michael  W.  Frudakis  for  Warren  E.  Davis, 
owner ;  Arthur  Kotick,  lessee. 

SUBJECT — Application  June  23,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress  and  stair¬ 
way. 

PREMISES  AFFECTED — 57  Murray  Street,  north  side, 
50.7H>  feet  east  of  West  Broadway,  Block  133,  Lot  13, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  21,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  21,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

565-69-BZ 

APPLICANT — Hector  Ferreras  for  Virginia  Van  Daley, 
owner. 

SUBJECT— Application  September  2,  1969— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  the  maintenance 
of  a  one  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 155  Weed  Avenue,  northwest 
corner  of  Clayboard  Street,  Block  4040,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT— Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED— 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 


222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  d/b/a  Sound  Associates,  Incorporated,  owner. 

SUBJECT — Application  April  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  enlargement  in 
area  of  the  first  floor  of  an  existing  four  story  building  and 
the  change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED— 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 


277-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUBJECT — Application  May  5,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  with  an 
existing  used  car  lot,  the  erection  of  a  one  story  building 
for  use  as  an  automobile  repair  shop. 

PREMISES  AFFECTED— 204-10  Northern  Boulevard, 
south  side,  30.81  feet  east  of  204th  Street,  Block  7301,  Lot 
9,  Bayside,  Borough  of  Queens. 

355-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  or  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 


356- 71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 

357- 71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 999  Co-op  City  Boulevard, 
southeast  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 


358-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 
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PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southwest  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 


359-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district  in  an  accessory  parking  facility  to  a  housing  de¬ 
velopment  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-on  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 

1 


360-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor- 
ugh  of  The  Bronx. 


361-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 


362-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 


363-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60,  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5145,  Lot  51,  Borough  of 
The  Bronx. 


364-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5135,  Lot  51,  Borough  of 
The  Bronx. 


365-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Einstein  Loop  North,  south¬ 
east  corner  of  Hutchinson  River  Parkway,  Block  5135,  Lot 
210,  Borough  of  The  Bronx. 


366- 71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBIECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 2099  Bartow  Avenue,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  100, 
Borough  of  The  Bronx. 

367- 71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Dreiser  Loop  East,  south¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  500, 
Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  JULY  6,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan. 

310-55-A 

APPLICANT— National  Gypsum  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
amendment — decision  of  the  Fire  Commissioner ;  previ¬ 
ously  granted  on  condition — re-  the  installation  of  an 
above  ground  tank  for  the  storage  of  600,000  gallons  of 
fuel  oil. 

PREMISES  AFFECTED — South  side  of  Oak  Point 
Avenue,  82  feet  south  of  Barry  Street,  Block  2605,  Lot  2, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Frank  E.  Bananco,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . .  ® 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  7,  1956,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
7,  1956,  by  adding  thereto : 

“that  all  references  in  the  resolution  to  the  grade  of  oil 
to  be  stored  and  used  are  hereby  changed  to  read  ‘No.  2 
fuel  oil  or  a  blend  of  No.  2  and  No.  4  fuel  oil  of  a  low 
sulphur  content  with  a  flash  point  of  less  than  220  de¬ 
grees’,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  compiled  within  all 
respects.”  (F.  D.  Acct.  No.  W  801  366  ). 


375-70-A 

APPLICANT — Kleen  Brite  Chemical  Co.,  Inc.  owner. 

SUBJECT— Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Fire  Commis¬ 
sioner  ;  re-packaging  of  combustible  mixture  known  as 
“Kleen  Brite  Windshield  Washer  Anti-Freeze”,  in  one 
gallon  plastic  container,  with  metal  replaceable  cap,  con¬ 
tainer  not  in  compliance  with  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1970,  on  certain  conditions; 
and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  21, 
1970,  by  adding  thereto: 

“that  this  product  may  also  be  packaged,  stored  and  sold 
under  the  trade  name  ‘Shield  Brite  Windshield  Washer 
Anti-Freeze  Solvent’,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shah  be  com¬ 
plied  with  in  all  respects.”  (F.  D.  No.  122-4170) 


172-33-BZ — Vol.  II 

APPLICANT— Mario  Tucciarone  and  McGee  and  Morsel- 
lino,  for  Frani  Ciano,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  April  10,  1971 
- — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  recon¬ 
struction  and  extension  of  an  existing  gasoline  selling 
station  and  motor  vehicle  repair  shop,  to  include  auto  wash¬ 
ing,  lubrication  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED— 46-22  to  46-30  Kissena  Boule¬ 
vard,  west  side,  25  feet  north  of  Kalmina  Avenue,  Block 
5149,’  Lots  37  and  39,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . . .  ® 

Absent :  Commissioner  Klein  .  1 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  10,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  6,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  10; 
1951,  as  amended  through  April  30,  1957  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  ten  years  from  April  10.  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.B.  9535-50) 


662-55-BZ 

APPLICANT — Robert  Gottlieb  for  Vito  and  Frank  Sauno, 
owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  26,  1971 

_ decision  of  the  Borough  Superintendent;  previously 

granted  on  condition  under  Section  7a  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  extension 
of  a  non-conforming  use  (residence  and  stores). 

PREMISES  AFFECTED — 2075  Edenwald  Avenue  and 
4104  Murdock  Avenue,  northeast  corner,  Block  5026,  Lot 
57,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  6,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  26, 
1956,  as  amended  through  October  2,  1956,  only  as  to  the 
term  of  the  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  2,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  566-55) 


274-59-BZ — Vol.  II 

APPLICANT — Thomas  Cartelli  for  Naclerio  Bros.,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  17,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in 
a  residence  use  district,  the  maintenance  of  a  private  park¬ 
ing  lot  for  the  patrons  of  the  catering  establishment  of 
Block  4743,  Lot  8. 

PREMISES  AFFECTED— 3356-3358  Eastchester  Road 
and  1510-1514  Tillotson  Avenue,  southeast  corner,  Block 
4744,  Lots  1  and  62,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Thomas  Cartelli. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  January  17,  1961,  on  certain  conditions; 

and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  17,  1961,  as  amended 
through  June  14,  1966,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  January  17,  1971, 

to  permit  . ;  on  condition  that  the  sheet  metal  be 

removed  from  the  fences  ;  that  the  fences  be  repaired  and 
maintained  in  good  condition ;  that  a  sign  be  posted  in  a 
prominent  location  giving  notice  that  this  lot  will  be 
closed  at  11  P.M. ;  that  the  lot  be  kept  clean  at  all  times ; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  compiled  with  in  all  respects  ;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
695-64) 


522-60-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Robert  Adhers, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  8,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 683-685  West  204th  Street, 
southeast  corner  of  Cooper  Street,  Block  2241,  Lot  1, 
Borought  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  29,  1960,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  29,  1960,  as  amended 
through  February  8,  1966,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  February  8,  1971, 

to  permit  . ;  on  condition  that  the  fences  be 

made  to  comply  with  Section  25-66  of  the  Zoning 
Resolution;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  compiled  with  in  all  respects ; 
and  that  a  new  'Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  923-65) 


519-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Sherman  Firsty, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
maintenance  of  a  non-transient  parking  lot  on  a  monthly 
basis. 

PREMISES  AFFECTED — 1753  Montgomery  Avenue,  west 
side,  240.03  feet  south  of  Popham  Avenue,  Block  28 77,  Lot 
462,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N egative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  26,  1961,  on  certain  conditions ;  and 
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Whereas,  a  public  hearing  was  held  on  this  application 
on  July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  26,  1961,  as  amended  through  November  15,  1966,  only  as 
to  the  term  of  the  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  15, 
1971  .  .  .  ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects ; 
and  'that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  CAlt.  224-61) 


1161-65-BZ 

APPLICANT— Hannibal  F.  Zumbo  for  Rose  Villano, 
owner. 

SUBJECT— Applicant  for  consideration— reopening  for 
extension  of  term  of  variance  wheih  expired  May  3,  1971 
and  amendment  of  resolution — decision  of  the  Borough 
Superintendent ;  previously  granted  on  condition  under 
Section  72-21  of  the  Zoning  Resolution,  permitting  in  a 
R6  district,  the  construction  and  maintenance  of  a  public 
lot. 

PREMISES  AFFECTED— 800-802  Bergen  Street,  south 
side,  198  feet  east  of  Grand  Avenue,  Block  1148,  Lots  20 
and  21,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Hannibal  F.  Zumbo. 

ACTION  OF  BOARD — Application  reopened,  term  of 
variance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin.  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

May  3,  1966,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 

July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 
Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  reopen  and  amend  the  resolution  adopted  on  May  3, 

1966,  by  adding  thereto : 

“that  this  variance  shall  continue  for  a  term  of  five  years 
from  May  3,  1971  ;  that  in  accordance  with  the  terms 
and  conditions  of  the  resolution,  the  premises  may  con¬ 
tinue  to  be  used  as  a  public  parking  lot  limited  to  monthly 
tenants;  and  that  reference  to  parking  by_ personnel  and 
visitors  of  the  Brooklyn  Jewish  Hospital  is  hereby 
deleted  from  the  resolution;  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects  ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  1183-65) 


890-66-BZ 

APPLICANT — Larry  Meltzer  for  Joanna  Milazzo,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  _  of 
time  to  complete  which  expired  March  14,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition  under  Section  72-21  of  the  Zoning  Resolution,  per¬ 
mitting  in  an  R6  district,  the  erection  of  a  two  story  and 
basement,  one  family  dwelling  that  encroaches  on  the 
required  side  yards. 

PREMISES  AFFECTED— 1127  East  214th  Street,  north 
side,  172.74  feet  east  of  Laconia  Avenue,  Block  4709,  Lot 
28,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  14,  1967,  on  certain  conditions  ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  April  15,  1969,  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  March  14,  196/,  as  amended 
through  April  15,  1969,  only  as  to  the  time  to  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.  B.  807-64) 


361-67-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Wards  Construction  Company,  owner. 
SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  September  22, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R8  district,  the  construction 
and  maintenance  of  a  public  parking  lot  for  a  term  of  five 
years. 

PREMISES  AFFECTED— 234  East  27th  Street,  south 
side,  100  feet  west  of  Second  Avenue,  Block  907,  part  of 
Lot  39,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1967,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  5,  1967,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  six  months  from  September  22, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein 

amended  the  resolution  above  cited  shall  be  compiled 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (Alt.  464-67) 


840-68-BZ 

APPLICANT — McGee  and  Morsellino  of  J.  A.  W.  Realty 
Corporation,  owner. 
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SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time  to 
complete  which  expired  April  1,  1971  and  amendment  of 
;  the  resolution — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  C 2-2  district,  the  change 
in  occupancy  of  an  existing  one  story  building  from  a 
wholesale  auto  parts  warehouse  and  store  to  automotive 
repair  shop. 

PREMISES  AFFECTED — 8680-8684  18th  Avenue,  north¬ 
east  corner  of  Benson  Avenue,  Block  6368,  Lot  61,  Borough 

of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — ‘Request  to  waive  the  Rules  of 
Procedure,  reopen,  extend  time  to  obtain  Certificate  of 


Occupancy  and  amend  the  resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

;  Affirmative :  .  0 

t  Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 
Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


\\  hereas,  the  Board  finds  that  the  proposed  change  in  the 
use  of  this  building  should  not  be  permitted;  and  the  Board 
finds  also  that  the  Rules  of  Procedure  should  not  be  waived 
and  the  time  to  obtain  a  Certificate  of  Occupancy  should  not 
be  extended. 

Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied. 


874-68-BZ 


APPLICANT — Goldwater  &  Flynn  for  Ferris  Place  Cor¬ 
poration,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
■  extension  of  time  to  complete  which  expired  June  9,  1971 — 
decision  of  the  Borough  Superintendent  previously  granted 
on  condition  under  Section  73-49  of  the  Zoning  Resolution, 
permitting  in  an  M3-1  district,  in  conjunction  with  the 
erection  of  a  two  story  manufacturing  and  garage  building, 
the  addition  to  the  uses  to  include  roof  parking. 

PREMISES  AFFECTED — 1400  Ferris  Place,  east  side, 
between  Butler  Place  and  Commerce  Avenue,  Block  3838, 
Lot  260,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Gary  Valby. 

ACTION  OF-  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


;  Whereas,  this  application  was  granted  by  the  Board  on 
June  10,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  June  30,  1970,  and 
1  .  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  10, 
1969,  as  amended  throught  June  30,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 


‘‘that  substantial  construction  shall  be  completed  within 
one  year  from  June  9,  1971.”  (Dept.  Ports  and  Terminals 
No.  680590) 


267-70-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  30.  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning- 
Resolution,  permitting  in  an  R7-2  and  Cl-5  district  the 
erection  of  a  four  story  university  structure  that  exceeds 
the  permitted  lot  coverage. 

PREMISES  AFFECTED — 253  Sullivan  Street,  southeast 
corner  of  Washington  Square  South,  Block  541,  Lot  33, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  30,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  30, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  30,  1971.”  (N.  B.  164-69 ) 


417-70-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Rabbi  Dov  Revel  Yeshiva  of  Forest  Hills, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
72-21  and  73-641  of  the  Zoning  Resolution,  permitting  in 
an  Rl-2  district,  the  erection  of  a  three  story  and  cellar 
enlargement  to  a  school  previously  before  the  Board  that 
will  exceed  the  permitted  floor  area  ratio  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 71-02  113th  Street,  southwest 
corner  of  71st  Avenue,  Block  2246,  Lot  41,  Forest  Hills, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


W hereas,  this  application  was  granted  by  the  Board  on 
January  5,  1971,  on  certain  conditions;  and 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
5,  1971,  by  adding  thereto: 

“that  the  changes  in  arrangement  and  design  cited  in  the 
decision  of  the  Borough  Superintendent  dated  May  28, 
1971,  acting  on  Alt.  Applic.  1663-65,  Objections  Nos.  1 
through  6,  shall  be  permitted  substantially  as  shown  on 
revised  drawings  of  proposed  conditions  marked 
'Received  June  10,  1971',  nine  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  1663-65) 


131-70-BZ — Vol.  II 

APPLICANT— Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT— Application  reopened  February  23,  1971  as 
Volume  II— decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  m  an 
Ml-4  and  RIO  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47,  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Richard  Siegler  and  Howard  Zipser,  City 
Planning  Commission. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  14,  1971,  at 
10  A.M.,  continued  hearing. 


148-70-BZ— Vol.  II 

APPLICANT— McGee  and  Morsellino  for  Ciampa  Prop¬ 
erties,  owner. 

SUBJECT— Application  reopened  February  17,  1971  as 

Volume  II— decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner.  Block  4073,  Lots  22  and 
47,  College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Anna  M.  Rippe  and  Margarete  Winter. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at 
10  A.M.,  for  decision;  hearing  previously  closed. 


95-71-BZ 

APPLICANT— McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT— Application  February  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
of  a  six  story  multiple  dwelling  that  exceeds  _  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parking, 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 44-30  Douglaston  Parkway, 
west  side,  72-48  feet  north  of  Northern  Boulevard,  Block 
8092,  Lots  33,  56,  Douglaston,  Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino,  Robert  H.  Black  and 
Herbert  H.  Worman. 

For  Opposition:  Walter  Barthold. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at 
10  A.M.,  for  continued  hearing. 


112-71-BZ 

APPLICANT— Harry  Soled  for  Rabbi  Mendel  Horowitz, 
owner. 

SUBJECT— Application  March  2,  1971—  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  and  maintenance  of  a  non-transient  parking  lot. 
PREMISES  AFFECTED— 232  East  18th  Street,  west  side, 
300  feet  north  of  Beverly  Road,  Block  5121,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Josef  Friedman  and  Mendel  Horowitz. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at 
10  A.M.,  continued  hearing. 


152-71-BZ 

APPLICANT — Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner ;  Isaak  Papadopoulos, 
lessee. 

SUBJECT — Application  March  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  in  an 
existing  two  story  building,  the  addition  to  the  use  of  the 
first  floor  restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  F.  Nolan. 

For  Opposition:  Mario  J.  Cariello,  Moderto  Marienalk, 
Leo  Cariello,  Josephine  Cariello,  James  Halney,  A. 
Locke  and  Mrs.  M.  Cariello. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  decision  after  receipt  of  additional  information. 
Hearing  closed. 


194-71-BZ 

APPLICANT— McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owner ;  Claire  Coat  Corporation, 
lessee. 

SUBJECT— Application  April  2,  1971— decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  store  building  for  use  as  a  clothing  manufactur¬ 
ing  establishment  with  retail  facilities  and  with  accessory 
parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED— 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6  and 
46,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Marsellino. 

For  Opposition:  Peter  Pask. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  decision;  revised  drawings;  hearing  previously 
closed. 
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247-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT — Application  April  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
«'  Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
i  feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  27,  29,  19,  44,  46,  49,  51,  53,  57,  59,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition :  Linda  Blumkin. 

ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  10 
A.M.,  for  continued  hearing. 


280-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 

(owner;  Walmere  Realty  Company,  Incorporated,  lessee. 
SUBJECT — Application  April  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  39, 
Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  Charles  W.  Davis,  Walter  Ward,  Alroyd 
Henry  and  Rosemary  P.  Conigan. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  decision ;  hearing  closed. 


984-66- BZ — Vol.  II 

• 

.  APPLICANT — Edwin  Storch  for  Lam  Realty  Corporation, 
I  owner. 

SUBJECT — Application  reopened  February  17,  1971  as  Vol¬ 
ume  III — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one  story  warehouse  and 
s  factory  building  with  accessory  parking  that  has  entrances 
,  within  50  feet  of  intersecting  streets. 

■  PREMISES  AFFECTED— 177-07  147th  Avenue,  northeast 
corner  of  177th  Street,  Block  13307,  Lots  113,  104  and  100, 
Springfield  Gardens,  Borough  of  Queens. 

;  APPEARANCES— 

.  For  Applicant :  Edwin  Storch  and  Burton  Flax. 

For  Opposition:  Susan  N.  Nereika,  Com.  Bd.  #13,  Leon 


Johnson  and  Marion  Scott, 
i  RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

n  Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent :  Commissioner  Klein .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1970,  acting  on  N.B.  Applic.  584/1970, 
reads : 

“1.  Proposed  erection  of  a  Metal  Stamping  Fac¬ 
tory,  Use  Group  17B,  Occupancy  Group  Dl,  warehouse, 
loading  and  unloading,  accessory  open  parking  ten  cars, 
located  within  an  R3-2  zoning  district,  is  contrary  to 
Section  22-10  Zoning  Resolution. 

2.  Proposed  building  does  not  provide  minimum 
open  space  ratio,  and  exceeds  maximum  floor  area  ratio, 
contrary  to  Section  23-141  Zon.  Res. 

3.  Proposed  building  does  not  provide  minimum  re¬ 
quired  front  yards,  contrary  to  Section  23-45  Zon.  Res. 

4.  Proposed  accessory  loading  berth  entrance  within 
fiftv  feet  of  a  corner  is  contrary  to  Section  25-75  Zon. 
Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  c  and  e  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  4,  1970,  acting  on  N.B.  Applic.  584/70,  Ob¬ 
jection  Nos.  1,  2,  3,  4,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


711-70-BZ 

APPLICANT — George  J.  Vassilev,  for  Thomas  M.  Ragusa 
and  Domenica  Crescenti,  owners. 

SUBJECT— Application  November  27,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  73-241  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
one  story  building,  the  addition  to  the  restaurant  use  to 
include  cabaret. 

PREMISES  AFFECTED— 111-06  to  111-10  Roosevelt  Ave¬ 
nue,  southeast  of  111th  Street,  Block  2013,  Lot  1,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  George  J.  Vassilev  and  S.  Valdez. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  29,  1970,  acting  on  Alt.  Applic.  674/1970, 
reads : 

“1.  Cabaret,  Eating  and  drinking  places  without  re¬ 
strictions  on  Entertainment  or  dancing  is  not  permitted 
in  a  C2-2  use  district.  Use  Group  10  Zoning  Resolution 
Sect.  32-19.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


i 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  P ermit 
under  Section  73-241  of  the  Zoning  Resolution,  to  permit  foi 
a  term  of  five  years,  in  a  C2-2  district,  in  an  existing  one- 
story  building,  the  addition  to  the  restaurant  use  to  include 
cabaret,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  November  27, 
1970,”  3  sheets,  and  “March  31,  1971,”  one  sheet,  and  “June 
25,  1971,”  one  sheet;  on  further  condition  that  there  be  no 
more  than  seven  instruments  consisting  of  a  percussion,  gui¬ 
tar,  two  wood  winds,  piano,  bass,  one  brass,  and  one  vocalist 
and  patron  dancing ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 

102-71-BZ 

APPLICANT— M.  Martin  Elkind  for  Nasso  Realty  In¬ 
corporated,  owner. 

SUBJECT— Application  February  23, .  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R8  district,  in  an  existing 
six  story  building,  the  enlargement  in  area  of  the  first 
floor  commercial  use  for  use  as  a  restaurant  on  the  entire 
first  floor  and  cellar. 

PREMISES  AFFECTED— 417  to  419  East  65th  Street, 
north  side,  250  feet  east  of  First  Avenue,  Block  1460,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Marvin  Wiener. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  then  to  July  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  25,  1971,  acting  on  Alt.  Applic.  1201/1969, 
reads : 

“A2 — Proposed  to  extend  the  existing  non-conform¬ 
ing  use  (Use  Group  #6)  on  the  first  floor  front  of  a 
building  located  in  an  R8  district,  to  the  entire  first  floor 
and  cellar  is  not  permitted  as  per  Sect.  22-10  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8 
district,  in  an  existing  six-story  building,  the  enlargement  in 
area  of  the  first  floor  commercial  use  for  use  as  a  restaurant 
on  the  entire  first  floor  and  cellar,  on  condition  that  all 


work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  February  23,  1971,”  9  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


155-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Building 
Corporation,  owner. 

SUBJECT— Application  March  16,  1971— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  erection 
of  a  two  story  enlargement  to  an  existing  union  office 
building  previously  before  the  Board  and  the  conversion 
of  the  existing  mezzanine  to  a  second  floor  that  increases 
the  degree  of  non  conformity. 

PREMISES  AFFECTED— 189  21st  Street,  and  657  to 
675  4th  Avenue,  northeast  corner,  Block  640,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application 
on  July  6,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1971,  acting  on  N.  B.  Applic.  816/1952, 
reads : 

“1.  The  proposal  to  change  the. use  and  legalize  the 
enlargement  of  the  existing  mezzanine,  thereby  creating 
a  second  floor,  and  to  legalize  the  50'  x  36'  one  story 
metal  enlargement  to  the  original  structure  previously 
granted  by  the  Board  of  Standards  and  Appeals  and  to 
erect  a  new  two  story  Class  II  B  enlargement,  is  con¬ 
trary  to  Cal.  No.  425-50-A. 

2.  The  proposed  enlargement  for  a  non-conform¬ 
ing  office  building  in  an  R6  zone  is  contrary  to  52-40  and 
22-00  Z.  R. 

3.  The  proposed  structural  alteration  to  a  non-con¬ 
forming  building  is  contrary  to  52-22  Z.  R. 

4.  Since  there  are  no  bulk  regulations  for  a  non- 
conforming  use  in  a  residence  zone,  refer  to  the  Board 
of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  enlargement  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
to  permit  in  an  R6  district,  the  erection  of  a  two-story  en¬ 
largement  to  an  existing  union  office  building,  previously 
before  the  Board,  and  the  conversion  of  the  existing  mez¬ 
zanine  to  a  second  floor  that  increases  the  degree  of  non¬ 
conformity,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  March 
16,  1971,”  8  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 
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156-71-A 

APPLICANT — Lama  and  Vassalotti  for  Seafarers  Building 
Corporation,  owner. 

SUBJECT — Application  March  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Enlargement 
of  existing  mezzanine,  stairs  exterior  wall  rating. 
PREMISES  AFFECTED— 189  21st  Street,  and  657  to  675 
4th  Avenue,  northeast  corner,  Block  640,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  6,  1971  on  N.B.  Applic.  816-52,  reads: 

“1.  The  proposal  to  change  the  use  and  legalize  the 
enlargement  of  the  existing  mezzanine,  thereby  creating 
a  second  floor,  and  to  legalize  the  50'  x  36'  one  story 
metal  enlargement  to  the  original  structure  previously 
granted  by  the  Board  of  Standards  and  Appeals  and  to 
erect  a  new  two  story  Class  II  B  enlargement,  is  con¬ 
trary  to  Cal.  #425-50-A.  .  _  •• 

5.  The  proposed  exterior  stairs,  unenclosed  within 
10  ft.  of  the  lot  line,  are  contrary  to  C26-604.9(c). 

6.  The  unroofed  exterior  stairs  are  contrary  to  C26- 

604.9(c).  .  . 

7.  The  exterior  wall  rating  for  the  existing  metal 
structure  must  comply  with  table  3-4  of  the  Building 
Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Rcsohrd,  that  the  decision  of  the  Borough  Superintendent, 
dated  February  6,  1971,  acting  on  N.B.  Applic.  816-52,  Ob¬ 
jections.  No.  1,  5,  6,  7,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  shall  conform  to  the  resolution  adopted  this  day 
under  Calendar  Number  155-71-BZ;  on  further  condition 
that  the  exterior  exit  stairs  and  connection  passageway  to 
the  east  side  of  the  subject  building  be  roofed  over ;  and 
that  all  laws,  rules  and  regulations  be  complied  with. 


174-71-BZ 

APPLICANT— A.  H.  Salkowitz  for  Allied  Tylan  Boule¬ 
vard  Corporation,  owner;  Dun  and  Bradstreet,  lessee. 

SUBJECT— Application  March  24,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-44  of  the  Zoning 
Resolution,  to  permit  in  a  C2-1  district,  the  reduction  in 
the  number  of  accessary  parking  spaces  for  a  proposed 
office  building. 

PREMISES  AFFECTED— 1139  Hylan  Boulevard,  north 
side,  80  feet  west  of  Allendale  Road,  Block  3227,  Lot  5, 
Grasmere,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Carl  Heimberger. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  1,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  then  to  July  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  26,  1971,  acting  on  N.B.  Applic.  901/1970, 
reads : 

“1.  Proposed  reduction  in  number  of  parking  spaces 
for  office  building  in  parking  category  B-l  requires  spe¬ 
cial  permit  by  the  Board  of  Standards  and  Appeals  under 
Section  73-44  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-44  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-44  of  the  Zoning  Resolution,  to  permit  for 
a  term  of  five  years  in  a  C2-1  district,  the  reduction  in  the 
number  of  accessory  parking  spaces  for  a  proposed  office 
building,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  March  24, 
1971,”  5  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


189-71-BZ 

APPLICANT— Savignono,  Strange  and  Veils  for  Bangar 
Realty  Corporation,  owner. 

SUBJECT— Application  March  29,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-3  and  R6  dis¬ 
trict,  the  change  in  use  of  an  existing  one  story  building 
previously  before  the  Board  from  warehouse,  shipping  and 
stores  to  the  manufacturing  of  ladies  handbags. 
PREMISES  AFFECTED— 1674  to  1678  Broadway,  south 
side,  57.4  feet  west  of  Decatur  Street,  747  to  755  Decatur 
Street,  Block  1503,  Lot  31,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  M.  Vella. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . .  6 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  1,  1971,  after  due  notice  by  publication  in  the  Bulletin: 
laid  over  to  June  22,  1971 ;  then  to  July  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  17,  1971,  acting  on  Atl.  Applic.  2106/1969,  reads  : 

“1.  The  proposed  change  of  occupancy  to  Manufac¬ 
turing  of  ladies  handbags,  Use  Gr.  #17,  in  a  Cl-3  in 
R6  District  deviates  from  the  variance  previously  granted 
by  B.  S.  &  A.  under  Cal.  #911-55-BZ  &  shall  be  referred 
back  to  the  Board  for  reconsideration. 
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2.  The  proposed  change  of  occupancy  from  Stores 
Use  Gr.  # 6 ,  to  Manufacturing  of  ladies  handbags,  Use 
Gr.  #17,  in  a  Cl-3  in  R6  Districts  is  contrary  to  Sec. 
42-14  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-3 
and  R6  district,  the  change  in  use  of  an  existing  one-story 
building  previously  before  the  Board  from  warehouse,  ship¬ 
ping  and  stores  to  the  manufacture  of  ladies  handbags,  or 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  March  29, 
1971,”  one  sheet,  and  “July  1,  1971,”  3  sheets;  on  further 
condition  that  all  loading  and  unloading  of  merchandise  be 
done  from  a  loading  berth  to  be  provided  on  Broadway ; 
that  loading  and  unloading  of  merchandise  be  strictly  pro¬ 
hibited  on  Decatur  Street;  that  the  use  of  the  accessory 
parking  area  on  Decatur  Street  be  restricted  to  employees 
and  visitors  to  the  subject  premises;  that  its  hours  of  use  be 
restricted  from  7  A.M.  to  7  P.M.  on  normal  business  days 
of  operation  and  kept  locked  at  all  other  times ;  that  a  screen 
fence  be  erected  along  the  Decatur  Street  frontage  in  accord¬ 
ance  with  Section  25-66 (b )  of  the  Zoning  Resolution;  that 
shrubbery  be  planted  along  the  fence  frontage  in  accordance 
with  Section  25-66 (a)  of  the  Zoning  Resolution;  that  trees 
be  planted  along  Decatur  Street  in  accordance  with  the 
Department  of  Parks  regulations ;  and  that  all  laws,  rules 
and  regulations  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


191-71-BZ 

APPLICANT— Philip  P.  Agusta  for  Salvatore  and  Giusep- 
pina  D’Urso,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-2  district,  the  conversion 
of  an  existing  two  story  and  cellar  commercial  building  to 
residential  use. 

PREMISES  AFFECTED — 1230  36th  Street,  south  side. 
240.07/8  feet  east  of  12th  Avenue.  Block  5296,  Lot  15,  Bor¬ 
ough  of  Brooklvn. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  l 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  25,  1971,  acting  on  Alt.  Applic.  309/1971,  reads : 


“1.  The  above  premises  now  legally  occupied  as  Of¬ 
fices  Use  Group  6,  and  the  proposed  restoration  of  said 
oremises,  formerly  occupied  as  a  New  Law  Tenement, 
using  the  lst-2nd  and  rear  portion  of  the  cellar  for  resi¬ 
dential  use,  Use  Group  2,  is  not  permitted  in  an  Ml-2 
Zone.  The  proposed  change  in  use  is  contrary  to  42-00 
of  the  Zoning  Resolution. 

Note:  Note  there  are  no  bulk  regulations  for  a  resi¬ 
dence  use  in  an  Ml-2  Zone.” 

Whereas,  the  premises  and  surroundings  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-12  of  the  Zoning  Resolution,  to  permit  in 
an  Ml-2  district,  the  conversion  of  an  existing  two-story 
and  cellar  commercial  building  to  residential  use,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  April  1,  1971,”  8  sheets  ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


219-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Joseph  S.  Am- 
mirati,  owner. 

SUBJECT- — Application  April  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  building  for  use  as  a  warehouse. 

PREMISES  AFFECTED— 146-65  to  146-67  to  146-75 
Springfield  Boulevard,  northeast  corner  of  147th  Avenue. 
Block  13363.  Lot  6,  Springfield  Gardens,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino,  Joseph  S.  Ammirati 
and  Albina  Meegan. 

For  Opposition:  Susan  M.  Noreika,  Aluiero  Terry,  Frank 
J.  Giannizzera,  Fleming  Mullea,  Green  James,  Maggie 
Patteson,  Ruth  Harris,  Winette  Duggan,  Marjorie  E- 
Warner.  Irving  Seldin,  Lawrence  Rushing,  Randolph 
Mitchell,  and  others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — -Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker. 

Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

W  hereas,  a  public  hearing  was  held  on  this  application  on 

July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 

and 

Whereas,  the  decision  of  the  Borough  Superintendent. 

dated  March  22,  1971,  acting  on  N.B.  Applic.  258/1971,  reads : 

“1.  The  erection  of  a  building  to  be  used  as  a  ware¬ 
house  (Use  Group  16),  Offices  (Use  Group  6),  Park¬ 
ing,  Loading  and  Unloading  in  an  R3-2  Zone  is  contrary 
to  Section  22-00  of  the  Zoning  Resolution. 

2.  Since  there  are  no  applicable  bulk  regulations  for 
the  proposed  uses,  in  an  R3-2  zone  district,  this  applica- 
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tion  is  referred  to  the  Board  of  Standards  and  Appeals 
for  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  c  and  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1971,  acting  on  N.  B.  Applic.  258/1971, 
Objections  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that 
the  application  be  and  it  hereby  is  denied. 


248-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.  D.  and  N. 
Aufiero,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-413  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district  in  an 
existing  one  story  building  previously  before  the  Board,  the 
change  in  occupancy  from  storage  and  baling  of  rags  to  the 
production  and  printing  of  educational  publications  and 
materials  with  accessory  parking  in  the  open  area. 
PREMISES  AFFECTED— 3222  Ely  Avenue,  east  side,  170 
,  feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 

APPEARANCES — 

For  Applicant :  Harry  Atkin,  M.  J.  Lombardi,  A1  Robbins 
and  E.  Richard  Crino. 

For  Opposition :  Sarah  B.  Wiley,  Sinclair  Ford,  Julius 
Hardaway,  James  P.  Murray,  S.  Farnik  and  Mrs.  Shelley 
R.  Wiley,  Sr. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  then  to  July  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 

(  c'ated  March  17,  1971,  acting  on  Alt.  Applic.  90/1971,  reads: 

“1.  Proposed  change  of  use  of  subject  bldg,  from 
storage  of  rags,  sorting  and  baling,  Use  group  18,  and 
storage  warehouse,  Use  Group  16  to  production  &  print¬ 
ing  of  educational  material,  Use  Group  17,  with  accessory 
parking  of  23  motor  vehicles  and  to  extend  said  use  after 
Anril  24,  1971,  violates  B.  of  S.  &  A.  resolution.  Cal.  No. 
300-54-BZ  and  therefore  this  application  must  be  re¬ 
ferred  to  the  Board  for  this  variance,  as  per  Sec.  11-411 
of  Am.  Zoning  Resolution.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  c,  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  17,  1971,  acting  on  Alt.  Applic.  90/1971,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. _ 

258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 


SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-4  district  on  a  plot  previously  before  the 
Board,  the  erection  of  a  34  story  mixed  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room. 

PREMISES  AFFECTED— 747  to  765  Second  Avenue,  west 
side,  from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan. 

appf:arances— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  then  to  July  6,  1971 ;  and 

Whereas,  the  decison  of  the  Borough  Superintendent, 
dated  April  13,  1971,  acting  on  N.B.  Applic.  6/1970,  reads: 

“C-7  Plans  filed  under  Amendment  of  April  13,  1971 
do  not  comply  with  plans  approved  by  the  B.S.A.  under 
Calendar  #213-70-BZ. 

C-9  Comply  with  Section  23-15  Z.R.  Floor  area  of 
non-residential  portion  of  building  is  in  excess  of  allow¬ 
able  floor  area  of  12  times”. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-4 
district,  on  a  plot  previously  before  the  Board,  the  erection 
of  a  34-story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio,  and  has  less  than  the  required  lot  area  per  room, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  April  20,  1971,”  6 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


263-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R10  and  C2-5  district,  the 
erection  of  a  45  story  mixed  building  that  exceeds  the  per¬ 
mitted  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7, 
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108,  8,  15,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  and  then  to  July  6,  1971 :  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  6,  1971,  acting  on  N.B.  Applic.  29/1970,  reads: 

“A-l  Lot  102  is  not  contiguous  to  the  main  portion 
of  the  lot  &  therefore  cannot  be  counted  as  part  of  the 
lot  area,  as  per  Section  12-10  of  the  Zoning  Resolution, 
as  a  result  the  zoning  computations  are  incorrect  as  they 
include  the  air  rights  of  such  parcel. 

A-4  The  proposed  floor  area  exceeds  the  maximum 
allowable  &  is  contrary  to  Section  23-15  of  the  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship:  and 

Whereas,  the  situation  presented  in  this  case  is  unique 
based  upon  the  evidence  adduced  concerning  reliance  upon 
approvals  of  the  Department  of  Buildings  which  were  sub¬ 
sequently  revoked ;  and 

Whereas,  the  Board  finds  a  hardship  under  Section  72-21 
of  the  Zoning  Resolution  it  specifically  finds  that  this  case 
is  not  a  precedent  regarding  the  question  of  air-rights  transfer 
between  zoning  lots  which  are  tangental  to  each  other. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R10 
and  C2-5  district,  the  erection  of  a  45-story  mixed  building 
that  exceeds  the  permitted  floor  area  ratio,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  April  26,  1971,”  7  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


264-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sigmund  Sommer,  owner. 

SUBJECT — Application  April  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  floor  area  ratio. 

PREMISES  AFFECTED— 405,  411  to  449  East  58th 
Street,  south  side,  106.6  feet  west  of  Sutton  Place,  and  408, 
420  to  438  East  59th  Street,  Block  1370,  Lots  102,  6,  7,  108. 
8,  5,  16,  17,  117,  18,  19,  29,  30,  31,  121,  and  44  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  6,  1971  on  N.  B.  Applic.  29-70,  reads: 

“A5 — The  proposed  floor  area  ratio  exceeds  12, 
which  is  contrary  to  Section  26,  sub.  3,  M.D.L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  6,  1971,  acting  on  N.  B.  Applic.  29-70,  Objection 
No.  A5,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  26,  Sub.  3,  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  all  work  shall  conform  to  the  resolution  adopted 
this  day  under  Calendar  Number  263-71-BZ;  and  that  all 
other  laws,  rules  and  regulations  shall  be  complied  with. 


271-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Bonner  Realty  and 
Construction  Corporation,  owner. 

SUBJECT— Application  April  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  a  0-9  and  R10  district, 
at  an  existing  39  story  multiple  dwelling,  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  and 
surplus  tenants  spaces  for  a  term  of  15  years. 

PREMISES  AFFECTED— 1006  to  1020  First  Avenue,  401 
to  411  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Howard  Zipser,  City  Planning  Commis¬ 
sion. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative  :  . .  • ; .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1971,  acting  on  Alt.  Applic.  430/1971,  reads; 

“C-l — Proposed  public  parking  within  an  existing 
accessory  garage  in  a  Class  A  M.  D.  located  in  a  Cl -9 
and  R-10  District  is  contrary  to  Section  25-412  Z.  R.  and 
Section  36-461  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60  (3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
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regulations  of  the  Zoning  Resolution  and  that  the  application 
;  be  and  it  hereby  is  granted  under  Section  60  (3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  a  Cl-9  and  R-10  district, 
!'  at  an  existing  39-story  multiple  dwelling,  the  addition  to  the 
uses  to  include  transient  parking  for  a  total  of  95  unused  and 
i  surplus  tenant  spaces,  for  a  term  of  five  years  on  condition 
that  the  parking  be  in  accordance  with  drawing  filed  with 
this  application  marked  “Received  April  29,  1971,”  8  sheets; 
and  that  all  laws,  rules  and  regulations  be  complied  with  and 
that  an  amended  certificate  of  occupancy  be  obtained. 


272-71-A 

APPLICANT — Lama  and  Yassalotti  for  Bonner  Realty 
and  Construction  Corporation,  owner. 

SUBJECT — Application  April  29,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  transient  parking. 

PREMISES  AFFECTED — 1006  to  1020  First  Avenue,  403 
to  409  East  55th  Street,  northeast  corner  and  400  to  408 
East  56th  Street,  Block  1367,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Yassalotti. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

■  Affirmative:  Chairman  Galvin.  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1971  on  Alt.  Applic.  430-71,  reads: 

“A1 — Proposed  transient  parking  within  an  existing 
accessory  garage  in  a  Class  A  M.  D.  located  in  a  Cl-9 
and  R-10  use  district  is  contrary  to  Sec.  60  M.  D.  L.” 

and 

\\  iiereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved that  the  decision  of  the  Borough  Superintendent, 
dated  April  21,  1971,  acting  on  Alt.  Applic.  430/1971,  Objec¬ 
tion  No.  A1  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60(3)  of  the  Multiple  Dwell¬ 
ing  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  the  resolution  adopted  this  date  under  Cal.  No. 
271-71-BZ  be  complied  with. 


291-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  West  Side  Savings 
Bank,  owner. 

SUBJECT — Application  May  11,  1971 — decision  of  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-5  district,  the  erection  of  a 
two  story  enlargement  to  a  bank  that  encroaches  on  the 
required  rear  year. 

PREMISES  AFFECTED — 388  to  396  Avenue  of  the  Ameri¬ 
cas,  east  side,  45.22  feet  south  of  West  8th  Street,  Block 
553,  Lot  1,  Borough  of  Manhattan. 

.APPEARANCES— 

For  Applicant:  James  E.  Vassalotti  and  Doris  Diether. 
For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1971,  acting  on  Alt.  Applic.  1088/1969,  reads: 

“1.  Proposed  two  story  enlargement  (indicated  on 
special  sheet  of  4/28/71  as  Mezz.)  is  not  a  permitted 
obstruction  in  the  rear  yard  as  per  Section  23-23  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W iiereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that^  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-5 
district,  the  erection  of  a  two-story  enlargement  to  a  bank 
that  encroaches  on  the  required  rear  yard,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  May  11,  1971.”  8  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  .substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


293-71-BZ 

APPLICANT — Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 
lessee. 

SUBJECT — Application  May  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-11  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  on  a  plot 
with  an  existing  multiple  dwelling,  the  installation  of  a 
seasonal  air  supported  structure  to  enclose  the  existing 
tennis  courts. 

PREMISES  AFFECTED — 3671  Hudson  Manor  Terrace, 
northwest  corner  of  West  236th  Street,  Block  5920,  Lot 
653,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Halbreich,  Nancy  Bagen  and  Alice 
Groswald. 

For  Opposition  :  None : 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1971,  acting  on  Alt.  Applic.  16/1971,  reads: 

“A-2  Proposed  seasonable  enclosed  tennis  courts  is 
not  a  listed  use  in  Zoning  Resolution  and  therefore  have 
no  established  controls  as  per  Sec.  11-111  Z.  R.  There¬ 
fore  cannot  be  accepted.” 

Wheteas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21  and  72-11  of  the  Zoning  Resolution,  and  that 
the  applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Sections  72-21  and  72-11  of  the  Zoning  Resolution,  to  permit 
in  an  R4  district,  on  a  plot  with  an  existing  multiple  dwelling, 
the  installation  of  a  seasonal  air  supported  structure  to  en¬ 
close  the  existing  tennis  courts,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  May  11,  1971,”  3  sheets,  “June  29,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


294-71-A 

APPLICANT— Harry  Halbreich  for  Manor  Towers  Asso¬ 
ciates,  owner ;  Riverside  Racquet  Club,  Incorporated, 

lessee. 

SUBJECT— Application  May  11,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  air  supported  fabric 
structure. 

PREMISES  AFFECTED— 3671  Hudson  Manor  Terrace, 
northwest  corner  of  236th  Street,  Block  5920,  Lot  653,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Halbreich  and  Nancy  Bagen. 
ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative: . . .  ® 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1971  on  Alt.  Applic.  16-71,  reads: 

“Cl- — Air  supported  structure  closer  than  20  feet  to 
any  interior  lot  line  violates  Sect.  C26-718.2  A.  C.  (new 
building  code).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  6,  1971,  acting  on  Alt.  App.  16/71, 
Objection  No.  C-l,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
conform  to  drawings  submitted  this  date  under  Cal.  No.  293- 
71-BZ. 


295-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated, 
owner. 

SUBJECT— Application  May  12,  1971— decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  in  a  proposed  shopping  center 
the  erection  of  a  three  story  department  store  that  en¬ 
croaches  on  the  required  rear  yard. 


PREMISES  AFFECTED — 112  Richmond  Hill  Road,  soufh 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  Brennan, 
Richard  Pease,  Benjamin  F.  Needed,  David  Stopsky  and 
Ed  Fraber. 

For  Opposition:  None. 

RECOMMENDATION  ON  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative: . . .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.  B.  Applic.  1033/1970,  reads: 
“A-6  Rear  yard  required  above  23'-"  as  per  Sect.  33-26 
Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-1 
district,  in  a  proposed  shopping  center,  the  erection  of  a  three- 
story  department  store  that  encroaches  on  the  required  rear 
yard,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  May  12,  1971,”  8 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


318-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  R.  H.  Macy  and  Company,  Incorporated,  owner. 
SUBJECT— Application  May  18,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1014  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
118,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative: . . . .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971  on  N.  B.  Applic.  1033-70,  reads : 

“A 7 — Lot  line  openings  at  each  end  of  mall  common 
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to  Macys  are  contrary  to  Table  3-4  of  the  Adm.  Code. 
Exterior  openings  in  exterior  walls  with  an  exterior 
separation  of  3'-0"  or  less  are  not  permitted.” 

j  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May_4,  1971,  acting  on  N.  B.  Applic.  1033-70,  Objec¬ 
tion  No.  A7,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  that  all  work  shall  conform  to  the 
resolution  adopted  this  day  under  Calendar  Number  295- 
71-BZ;  and  that  all  other  laws,  rules  and  regulations  shall 
be  complied  with. 


296-71-BZ 

APPLICANT — Samuel  H.  I.indenbaum  of  Lindenbaum  and 
Young  for  Sears  Roebuck  and  Company,  owner. 
SUBJECT— Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  a  proposed 
shopping  center,  the  erection  of  a  two  story  department 
store  that  encroaches  on  the  required  rear  yard  and  with 
an  accessory  parking  facility  that  exceeds  the  maximum 
size. 

I  PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side.  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum,  Henry  Brennan, 
Richard  Pease,  Benjamin  F.  Needell,  David  Stopsky  and 
Ed  Fraber. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a_  public  hearing  was  held  on  this  application 
on  June  22,  1971,  after  due  notice  by  publication  in  the  Bul- 
<  letin ;  laid  over  to  July  6,  1971 ;  and 

W hereas,  the  decision  of  the  Borough  Superintendent, 
,  dated  May  4,  1971,  acting  on  N.B.  Applic.  1124/1970,  reads: 

“6.  The  proposed  number  of  spaces  in  a  single  ac¬ 
cessory  group  parking  facility  exceed  the  required  num¬ 
ber  of  spaces  as 'per  Sect.  36-20  Z.R.  &  therefore  special 
permit  is  required  as  per  Sect.  73-48  Z.R. 

7.  Rear  yard  required  above  23'-0"  as  per  Sect. 
33-26  Z.R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
•  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
‘difficulty  and/or  unnecessary  hardship;  and 
|  Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-48  and  73-482  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
I  hereby  make  each  and  every  one  of  the  required  findings  and 
.grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  and  grants  a  Special 


Permit  under  Sections  73-48  and  73-482  of  the  Zoning  Resolu¬ 
tion,  in  a  C4-1  district,  in  a  proposed  shopping  center,  the 
erection  of  a  two-story  department  store  that  encroaches  on 
the  required  rear  yard  and  with  accessory  parking  facility 
that  exceeds  the  maximum  size,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  May  12,  1971,”  8  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


319-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
\  oung  for  Sears  Roebuck  and  Company,  owner. 
SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  lot  line  opening, 
exterior  walls,  exterior  separation. 

PREMISES  AFFECTED — 283  Platinum  Avenue,  north 
side,  270  feet  east  of  Richmond  Avenue,  Block  2400,  Lot 
375,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971  on  N.B.  Applic.  1124-70,  reads: 

“8.  Lot  line  openings  at  each  end  of  mall  common 
to  Sears  are  contrary  to  Table  3-4  of  the  Adm.  Code. 
Exterior  openings  in  exterior  walls  with  an  exterior 
separation  of  3'-0"  or  less  are  not  permitted.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.B.  Applic.  1124-70,  Objection 
No.  8,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  all  work  shall  conform 
to  the  resolution  adopted  this  day  under  Calendar  Number 
296-71-BZ;  and  that  all  other  laws,  rules  and  regulations 
shall  be  complied  with. 


297-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  72-21,  73-48  and  73-482  of  the 
Zoning  Resolution,  to  permit  in  a  C4-1  district,  in  a  pro¬ 
posed  shopping  center,  the  construction  of  a  connecting 
mall  between  two  department  stores  that  has  access  on  the 
lot  line  into  adjoining  buildings  and  with  an  accessory 
parking  facility  that  exceeds  the  permitted  size. 

PREMISES  AFFECTED — 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  Brennan, 
Richard  Pease,  Benjamin  F.  Needell,  David  Stopsky  and 
Ed  Fraber. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . . . .  4 

Negative:  . . . - .  . 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.B.  Applic.  1172/1970,  reads: 

“5.  This  building  is  contrary  to  Section  32-412  Z.R. 
in  that  each  end  of  building  is  partly  enclosed  by  the 
exterior  walls  of  the  adjoining  buildings  wholly  on  the 
adjacent  zoning  lots.  In  the  same  sense  this  building  does 
not  comply  with  the  definition  given  in  Sub-Article  201.0 

of  the  Adm.  Code.”  .  . 

“6.  The  proposed  number  of  spaces  in  a  single  ac¬ 
cessory  group  parking  facility  exceed  the  required  num¬ 
ber  of  spaces  as  per  Sect.  36-20  Z.R.  &  therefore  special 

permit  is  required  as  per  Sect.  73-48  Z.R.’ 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-48  and  73-482  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
brants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  and  grants  a  Special 
Permit  under  Sections  73-48  and  73-482  of  the  Zoning  Resolu¬ 
tion,  to  permit  a  C4-1  district,  in  a  proposed  shopping  centei, 
the  construction  of  a  connecting  mall  between  two  department 
stores  that  has  access  on  the  lot  line  adjoining  building  and 
with  an  accessory  parking  facility  that  exceeds  the  permitted 
size,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  May  12,  1971 
8  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


320-71-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT— Application  May  18,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  mall  area  of 
shopping  area. 

PREMISES  AFFECTED— 2655  Richmond  Avenue,  north¬ 
east  corner  of  Platinum  Avenue,  Block  2400,  Lot  180,  New? 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  ...... . •_ .  ® 

Absent :  Commissioner  Klein .  ’ 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971  on  N.  B.  Applic.  1172-70,  reads: 

“5.  This  building  is  contrary  to  Section  32-412  Z.  R. 
in  that  each  end  of  building  is  partly  enclosed  by  the 
exterior  walls  of  the  adjoining  building  wholly  on  the 
adjacent  zoning  lots.  In  the  same  sense  this  building 
does  not  comply  wdth  the  definition  given  in  sub-article 
201.0  the  Adm.  Code.  _  . 

7.  Fire  Divisions  are  required  to  sub-divide  mall 
area  into  units  of  17,500  square  feet  or  less  in  accordance 
with  Table  4-2  of  sub-article  406.0  of  the  Adm.  Code. 

8.  Exit  passageway  is  contrary  to  Section  C26-604.3 
of  the  Adm.  Code  in  that  various  objections  such  as  tele¬ 
phones,  kiosks,  sitting  areas,  stairs,  escalators,  open  wells 
are  obstructions  and  that  construction  is  to  comply  with 
Table  3-4. 

9.  Lot  line  openings  at  each  end  of  mall  common  to 
Macys  and  Sears  are  contrary  to  Table  3-4  of.  the  Adm. 
Code.  Exterior  openings  in  exterior  walls  with  an  ex¬ 
terior  separation  of  3'-0"  or  less  are  not  permitted.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.B.  Applic.  1172-70,  Objections 
Nos.  5,  7,  8,  9,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  all  work 
shall  conform  to  the  resolution  adopted  this  day  under  Cal¬ 
endar  Number  297-71-BZ;  and  that  all  other  laws,  rules  and 
regulations  shall  be  complied  with. 


298-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Staten  Island  Mall,  owner. 

SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Sections  73-48  and  73-482  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  a  proposed  shop¬ 
ping  center,  the  maintenance  of  a  retail  service  and  con¬ 
venience  center  with  accessory  parking  that  exceeds  the 
permitted  size. 

PREMISES  AFFECTED— 280  Marsh  Avenue,  northwest 
corner  of  Platinum  Avenue,  Block  2400,  Lot  300,  New 
Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Henry  Brennan, 
Richard  Pease,  Benjamin  F.  Needell,  David  Stopsky  and 
Ed  Fraber. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . .  . .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  4,  1971,  acting  on  N.B.  Applic.  407/1971,  reads: 
“1.  Proposed  number  of  spaces  in  a  single  accessory 
group  parking  facility  exceeds  the  required  number  of 
spaces  as  per  Sect.  36-20  Z.R.  &  therefore  special  permit 
is  required  as  per  Sect.  73-48  Z.R.” 
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W iiereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-48  and  73-482  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-48  and  73-482  of  the  Zoning  Resolution,  to 
permit  in  a  C4-1  district,  in  a  proposed  shopping  center,  the 
maintenance  of  a  retail  service  and  convenience  center  with 
accessory  parking  that  exceeds  the  permitted  size,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  May  12,  1971,  8  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

Adjourned  3:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  6,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 

309-46- S A 

APPLICANT— Wayne  Home  Equipment  Co.  Inc. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . _ .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
309-46-SA— Amendment  to  resolution  as  to  additional  models 
of  oil  burner. 

Wayne  Home  Equipment  Co.  Inc.,  Fort  Wayne  Indiana, 
requested  that  the  resolution  adopted  July  9,  1946  and  as 
amended  through  April  14,  1970  under  Calendar  Number 
309-46-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models  of  oil  burners. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION:  The  requested  Models  EH  and  ER  are 
basically  the  same-  as  the  presently  approved  Model  E  differ¬ 
ing  only  as  to  styling. 

INSPECTION  AND  TEST:  Both  the  requested  Models 
have  been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1946_  and  as 
amended  at  various  times  through  April  14,  1970  under 
Calendar  No.  309-46-SA  be  reopened  and  amended  so  as  to 
include  the  additional  oil  burners  as  herein  described  on  con¬ 
dition  that  the  requirements  of  the  resolution  adopted  July  9, 
1946  and  as  amended  through  April  14,  1970  under  Calendar 
Number  309-46-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

576-53-SA 

APPLICANT — Detrex  Chemical  Industries,  Inc. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
576-53-SA — Amendment  to  resolution  as  to  additional 
models  of  dry  cleaning  equipment. 

Detrex  Chemical  Industries  Inc.,  Detroit  Michigan  re¬ 
quested  that  the  resolution  adopted  July  13,  1964  under  Cal¬ 
endar  No.  576-53-SA  be  reopened  and  amended  so  as  to 
include  additional  dry  cleaning  equipment. 

PROPOSED  USE:  Dry  cleaning  processing  machine  using 
perchlorethylene  as  the  solvent. 

DESCRIPTION:  The  requested  Model  330  is  basically  the 
same  as  the  presently  approved  Model  326  except  that  the 
motor  driving  the  air  fan  has  been  changed  from  a  Rj  h.p., 
3500  RPM  to  h.p.  3450  RPM  and  the  fan  has  been 
changed  from  cast  aluminum  construction  to  sheet  steel 
construction. 

The  requested  Model  330  AR  is  basically  the  same  as 
Model  330  with  refinements  such  as  reversing  of  the  tumbler 
action  to  prevent  tangling  of  the  garments,  a  sensing  device 
to  determine  the  correct  timing  of  the  recovery  cycle. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  13,  1964  under  Cal¬ 
endar  No.  576-53-SA  be  reopened  and  amended  so  as  to 
include  the  additional  Models ;  330  and  330  AR  on  condition 
that  the  requirements  of  the  resolution  adopted  July  13, 
1964  under  Calendar  Number  576-53-SA  be  complied  with. 

A  sworn  affidavit  be  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 
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Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

684-56-SM 

APPLICANT — Georgia  Pacific  Corp. 

APPEARANCES— 

For  Applicant:  James  E.  Tierney. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


684-56-SM — Amendment  to  resolution  as  to  change  of 
owner-manufacturer  Georgia-Pacific  Corporation  requested 
that  the  resolution  adopted  March  4,  1958  and  as  amended 
through  June  6,  1961  under  Calendar  No.  684-56-SM  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Premixed  gypsum  plaster. 
DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  plaster. 

Georgia-Pacific  Corp.  has  submitted  an  affidavit  showing 
that  Georgia-Pacific  Corp.  purchased  all  rights,  assets,  etc., 
of  Bestwall  Gypsum  Company  and  the  new  owner-manufac¬ 
turer  is  Georgia-Pacific  Corp. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  4,  1958  and  as 
amended  through  June  6,  1961  under  Calendar  Number  684- 
56-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer;  new  owner-manufacturer  being 
Georgia-Pacific  Corp.  on  condition  that  the  requirements  of 
the  resolution  adopted  March  4,  1958  and  as  amended  through 
June  6,  1961  under  Calendar  No.  684-56-SM  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

365-57-SA 

APPLICANT — Detrex  Chemical  Industries,  Inc. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


365-57-SA — Amendment  to  resolution  as  to  additional  dry 
cleaning  equipment. 

Detrex  Chemical  Industries,  Inc.,  Detroit  Michigan  re¬ 
quested  that  the  resolution  adopted  January  16,  1962  under 
Calendar  Number— 365-57-SA  be  reopened  and  amended  so 
as  to  include  an  additional  drying  tumbler. 

PROPOSED  USE:  Appliance  designed  to  recover  per- 
chlorethylene  in  a  dry  cleaning  system. 

DESCRIPTION :  The  requested  Model  “360”  is  basically 
the  same  as  the  presently  approved  Model  “340”.  The  main 
difference  being  in  the  sizes  of  the  motors  and  the  change 
of  material  in  the  air  fan. 

The  motor  that  rotates  the  tumbler  basket  has  been  re¬ 
duced  from  24  h.p.  to  J4  h.p.  and  for  the  motor  which  drives 
the  air  fan  has  been  reduced  from  J4  h.p.  to  R?  h.p.  the  fan 
has  been  changed  from  a  cast  aluminum  construction  to  a 
sheet  metal  construction. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  16,  1962  under 
Calendar  Number  365-57-SA  be  reopened  and  amended  so 
as  to  include  the  additional  Model  360,  on  condition  that  the 
requirements  of  the  resolution  adopted  January  16,  1962 
under  Calendar  Number  365-57-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts. 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1607-61-SA 

APPLICANT — Albion  Div.  of  McGraw  Edison  Co. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1607-61-SA — Amendment  to  resolution  as  to  additional  gas 
heaters. 

Albion  Division,  McGraw-Edison  Company,  requested  that 
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the  resolution  adopted  October  22,  1963  and  amended  through 
February  14,  1968  under  Calendar  Number  1607-61-SA  be 
reopened  and  amended  as  to  additional  gas  heaters. 
PROPOSED  USE:  Gas  fired  room  heater. 
DESCRIPTION:  The  additional  heaters  use  the  same 
burner,  drafthoods,  pilots,  control  systems,  and  general  con¬ 


struction  as  the  previously  approved  heaters.  The  same  hard¬ 
ware  is  used  to  hold  the  bulb  from  the  thermostat  under  the 
drafthood  to  keep  unchanged  the  solution  to  the  flue  products 
spillage  problem.  The  previously  approved  heaters  (lines  1 
through  15)  and  additional  heaters  (lines  16  through  31), 
their  features,  and  their  designations  are  as  follows: 


MODEL  NUMBER  INDEX 


Vented  gas  heaters  to  be  produced  in  1968  by  Albion  Division  of  Mt/' iraw-Edison  Company.  All  models  are  A.G.A. 
certified. 


Line  Description 

x  15M  Standard  Circulator  W/O  Pilot . 

2  15M  Standard  Circulator  With  Pilot-Nat . 

3  15M  Standard  Circulator  With  Unitrol  1000-L.P . 

4  15M  Standard  Circulator  With  Unitrol  lOOOST-Nat . 

5  15M  Standard  Circulator  With  Unitrol  1000ST-L.P . 

6  25M  Standard  Circulator  With  Pilot-Nat . 

7  25M  Standard  Circulator  With  Unitrol  1000-L.P . 

8  25M  Standard  Circulator  With  Unitrol  lOOOSTR-Nat . 

9  25M  Standard  Circulator  With  Unitrol  1000ST-L.P . 

10  40M  Standard  Circulator  With  Pilot-Nat . 

11  40M  Standard  Circulator  With  Unitrol  1000-I  .P . 

12  40M  Standard  Circulator  With  Unitrol  lOOOSTR-Nat . 

13  40M  Standard  Circulator  With  Unitrol  1000ST-L.P . 

14  40M  Deluxe  Circ.  W/Unitrol  lOOOSTR-Nat . 

15  40M  Deluxe  Circ.  W/Unitrol  1000ST-L.P . 

10  60M  Deluxe  Circ.  W/Waist  High  Control,  Unitrol  lOOOSTR-Nat.  ... 

17  60M  Deluxe  Circ.  W/Waist  High  Control,  Unitrol  1000ST-L.P . 

18  75M  Deluxe  Circ.  W/Waist  High  Control,  Unitrol  lOOOSTR-Nat.  .. . 

19  75M  Deluxe  Circ.  W/Waist  High  Control,  Unitrol  1000ST-L.P . 

20  60M  Radiant  W/Waist  High  Control,  Unitrol  lOOOSTR-Nat . 

21  60M  Radiant  W/Waist  High  Control,  Unitrol  1000ST-L.P . 

22  60M  Radiant  W/Waist  High  Control,  Blower,  Unitrol  lOOOSTR-Nat. 

23  60M  Radiant  W/Waist  High  Control,  Blower,  Unitrol  1000ST-L.P.  . 

24  75M  Radiant  W/Waist  High  Control,  Unitrol  lOOOSTR-Nat . 

25  75M  Radiant  W/Waist  High  Control,  Unitrol  1000ST-L.P . 

26  75M  Radiant  W/Waist  High  Control,  Blower,  Unitrol  lOOOSTR-Nat 

27  75M  Radiant  W/Waist  High  Control,  Blower,  Unitrol  1000ST-L.P.  . 

28  55M  Fireside  W/Automatic  Blower,  Unitrol  lOOOSTR-Nat . 

29  55M  Fireside  W/Automatic  Blower,  Unitrol  1000ST-L.P . 

30  70M  Fireside  W/Automatic  Blower,  Unitrol  lOOOSTR-Nat . 

31  70M  Fireside  W/Automatic  Blower,  Unitrol  1000ST-L.P . 


Signature 

Tropic- Aire 

LN6118E 

_ 

LN6120E 

12151A 

LN6159E 

12152A 

— 

12153A 

— 

12154A 

LN6110F 

12251 B 

LN6151E 

12252B 

— 

12253B 

— 

12254B 

LN6112F 

12401B 

LN6153E 

12402B 

— 

12403B 

— 

12404B 

LN6400C 

13403 A 

LN6401C 

13404A 

LN6416A 

13603 A 

LN6417A 

13 604 A 

LN6426A 

13753A 

LN6427A 

13754A 

. 

14603A 

— 

14604 A 

LN6436A 

14653A 

LN6437A 

14654A 

— 

14753A 

— 

14754A 

LN6438A 

14803A 

LN6439A 

14804A 

LN6396A 

12553A 

LN6397A 

12554A 

LN6398A 

12703A 

LN6399A 

12704A 

Signature  is  the  brand  name  used  for  Montgomery  Ward  &  Company. 
Unitrol  1000,  1000  ST,  and  1000  STR  contain  100%  Safety  Pilot. 


INSPECTION  AND  TEST :  The  additional  gas  heaters 
have  been  certified  by  the  American  Gas  Association. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  22,  1963  and 
amended  through  February  14,  1968  under  Calendar  Number 
1607-61-SA  be  reopened  and  amended  as  to  the  addition  of 
the  gas  heaters  listed  above  (lines  16  through  31)  on  condi¬ 
tion  that  the  requirements  of  the  original  resolution  and 
previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
me  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 


Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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1738-61-SA 

APPLICANT — Ramset  Fastening  Systems. 

APPEARANCES— 

For  Applicant :  Dale  Champlin. 

ACTION  OF  BOARD — -Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmatice :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1738-61-SA — Amendment  to  resolution  as  to  additional 
powder  actuated  fastening  tools. 

Ramset  Fastening  Systems,  Winchester-Western  Division, 
Olin  Chemical  Corp.  New  Haven,  Connecticut,  requested  that 
the  resolution  adopted  July  16,  1963  and  amended  March  29, 
1966  under  Calendar  Number  1738-61-SA  be  reopened  and 
amended  as  to  additional  powder  actuated  fastening  tools. 
PROPOSED  USE:  Powder  actuated,  low  velocity  piston 
tools  for  fastening  studs  into  steel  and  concrete. 
DESCRIPTION  :  The  additional  Model  4160  is  similar  to 
the  previously  approved  Model  4130.  The  new  model  uses 
longer  fasteners  (3"  to  1/4"),  incorporates  a  power  control 
to  reduce  power,  has  a  wider  drive  rod  (.300"  to  .250"),  as 
compared  to  the  Model  4130. 

The  additional  Model  5003  is  similar  to  the  previously  ap¬ 
proved  Model  5002.  The  new  model  uses  plastic  encapsulated 
power  loads,  muzzle  loading  P-200  fasteners,  a  guard  with 
cut-outs  to  accept  various  configurations  of  wire  mold,  and 
a  piston  guide  tube  larger  in  diameter  than  that  of  the  Model 
5002. 

The  Model  6200  is  a  piston  tool  which  utilizes  a  powder 
pellet.  A  single  powder  level  pellet  is  used  for  all  fastening 
operations.  The  power  adjustments  are  accomplished  by 
varying  the  area  of  the  combustion  chamber.  Three  pistons 
are  available  for  power  level  changes.  The  tool  is  loaded  by 
rotating  the  lever,  placing  a  pellet  in  the  drum,  and  rotating 
the  lever  against  the  barrel.  Firing  is  accomplished  by  strik¬ 
ing  the  tool  with  a  hammer.  When  the  tool  is  placed  against 
a  work  surface,  a  force  must  be  applied  to  the  muzzle  and 
the  fastener  for  activation.  The  lever  must  be  positioned 
against  the  barrel  to  position  the  pellet  above  the  firing  pin. 
The  piston  is  driven  by  powder  gases,  pushing  the  fastener 
into  the  work  surface.  If  the  penetration  is  excessive  due  to 
the  piston  power  level  or  the  work  surface,  the  piston  bot¬ 
toms  and  is  contained  within  the  tools. 

INSPECTION  AND  TEST  :  The  fastening  tools  have  been 
approved  by  Underwriters’  Laboratories  (File  SA368G,  As¬ 
signments  67K4591-W,  68NK3388,  68NK5258,  on  file  with 
the  application. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  16,  1963  and  amended 
March  29,  1966  under  Calendar  Number  1738-61-SA  be  re¬ 
opened  and  amended  as  to  additional  powder  actuated  fasten¬ 
ing  tools,  Models  4160,  5003,  and  6200,  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


270-62-SM 

APPLICANT — Erico  Products,  Inc. 

APPEARANCES— 

For  Applicant:  R.  H.  Miller-Jones. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan - 4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
270-62-SM — Amendment  to  resolution  as  to  additional  bar 
splice. 

Erico  Products,  Inc.,  Englewood  Cliffs,  New  Jersey,  re¬ 
quested  that  the  resolution  adopted  February  11,  1964  under 
Calendar  Number  270-62-SM  be  reopened  and  amended  to 
include  an  additional  bar  splice. 

PROPOSED  USE  :  Butt  splicing  of  vertical  reinforced  bars. 
DESCRIPTION :  The  additional  splice  is  the  C-16  Series 
Compression  Only  splice.  It  is  basically  the  same  as  pre¬ 
viously  approved  models  in  that  a  sleeve  is  placed  around 
the  ends  of  two  bars  and  filled  with  Cadweld  powdered 
metal.  An  exothermic  reaction  seals  the  bars  together.  The 
C-16  Series  is  designed  for  compression  splices  only.  Its 
yield  point  is  above  the  ultimate  compression  strength  of 
No.  11,  No.  14  and  No.  18  bars.  Its  tension  strength  is  15,000 
psi  to  hold  the  bar  in  position  during  erection. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Pittsburgh  Testing  Laboratory 
showing  that  the  yield  for  an  unspliced  specimen  was  161,000 
and  for  the  spliced  specimen  was  174,500  and  that  the  strain 
in  the  spliced  specimen  was  less,  for  the  same  loading,  than 
that  in  the  unspliced  specimen. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  11,  1964  under 
Calendar  No.  270-62-SM  be  reopened  and  amended  to  in¬ 
clude  an  additional  bar  splice,  the  C-16  Series  Compression 
Only,  for  use  with  No.  11,  No.  14  and  No.  18  bars  under 
compression,  on  condition  that  the  requirements  of  the  origi¬ 
nal  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer.  P.E., 

Director, 
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John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


297-63-SA 

APPLICANT — Charles  A.  Morrow  Agent  for  Empire  Stove 
Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
297-63-SA — Charles  A.  Morrow  for  Empire  Stove  Company, 
Belleville,  Illinois,  filed  for  approval  of  Empire  B-125  gas 
baseboard  wall  furnace  under  the  provisions  of  RS  14-6  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Gas  baseboard  wall  furnace. 
DESCRIPTION :  The  natural  gas  furnace  is  designed  to  be 
installed  on  the  floor  against  an  outside  wall.  Air  for  com¬ 
bustion  is  taken  from  the  outside  and  all  products  of  combus¬ 
tion  are  delivered  to  the  outside  through  a  vent  and  air  intake 
system. 

The  dimensions  of  the  furnace  are  13*4"  high  x  5j4"  deep  x 
60"  long.  The  furnace  requires  a  TYa"  diameter  flue  opening 
in  the  wall.  It  requires  a  BTU  input  of  12,500  for  a  maxi¬ 
mum  BTU  output  of  8,750. 

Gas  enters  the  furnace  through  a  Y diameter  opening  on 
the  bottom  from  Yk"  pipe  connected  to  the  gas  valve.  A  gas 
cock  and  union  is  installed  upstream  of  all  controls.  A  6  3/16" 
diameter  air  inlet  20  gauge  aluminum  tube  extends  Yk"  be¬ 
yond  the  outside  wall.  A  4"  diameter  20  gauge  aluminum 
flue  tube  extends  4 Yk"  beyond  the  outside  wall.  Flue  exhaust 
and  vent  caps  are  placed  over  the  tubes.  Caulking  compound 
is  used  under  the  mounting  flange  to  make  a  waterproof  seal. 
The  gas  regulator  is  adjusted  to  allow  one  cubic  foot  of  gas 
to  pass  through  the  gas  meter  in  between  275  and  295  sec¬ 
onds.  The  pilot  (.018")  is  lighted  initially.  The  actuation 
knob  must  be  held  down  for  30  seconds  or  until  the  pilot  can 
remain  lighted  when  the  knob  is  released.  This  allows  the 
thermostat  to  heat  to  operating  temperature.  After  the  pilot 
flame  has  been  established,  the  main  burner  (#51)  is  actu¬ 
ated  and  the  thermostat  is  set,  putting  the  main  burner  under 
the  control  of  the  thermostat. 

INSPECTION  AND  TEST:  The  gas  furnace  is  certified 
by  the  American  Gas  Association  (No.  4-1910.001). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Empire  B-125  gas  baseboard  wall 
furnace  under  the  provisions  of  RS  14-6  of  the  Building 
Code  on  condition  that  it  shall  be  installed  and  used  in  ac¬ 
cordance  with  RS  14  and  RS  16  of  the  Building  Code.  The 
furnaces  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  the  New  York 
City  under  Calendar  Number  297-63-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 


are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
hailure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


375-63-SM 

APPLICANT — National  Gypsum  Company. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
375-63-SM — J.  K.  Hovind  for  National  Gypsum  Company, 
Buffalo,  New  York,  filed  for  approval  of  Gold  Bond  Fire- 
Shield  Solitude  Acoustical  Tile  for  use  as  ceiling  fireproofing 
in  a  one  hour  fire  rated  floor-ceiling  assembly  under  the 
provisions  of  C26-501.1  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  One  hour  fire  rated  floor-ceiling  as¬ 
sembly. 

DESCRIPTION :  The  acoustical  tile  is  made  of  mineral 
wool,,  clay,  and  binders.  The  tiles  are  rigid  and  are  supplied 
'n  /" ,  Yk”  and  Ya"  thicknesses.  The  edges  are  interlocking 
for  use  on  metal  suspension  systems.  The  tile  is  cut  into 
12"xl2"  panels.  The  surface  is  painted  and  may  be  supplied 
with  various  sound  absorbing  and  ventilating  patterns : 
textured,  random  perforated,  needle  perforated,  fissured,  or 
sculptured.  Perforations  may  extend  partially  or  wholly 
through  the  tile.  The  material  may  also  be  supplied  with  a 
metallic  veil  overspray  coating  or  a  Plasticrylic  washable 
finish. 

The  tile  in  the  assembly  is  at  least  Vi"  thick  and  is  sup¬ 
ported  by  a  Gold  Bond  metal  suspension  system.  The  sus¬ 
pension  system  is  attached  to  1 carrying  channels,  spaced 
4'  o.c.,  which  are  suspended  below  steel  joists  by  12  gauge 
wire  hangers  spaced  4'  o.c.  The  steel  joists  are  spaced  24" 
o.c.  and  support  a  floor  consisting  of  2"  sand-gravel  concrete 
on  y%"  rib  metal  lath.  Light  fixtures  may  be  included  in  the 
ceiling,  not  exceeding  8%  of  the  ceiling  area,  protected  by 
open-end  light  fixture  boxes  fabricated  from  pieces  of  k>" 
or  thicker.  Fire-Shield  Solitude  Grid  Panels.  Air  ducts 
may  be  placed  within  the  ceiling,  not  exceeding  28  square 
inches  per  100  square  feet  of  ceiling  area,  and  no  individual 
opening  may  be  greater  than  57  square  inches.  Up  to  one 
access  panel  per  100  square  feet  of  ceiling  may  be  included 
in  the  ceiling  when  the  access  tiles  are  supported  by  an 
approved  metal  access  system. 

INSPECTION  AND  TEST :  The  floor-ceiling  assembly 
was  fire  tested  by  Underwriters’  Laboratories  (Report 
R4337-4,  on  file)  and  received  a  one  hour  rating. 
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RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  one  hour,  fire  rated  floor-ceiling 
assembling  using  Gold  Bond  Fire-Shield  Solitude  Acoustical 
Tile  as  ceiling  fireproofing  as  herein  described  under  the 
provisions  of  C26-501.1  of  the  Building  Code.  The  plans,  for 
the  assembly  submitted  to  the  Department  of  Buildings 
shall  be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 

375-63-SM.”  .  r  , 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


34-64-SA 

APPLICANT — Detrex  Chemical  Industris,  Inc. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative  :  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
34-64-SA — Amendment  to  resolution  as  to  additional  models 
of  dry  cleaning  equipment. 

Detrex  Chemical  Industries,  Inc.,  Detroit,  Michigan,  re¬ 
quested  that  the  resolution  adopted  December  8,  1964  and  as 
amended  May  (LJ969  under  Calendar  No.  34-64-SA  be  re¬ 
opened  and  amended  so  as  to  include  additional  models  of 
dry  cleaning  machines. 

PROPOSED  USE:  Dry  cleaning  machines  using  per- 
chlorethylene  solvent. 

DESCRIPTION :  The  requested  Model  11-20-H  is  basically 
the  same  as  the  presently  approved  Model  15-10-H  except 
that  the  depth  of  the  drum  has  been  increased  to  19J4" 
which,  by  using  the  factor  of  2.8  lbs./cu.  ft.  increases  the  load 
capacity  to  32  lbs.  as  against  25  lbs.  for  Model  15-10-H. 

The  requested  Model  15-10-C  is  basically  the  same  as  the 
Model  15-10-H  except  that  the  depth  of  the  drum  has  been 
increased  to  26",  which,  by  using  the  factor  of  2.8  lbs./cu.  ft. 
increases  the  load  capacity  to  43  lbs.  as  against  the  25  lbs.  for 
the  15-10-H. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  8,  1964  and  as 
amended  May  6,  1969  under  Calendar  No.  34-64-SA  be  re¬ 
opened  and  amended  so  as  to  include  the  additional  Models 


11-20-H  and  15-10-C  on  condition  that  the  requirements  of 
the  resolution  adopted  December  8,  1964,  and  as  amended 
May  6,  1969  under  Calendar  Number  34-64-SA  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  aiM  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  of  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
or  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


152-64-SM 

APPLICANT — Zonolite  Construction  Products  Div.  of  W. 
R.  Grace  Co. 

APPEARANCES— 

For  Applicant:  Edwin  Van  Vliet. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
152-64-SM — Amendment  to  resolution  as  to  replacement  of 
asbestos  fireproofing  material  with  asbestos  free  fireproofing 
material  and  correction  of  previous  amendment. 

Zonolite  Construction  Products,  Division  of  W.  R.  Grace 
and  Co.,  New  York,  requested  that  the  resolution  adopted 
September  29,  1964  and  amended  through  March  23,  1971 
under  Calendar  Number  152-64-SM  be  reopened  and  amended 
as  to  replacement  of  asbestos  fireproofing  material  with  as¬ 
bestos  free  fireproofing  material  and  correction  of  a  previous 
amendment. 

PROPOSED  USE:  Three  hour  and  four  hour  fire  resistive 
column  protection. 

DESCRIPTION :  Previous  approval  was  given  to  UL 
Design  No.  17-3  hours,  which  consits  of  the  protection  of  a 
10  WF  49  column  with  a  \7/%  thick  layer  of  Mono-Kote  III, 
The  revised  design  replaces  Mono-Kote-III  with  the  same 
thickness  of  Mono-Kote  IV.  Mono-Kote  IV  replaces  the 
10%  asbestos  in  Mono-Kote  III  with  same  percentage  of 
another  inert  material.  The  minimum  average  density  of 
Mono-Kote  IV  is  specified  as  20  lbs.  per  cubic  foot. 

The  minimum  average  densities  of  the  designs  included  in 
the  amendment  by  the  Board  on  March  23,  1971  of  this  Cal¬ 
endar  Number  are  corrected  to  read  20  lbs.  per  cubic  foot. 
The  following  designs  are  included  in  this  correction :  UL 
Column  Design  No.  15-4  hours.  UL  Column  Design  No.  7-2 
hours.  UL  Column  Design  No.  37-4  hours,  UL  Column 
Design  No.  32-3  hours,  UL  Floor  and  Ceiling  Design  No. 
72-3  hours,  and  UL  Floor  and  Ceiling  Design  No.  80-3  hours. 
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A  further  correction  in  the  amendment  changes  the  thickness 
I  of  Mono-Kote  IV  in  UL  Column  Design  No.  37-4  hours 
:  from  2"  to  1)4". 

j  INSPEC  PION  AND  TEST :  The  3  hour  fire  rating  of  UL 
Design  No.  17-3  hours  with  Mono-Kote  III  was  determined 
i  bv  Underwriters’  Laboratories  and  detailed  in  File  R4374-13 
J  (on  file  with  the  application).  UL  File-R4339-35  (on  file 
with  the  application)  embodies  a  full  scale  test,  several  small 
scale  tests,  and  an  engineering  evaluation  to  conclude  that 
1  the  temperature  transmission  properties  of  Mono-Kote  III 
•  and  Mono-Kote  IV  are  equivalent.  The  corrections  to  the 
previous  amendment  are  substantiated  in  the  previously  cited 
UL  biles  and  bile  R4374-21-23  (on  file  with  the  applica¬ 
tion). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  September  29,  1964  and 
amended  through  March  23,  1971  under  Calendar  No.  152- 
64- SM  be  reopened  and  amended  as  to  replacement  of  as¬ 
bestos  fireproofing  material  with  asbestos  free  fireproofing 
i  material  and  the  correction  of  a  previous  amendment,  as 
stated  above,  on  condition  that  the  requirements  of  the  orig- 
i  'iial  resolution  and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
die  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1273-66-SA 

APPLICANT — The  Barber  Manufacturing  Co. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 

,  Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . ’  ^  q 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1273-66-SA— Amendment  to  resolution  as  additional  models 
of  burners. 

'  Barber  Manufacturing  Company,  Bedford  Heights,  Ohio, 
requested  that  the  resolution  adopted  April  4,  1967  under 
Calendar  No.  1273-66-SA  be  reopened  and  amended  so  as 
to  include  additional  models  of  gas  burners. 

PROPOSED  USE:  Gas  fired  burner. 

(DESCRIPTION  :  1  he  requested  models  are  designated  as 
lBB-750  and  IBA-1500  are  modification  of  the  presently  ap¬ 
proved  Models  IBB-600,  IBA-1200  and  IBA-5000.  The 


modification  consists  of  increasing  the  BTU  range  and  posi¬ 
tioning  the  controls  on  the  burner  housing. 

1  he  applicant  states  that  they  are  discontinuing  the  F  sys¬ 
tem  and  are  standardizing  on  the  G  and  C  systems  described 
in  the  approval  granted  April  4,  1967  under  this  Calendar 
Number.  The  Model  IBA-5000  is  available  with  the  “C” 
system  only. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  4,  1967  under  Cal¬ 
endar  Number  1273-66-SA  be  reopened  and  amended  so  as 
to  include  the  additional  gas  burners  as  herein  described  on 
condition  that  the  requirements  of  the  resolution  adopted 
April  4,  1967  under  Calendar  No.  1273-66-SA  and  the  re¬ 
quirements  of  Articles  14  and  15  of  the  Building  Code  of 
the  City  of  New  York  be  complied  with. 

In  lieu  of  the  requirement  of  submitting  an  annual  test 
report  from  an  independent  laboratory;  a  sworn  affidavit  by 
a  responsible  officer  of  the  manufacturer,  familiar  with  the 
materials,  processes  and  controls  of  the  product  manufactured, 
shall  be  filed  annually  with  this  Board,  certifying  that  such 
materials,  processes  and  controls  are  being  maintained  as 
were  in  effect  at  the  time  of  this  approval  or  previous  ap¬ 
provals  under  this  Calendar  Number.  Failure  to  notify  the 
Board  of  change  of  ownership,  change  of  address  or  to  sub¬ 
mit  the  annual  affidavit  will  be  cause  for  revocation  of  ap¬ 
proval  be  accepted. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


771-68-SM 

APPLICANT — Hagan  Mfg.  Company. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 


771-68-SM — Amendment  to  resolution  as  to  additional  trade 
names. 

Hagan  Manufacturing  Company,  Delphos,  Ohio  requested 
that  the  resolution  adopted  May  27,  1969  under  Calendar 
Number  771-68-SM  be  reopened  and  amended  so  as  to  in¬ 
clude  additional  trade  names. 

PROPOSED  USE:  Insulation  material. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  product, 
the  request  is  to  permit  the  approved  insulation  to  be 
marketed  under  the  additional  trade  names  of  “Kool-N- 
Heat”  and  “Hush.”  This  material  is  a  loose  fill  type. 

The  applicant  also  requested  approval  of  the  material 
known  as  Acutec  Hagan  Catalogue  920  and  925,  which  is 
the  same  basic  material  that  is  spray  applied  to  interior  sur¬ 
faces.  This  is  accomplished  by  blowing  the  insulation  through 
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a  hose  and  it  is  combined  at  the  spray  nozzle  with  a  polyvinyl 
acetate  synthetic  resin. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  27,  1969  under  Cal¬ 
endar  Number  771-68-SM  be  reopened  and  amended  so  as  to 
permit  the  loose  insulation  known  as  Hagan  Cellulose  Fiber 
Insulation  to  be  marketed  under  the  additional  trade  names 
of  Kool-N-Heat  and  Hush  and  to  include  the  additional 
material  known  as  Acutec  Hagan  Catalogue  920  and  925  on 
condition  that  the  requirements  of  the  resolution  adopted 
May  27,  1969  under  Calendar  Number  771-68-SM  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of .  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


453-69-SA 

APPLICANT — Goldstein  and  Schrank  for  Techtorn  Sys¬ 
tems,  Incorporated,  owner,  I.  Goldfarb  and  Sons,  Incor¬ 
porated,  agent. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
453-69-SA — Goldstein  and  Schrank  for  Techtron  Systems, 
Inc.,  Burlington,  Massachusetts,  filed  for  approval  of  Models 
Newport  40  and  60  dry  cleaning  machines  under  the  provi¬ 
sions  of  C26-705.0,  of  the  Building  Code  of  the  City  of  New 
York  and  the  Non-Coin  Operated  Dry  Cleaning  Rules  of  the 
Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Non-coin  operated  automatic  dry 
cleaning  machines. 

DESCRIPTION :  The  dry  cleaning  machines  use  a  per- 
chlorethylene  solvent.  Before  the  machines  are  put  into  opera¬ 
tion,  the  tank  is  filled  with  solvent,  the  solvent  pump  is 
mimed,  and  filter  powder  is  flushed  into  the  tank  system. 
The  machine  is  loaded  to  its  designated  capacity  (29  pounds 
for  the  Newport  40  and  41  pounds  for  the  Newport  60),  one 
of  three  solvent  levels  is  selected,  and  the  timer  is  set  to  the 
desired  wash  time.  The  machine  will  automatically  wash 
for  0  to  20  minutes,  drain  for  1  to  1)4  minutes,  and  extract 
for  4  minutes.  The  batch  timer  allows  additional  washing 


time  at  the  beginning  of  the  cycle.  An  optional  feature  is  a 
rinse  cycle  following  the  wash  cycle.  The  specifications  for 
the  two  models  are  as  follows : 


Load 

Capacity 

Length  . 

Depth  . 

Height  . . . 

Cylinder  size . 

Cylinder  shaft  size 
Cylinder  volume  . . 

Wash  motor . 

Extract  motor 
Pump  motor 
Pump  rate  . 


N ewport  60 

41  lbs. 

(not  60  lbs.) 
80" 

45" 

65" 

38"  dia.  x  22" 
3)4"  dia. 

14.5  cu.  ft. 

1  h.p. 

3  h.p. 

1  h.p. 

3000  G.P.H. 


Load  Newport  60 

CMMia  41  lbs. 

Vent  duct  diameter .  4" 

Door  opening  .  18" 

Wash  dump  valve  .  3" 

Inlet  valve  size  .  114" 

Tank  size .  140  gal. 

Rinse  option  .  yes 

Rinse  tank  size  .  75  gal. 

Rinse  pump  size  .  V\  h.p., 

202-220  volt 

Rinse  dump  valve  .  3" 

Electrical  connection  ....  208  volt,  4  wire 

&  60  amp. 

Air  connection .  80-100  psi 


Newport  40 

29  lbs. 

(not  40  lbs.) 
68" 

40" 

56.25" 

32"  dia.  x  22" 
3"  dia. 

10.2  cu.  ft. 

34  h.p. 

2  h.p. 

34  h.p. 

2000  G.P.H. 

Newport  40 

29  lbs. 

4" 

18" 

3" 

H4" 

150  gal. 
no 


208  volt,  4  wire 
&  60  amp. 
80-100  psi 


INSPECTION  AND  TEST:  The  majority  of  electrical 
and  heating  components  of  the  dry  cleaning  machines  are 
Underwriters’  Laboratories  approved.  The  machines  meet 
the  low  hazard  classification  requirement  in  using  a  per- 
chlorethylene  solvent.  The  capacities,  as  listed  in  this  resolu¬ 
tion,  do  not  exceed  the  required  capacity  per  volume  of 
cylinder  as  specified  by  the  Rules  of  the  Board. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Newport  40  and  60  dry  cleaning 
machines  on  condition  that  they  shall  be  installed,  used,  and 
ventilated  in  accordance  with  C26-705.0  of  the  Building  Code 
and  the  Non-Coin  Operated  Dry  Cleaning  Rules  of  the 
Board.  The  dry  cleaning  machines  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  453- 
69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
aoproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr.. 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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286-71-SM 

APPLICANT — Stanley  N.  Fonfa  for  Sprayon  Research 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Stanley  N.  Fonfa. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
286-71-SM — Stanley  N.  Fonfa  for  Sprayon  Research  Corpo¬ 
ration,  Fort  Lauderdale,  Florida,  filed  for  approval  of  Spray- 
Don  “Standard  J”  4  hour,  3  hour,  and  2  hour  sprayed  fiber 
fire  resistive  column  protection  under  the  provisions  of  C26- 
501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  4  hour,  3  hour,  and  2  hour  sprayed  fiber 
fire  resistive  column  protection. 

DESCRIPTION :  The  columns  to  which  the  sprayed  fiber 
was  applied  were  14WF228  structural  steel  members,  meas- 
|  uring  approximately  8'-3"  long.  The  cross  sectional  dimen¬ 
sions  were  16"xl5^",  with  1-11/16"  thick  flanges  and 
1-1/16"  thick  web,  and  a  cross  sectional  area  of  67.06 
square  inches. 

A  thin  coat  of  water  is  sprayed  onto  the  steel  column. 
The  fiber,  an  asbestos  free,  82%  mineral  wool,  18%  binders 
material,  is  mixed  with  water  and  spray  gun  applied  to  the 
j  steel  column  to  an  average  thickness  of  34"  greater  than  its 
thickness  after  being  tamped  down.  Its  minimum  average 
density  is  14  lbs.  per  cubic  foot. 

I  INSPECTION  AND  TEST :  The  column  was  fire  tested  at 
Underwriters’  Laboratories  (File  R3655-13  and  14,  Assign¬ 
ment  70NK5122,  on  file  with  application),  using  sprayed 
i  fiber  protection  with  tamped  thicknesses  of  y2"  and  154". 
With  the  criteria  of  the  average  column  temperature  not 
exceeding  1000°F.  and  each  individual  thermocouple  not  ex¬ 
ceeding  1200°F.,  the  l/2"  thick  fiber  achieved  a  137  minute 
j  fire  rating  and  the  134"  thick  fiber  achieved  a  2 76  minute 
fire  rating.  Using  interpolation,  Underwriters’  Laboratories 
assigned  a  4  hour  fire  rating  to  a  column  at  least  as  large  as 
■  the  one  used  in  the  test  (14WF228)  with  tamped  sprayed 
fiber  protection  1(4"  thick,  a  3  hour  fire  rating  to  the  column 
.  with  tamped  sprayed  fiber  protection  15/16"  thick,  and  a  2 
1  hour  fire  rating  to  the  column  with  tamped  sprayed  fiber 
protection  (4”  thick. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  SprayDon  “Standard  J”  sprayed  fiber 
material  for  structural  steel  columns  at  least  as  large  as 
14WF228  as  a  two  hour  fire  resistive  protection  when  applied 
l  to  a  tamped  thickness  of  (4",  as  a  three  hour  fire  resistive 
«  protection  when  applied  to  a  tamped  thickness  of  15/16", 
and  as  a  four  hour  fire  resistive  assembly  when  applied  to  a 
tamped  thickness  of  1(4".  under  the  provisions  of  C26-501.1 
of  the  Building  Code.  The  containers  of  the  sprayed  fiber 
material  shall  be  labeled:  “Approved  by  the  Board  of  Stand- 
J  ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  286-71-SM.”  Plans  submitted  to  the  Department 
of  Buildings  shall  contain  the  UL  Report  drawings  and  shall 
be  similarly  labeled. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
•’"nroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


287-71-SM 

APPLICANT — Stanley  N.  Fonfa  for  Sprayon  Research 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Stanley  N.  Fonfa. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
287-71-SM — Stanley  N.  Fonfa  for  Sprayon  Research  Corpo¬ 
ration,  Fort  Lauderdale,  Florida,  filed  for  approval  of 
SprayDon  “Standard  J”  spray  fiber  material  as  fire  resistive 
protection  for  beams  and  metal  floor  and  ceiling  deck  assem¬ 
blies  which  include  the  beams. 

PROPOSED  USE:  Spray  fiber  material  as  fire  resistive 
protection  for  4  hour  fire  rated  beams  and  2  and  3  hour  floor 
and  ceiling  deck  assemblies  which  include  the  beams. 

DESCRIPTION :  The  protected  beam  is  a  standard  81  18.4 
structural  steel  member.  The  beam  in  the  3  hour  ceiling  as¬ 
sembly  is  protected  by  a  1"  thick  layer  of  “Standard  J”  fiber 
material.  The  beam  in  the  2  hour  ceiling  assembly  is  pro¬ 
tected  by  a  yy  thick  layer  of  “Standard  J”  fiber  material. 
The  fiber  is  sprayed  on  to  a  thickness  (4"  greater  than  the 
ultimate  thickness  and  is  then  tamped  down.  Minimum 
density  is  11.0  lb.  per  cubic  foot.  The  fiber  is  asbestos  free, 
82%  mineral  wool,  and  18%  binders. 

In  the  3  hour  ceiling  assembly,  the  topping  is  made  of 
concrete  and  is  2(4”  thick.  The  steel  floor  deck  is  designated 
as  Lordeck.  It  is  a  blend  of  cellular  and  fluted  types  and  is 
1(4"  thick.  The  trench  header  is  18"  x  2(4".  constructed  of 
a  galvanized  steel  frame  with  a  (4"  thick  zinc  coated  steel 
cover  plate.  The  header  duct  is  6(4"  x  1(4"  and  is  made  of 
galvanized  steel.  The  sprayed  fiber  is  11.0  lbs.  per  cubic  foot 
in  density  and  is  applied  to  exposed  surfaces  to  average 
tamped  thicknesses  as  follows : 

Flat  plates  of  cellular  units  and  valleys  of  fluted  units — 


of  trench  header  .  1(4" 

of  header  duct  .  1" 

of  remainder  of  deck  .  (4" 

Crests  of  fluted  units — 

of  trench  header  .  154" 

of  header  duct  .  134" 

of  remainder  of  deck  .  y 

Beam  .  \" 


In  the  2  hour  ceiling  assembly,  the  topping  is  made  of  2(4" 
thick  sand-limestone  concrete.  The  steel  floor  deck  is  3" 
thick  and  consists  of  alternating  24"  wide  fluted  and  cellular 
sections.  The  bottom  of  the  deck  and  the  beam  are  sprayed 
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with  a  }i"  tamped  thickness  of  the  fiber  material  (density 
of  11  lbs.  per  cubic  foot). 

INSPECTION  AND  TEST :  The  two  assemblies  were  fire 
tested  by  Underwriters’  Laboratories  (File  R3655,  Assign¬ 
ments  66K3597,  70NK2656,  on  file  with  the  application)  and 
were  given  a  3  hour  and  2  hour  rating,  respectively.  In  both 
cases,  the  supporting  beam  was  given  an  individual  rating  of 
4  hours. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  SprayDon  “Standard  J”  spray  fiber 
material  as  fire  resistive  protection  for  4  hour  fire  rated 
beams  and  2  and  3  hour  floor  and  ceiling  deck  assemblies 
which  contain  the  beams  under  the  provisions  of  C26-501.1 
of  the  Building  Code.  The  containers  of  the  sprayed  fiber 
material  shall  be  labeled:  “Approved  by  the  Board  of  Stan¬ 
dards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  287-71-SM.”  Plans  submitted  to  the  Department 
of  Buildings  shall  contain  the  UL  Report  drawings  and  shall 
be  similarly  labeled. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby,  approve  this  material  in  accordance  with  the  above 
report. 


303-71-SA 

APPLICANT- — Atlantic  New  York  Corporation  for  The 
Seeburg  Corporation  of  Delaware,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


N egative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
303-71-SA — Atlantic  New  York  Corporation,  New  York, 
for  the  Seeburg  Corporation  of  Delaware,  Chicago,  Illinois, 
filed  for  approval  of  Seeburg  Hi-Boy  and  Models  Marquee 
III  79C5,  79C6,  79C7,  72C5,  72C6,  and  72C7  Vending 
Machines  under  the  provisions  of  RS  16,  P107  of  the  Build¬ 
ing  Code  of  the  City  of  New  York  and  the  Submerged  Inlet 
Rules  of  the  Board  of  Standards  and  Appeals. 

PROPOSED  USE:  Vending  machines  for  hot  drinks. 
DESCRIPTION:  Models  72C5  and  79C5  vend  four  selec¬ 
tions  of  coffee  and  one  of  hot  whipped  chocolate.  Models  72C6 
and  79C6  vend  four  selections  of  coffee,  one  of  hot  whipped 
chocolate,  and  one  soup  or  one  tea.  Models  72C7  and  79C7 
vend  four  selections  of  coffee,  one  of  hot  whipped  chocolate, 
one  soup  and  one  tea,  or  two  soups.  Coffee  ground  quantities 


are  variable  through  metering  shutters.  The  volume  of  water 
for  brewing  is  variable  through  adjustment  of  a  cam  on  the 
brewer  motor.  The  filtering  systems  are  either  a  continuous 
strip  of  filter  paper  fed  from  a  roll  or  a  finely  perforated 
stainless  steel  belt.  The  amount  of  dry  ingredients  for  vended 
drinks  is  variable  through  adjustment  of  cams  driven  by  the 
cup  dispenser  motor.  Water  for  vended  drinks  is  supplied 
from  a  motor.  Water  for  vended  drinks  is  supplied  from  a 
tank  with  two  1250  watt'  immersion  type  heating  elements. 
Four  solenoid  operated  valves  on  the  outside  of  the  tank  con¬ 
trol  the  individual  water  flow  to  the  coffee,  chocolate,  soup, 
or  tea.  The  amount  of  water  flow  through  the  valve  is  con¬ 
trolled  by  turning  the  adjustment  screw  on  the  front  of  the 
valve  assembly.  A  water  purifier  reduces  odors,  scaling, 
cloudiness  and  dirt.  A  vacuum  breaker  is  installed  on  the 
water  feed  line  above  all  other  water  lines.  Cups  are  delivered 
by  an  adjustable  cam  type  cup  dispensing  ring,  and  a  cup 
empty  switch  renders  the  vender  inoperable  when  the  cup 
supply  is  exhausted.  Two  containers  receive  disposable  waste 
material.  One  container  is  lined  with  a  disposable  plastic  bag 
and  is  capable  of  holding  the  dry  grounds  of  up  to  1,000  cups. 
The  other  container  is  a  plastic  bucket  which  receives  liquid 
spillage.  A  spring  loaded  mechanism  prevents  the  vender 
from  operating  when  the  bucket  is  full  or  has  been  removed 
to  be  emptied.  An  exhaust  system  draws  water  vapor  away 
from  the  missing  bowls  and  brewer  to  keep  moisture  out  of 
the  dry  ingredients.  The  cabinets  are  72  and  79  inches  high, 
as  indicated  by  the  model  numbers. 

INSPECTION  AND  TEST :  The  vending  machines  have 
been  approved  by  Underwriters’  Laboratories  (File  70CH- 
8432). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Seeburg  Hi-Boy  and  Marquee  III 
79C5,  79C6,  79C7,  72C5,  72C6,  and  72C7  Vending  Machines 
under  the  provisions  of  RS  16,  P107  of  the  Building  Code 
and  the  Submerged  Inlet  Rules  of  the  Board  on  condition 
that  a  vacuum  breaker  is  installed  on  the  water  feed  lines. 
The  vending  machines  shall  be  permanently  labeled :  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  303-71-SA.’’ 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


340-71-SM 

APPLICANT — H.  L.  McGrath,  Jr.  for  H.  H.  Robertson 
Company,  owner. 

APPEARANCES— 

For  Applicant :  H.  L.  McGrath. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test 
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THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
340-71-SM — H.  L.  McGrath  for  H.  H.  Robertson,  Pittsburgh, 
Pennsylvania,  filed  for  approval  of  one  hour  rated  Fire  Panel 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  One  hour  non-load  bearing  metal  fire 
partition  and  exterior  wall. 

DESCRIPTION  :  The  assembly  is  supported  by  two  3”  x  3" 
x  14”  steel  supporting  angles  and  two  2"  x  2l/\"  x  2"  leg  No. 
16  to  20  gauge  metal  coated  steel  flashing  angles,  one  of  each 
attached  to  the  masonry  at  the  floor  and  one  of  each  attached 
to  the  masonry  at  the  ceiling.  The  interior  side  of  the  wall 
consists  of  24"  wide  steel  liners.  The  liners  are  No.  20  gauge 
and  V/s"  thick.  They  are  attached  to  the  supporting  and 
flashing  angles.  Wool  or  glass  fiber  batts  in  V/2"  thick  sheets 
are  placed  in  the  liner  cavity.  Hat  shaped,  /i”  deep  x  2}4" 
wide  x  11/16"  legs,  No.  16  gauge  metal  coated  steel  subgirts 
are  attached  to  the  lip  of  the  liners  along  both  edges.  The 
core  of  the  assembly  consists  of  two  layers  of  Y"  thick  gyp¬ 
sum  wallboard  attached  to  subgirts.  The  subgirts  are  7/16" 
deep  x  2)4"  wide  x  legs,  No.  16  or  14  gauge  metal  coated 
steel  and  are  placed  over  the  wallboard  with  one  lip  located 
in  line  with  similar  subgirts  on  the  other  side  of  the  wallboard. 
The  subgirts  are  attached  to  each  other  through  the  wall- 
board.  The  exterior  side  of  the  wall  consists  of  No.  20  gauge, 
W  thick  steel  facing  units  of  various  shapes  supplied  in  12" 
widths  or  protected  metal  facing  units  of  various  shapes  sup¬ 
plied  in  29"  to  34"  widths. 

INSPECTION  AND  TEST:  The  wan  assembly  was  given 
a  one  hour  fire  rating  by  Underwriters’  Laboratories  (File 
R4013-14,  Assignment  69CH3697,  on  File). 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  one  hour  rated  Fire  Panel  as  a  non¬ 
load  bearing  fire  partition  and  exterior  wall  under  the  provi¬ 
sions  of  C26-501.1  of  the  Building  Code.  All  plans  submitted 
to  the  Department  of  Buildings  for  use  of  the  assembly  shall 
include  the  drawings  of  the  UL  report  cited  above  and  shall 
be  permanently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  \ork  City  under  Calendar  Num- 
ber  340-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

'  (Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowf.nthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

344-71-SA 

APPLICANT— Firemark,  A  Division  of  Rixson  Incor¬ 
porated,  owner. 


APPEARANCES— 

For  Applicant:  Gordon  L.  Coultes. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  1  est. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan - 4 

Negative:  . . .  y 

Absent:  Commissioner  Klein .  I 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
344-71-SA— Firemark,  Division  of  Rixson  Inc.,  Franklin 
Park,  Illinois,  filed  for  approval  of  #930  Smok-Chek  under 
the  provisions  of  C26-604.4(c)  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Swinging  fire  door  closer  and  electro¬ 
magnetic  door  holder. 

DESCRIPTION :  The  device  is  surface  mounted  on  the  face 
of  the  head  section  of  the  door  frame  with  a  slide  rail  block 
which  is  attached  to  the  pivot  arm.  The  device  is  inserted  in 
the  slide  rail.  It  incorporates  an  integral  electromagnetic 
mechanism  which  holds  the  door  open  when  it  is  manually 
placed  in  that  position.  The  electromagnet  is  held  in  the 
energized  position  to  hold  the  door  open  during  normal  usage. 
An  override  feature  allows  the  door  to  be  manually  closed 
while  the  electromagnet  is  energized.  The  combination  closer 
and  holder  is  connected  to  a  UL  listed  heat  or  smoke  detector. 
The  available  heat  detectors  are  activated  at  85°,  90°,  100°, 
or  150°.  Wlien  the  detector  senses  a  fire,  the  normally 
closed  switching  contacts  are  opened  and  power  supply  to 
the  device  is  disrupted.  The  spring  closer  subsequently  brings 
the  door  to  the  closed  position.  If  the  electric  supply  is  dis¬ 
rupted  as  a  result  of  power  failure,  the  door  will  also  be 
brought  to  the  closed  position.  The  closing  feature  of  the 
device  incorporates  a  spring  and  a  silastic  dampening  medium. 
INSPECTION  AND  TEST:  The  device  was  tested  by 
Underwriters’  Laboratories  as  to  durability  and  activation  at 
the  proper  input  voltage,  corresponding  to  the  activation 
temperature,  under  File  R6461,  Assignment  70NK882  (on 
file).  The  device  was  found  to  be  satisfactory. 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  #930  Smok-Chek  swinging  fire  door 
closer  and  electromagnetic  door  holder  under  the  provisions 
of  C26-604.4  (c)  of  the  Building  Code  of  the  City  of  New 
York  in  locations  deemed  appropriate  for  this  type  of  device 
by  the  Fire  Department.  The  device  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  Citv  under  Calendar  Number  344- 
71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr.. 

Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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350-71-SA 

APPLICANT — The  Ansul  Company,  owner. 

APPEARANCES— 

For  Applicant :  Ellie  Schubert. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
350-71-SA — The  Ansul  Company,  Marinette,  Wisconsin, 
filed  for  approval  of  Ansul  R-101-10-1  through  R-101-10-6 
and  R-101-30-1  through  R-101-30-8  Restaurant  Hood,  Duct, 
and  Cooking  Appliance  Fire  Control  System  under  the  pro¬ 
visions  of  RS  13-3  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Dry  chemical  restaurant  hood,  duct, 
and  cooking  appliance  fire  control  system. 

DESCRIPTION :  The  system  consists  of  a  steel  dry  chem¬ 
ical  mechanism,  one  or  more  fusible  link  detectors,  threaded 
pipe,  fittings,  and  self-closing  discharge  nozzles  with  such 
optional  components  as  fuel  gas  shut-off  valve,  electric  switch 
for  interrupting  electrical  circuits,  remote  manual  pull  sta¬ 
tions  or  relays.  The  system  is  available  in  26  detection- 
actuation  combinations  for  adaptability  to  various  cooking 
hazard  configurations. 

If  fire  occurs,  the  fusible  links  separate,  actuating  the  re¬ 
lease  which  punctures  a  carbon  dioxide  cartridge.  The  fusible 
links  are  set  at  280  °F.  or  360 °F.  The  carbon  dioxide  pres¬ 
surizes  the  dry  chemical  tank.  Dry  chemical  (sodium  bicar¬ 
bonate)  is  forced  through  the  dry  chemical  piping  and  out 
the  nozzles  mounted  in  predetermined  locations  of  the  ple¬ 
nums  and  exhaust  ducts  and  over  cooking  appliances.  Upon 
discharge  through  the  nozzles,  the  sodium _  bicarbonate  base 
dry  chemical  covers  these  areas,  reacting  with  the  hot  grease 
to' form  a  non-flammable  soap  layer  extinguishing  the  fire 
and  preventing  reflash.  Blowers  installed  in  the  hood  and 
duct  system  are  left  on  to  assist  the  movement  of  dry  chem¬ 
ical  through  these  areas,  aiding  extinguishment.  The  blowers 
also  provide  a  cooling  effect  in  the  duct  and  plenum  after 
the  system  has  discharged. 

INSPECTION  AND  TEST:  The  system  has  been  ap¬ 
proved  by  Underwriters’  Laboratories. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Ansul  R-101-10-1  through  R-101-10-6 
and  R-101-30-1  through  R-101-30-8  Restaurant  Hood,  Duct, 
and  Cooking  Appliance  Fire  Control  System  under  the  pro¬ 
visions  of  RS  13-3  of  the  Building  Code.  The  systems  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  350-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E. 

Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


APPLICANT — American  Cyanamid  Company,  owner-man¬ 
ufacturer. 

APPEARANCES— 

For  Applicant:  Robert  G.  O’Brien. 

ACTION  OF  BOARD— Approval  restored  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
APPLICANT — American  Cyanamid  Company,  owner. 
SUBJECT — To  rescind  and  restore  the  approval. 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
570-51-SM- — To  rescind  the  action  of  April  1st,  1969  and  to 
restore  the  approval. 

The  American  Cyanamid  Company,  Bound  Brook,  New 
Jersey,  requested  that  the  resolution  adopted  April  1st,  1969 
under  Calendar  Number  570-51-SM  be  rescinded  and  the 
approval  be  restored. 

PROPOSED  USE:  Flameproofing  compound  for  textiles. 
DESCRIPTION :  The  approval  of  the  flameproofing  com¬ 
pound  was  rescinded  April  1st,  1969  as  the  Board  attempted 
to  reach  the  applicant  by  letter  on  January  17,  1968  to  verify 
that  the  flameproofing  compound  was  being  manufactured  in 
the  same  manner  as  when  originally  approved. 

A  notice  of  revocation  of  approval  was  sent  to  the  appli¬ 
cant  on  March  14,  1969,  to  the  address  on  file  at  the  Board. 
The  applicant  replied  on  March  24th,  stating  “This  product 
has  been  withdrawn  from  our  line  and  therefore  we  do  not 
object  to  its  revocation. 

In  subsequent  letters  to  the  Board,  the  applicant  claims  that 
through  a  misunderstanding  they  granted  the  Board  the 
right  to  revoke  the  approval.  That  the  approval  once  again 
be  restored  to  the  docket. 

All  the  requested  information  and  the  required  affidavits 
were  sent  to  the  Board  by  the  applicant.  This  material  is  now 
on  file  with  the  Board. 

RECOMMENDATION :  In  view  of  the  above,  the  Com¬ 
mittee  on  Test  recommends  that  the  action  of  the  Board  on 
April  1st,  1969  rescinding  the  approval  granted  under  Calen¬ 
dar  Number  570-51-SM  be  revoked  and  that  the  approval 
granted  February  5,  1952  under  Calendar  Number  570-51-SM 
be  restored,  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  February  5,  1952  under  Calendar  Number  570- 
51-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this  Board, 
certifying  that  such  materials,  processes  and  controls  are 
being  maintained  as  were  in  effect  at  the  time  of  this  approval 
or  previous  approvals  under  this  Calendar  Number.  Failure 
to  notify  the  Board  of  change  of  ownership,  change  of  ad- 
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dress  or  to  submit  the  annual  affidavit  will  be  cause  of  revoca¬ 
tion  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr. 

Asst.  Archt., 
Committee  on  Test. 

Resolved,  The  Board  of  Standards  and  Appeals  does 
hereby  rescind  the  action  of  April  1,  1969  and  restores  the 
approval. 

255-62-SM 

APPLICANT — Hilti,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  William  Guido. 

ACTION  OF  BOARD — Approved  in  accordance  with  the 
report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 
255-62-SM — Hilti,  Inc.,  Stamford,  Connecticut,  requested 
that  the  resolution  adopted  July  9,  1963  and  dismissed  April 
27,  1971  under  Calendar  Number  255-62-SM  be  restored  to 
approval. 

PROPOSED  USE:  Powder  actuated  power  assisted  ham¬ 
mer  drive  tool  for  driving  special  alloy  studs  into  concrete 
and  structural  steel. 

DESCRIPTION  :  The  application  was  mistakenly  dismissed 
for  lack  of  prosecution.  The  request  is  to  restore  the  approval 
correctly  attained  July  9,  1963  under  Calendar  Number 
255-62-SM. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1963  and  dismissed 
April  27,  1971  under  Calendar  Number  255-62-SM  be  re¬ 
stored  to  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 

Resolved,  the  Board  of  Standards  and  Appeals  does  hereby 
rescind  the  dismissal  action  of  April  27,  1971  and  restores 
the  approval. 

488-42-SM 

APPLICANT — New  York  Trap  Rock  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  May  4,  1965.  Product :  Verplanck  Limestone. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  1 

Absent :  Commissioner  Klein .  1 


THE  RESOLUTION— 

W hereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


29-46-SM 

APPLICANT — Duffy  Concrete  Products,  owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  5/14/46. 

Product :  Duffcon  Lightweight  concrete  roof  slab. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


591-48-SM 

APPLICANT — Smith  Kanzler  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  6/7/49. 

Product :  Insulrock  Fire-Resistive  insulating  building 
board. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 


questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


100-60-SA 

APPLICANT — Dunkirk  Radiator  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval.  dated  July  19,  1960.  Product:  Blue  Circle-Wee 
Scot  Gas  Boiler,  Models  58,  78.  and  98. 

ACTION  OF  BOARD — Approval  revoked. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  1 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appnance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


629-61-SM 

APPLICANT— The  Celotex  Corporation,  Inc.,  owner. 

SUB  TECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  April  3,  1962.  Product  Celotex  Protectone 
Mineral  Fiber  Acoustical  Tile. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

\ffirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan -  4 

Negative:  . . 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  ‘'unknown  and  no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


668-61-SA 

APPLICANT— International  Duplex  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  13,  1962. 

Product:  Dry-Cleanomat,  (dry-cleaning  Model)  DWDC-1. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved ,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


838-61-SA 

APPLICANT— Monarch  Master  Manufacturing,  Ltd., 
owner. 

SUBJECT— Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  13,  1962. 

Product:  IMC  Dry  Cleaning  coin-operated  unit. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan - 4 

N egative  :  . . .  ® 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address’ . 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1019-61-SM 

APPLICANT— John  Sunshine  Chemical  Company,  owner. 
SUB  TECT— Application  for  consideration  to  revoke  approval, 
dated  May  22,  1962.  Product:  Mitee  Wax  Setting  Bowl 
Ring. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice_  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1182-61-SM 

APPLICANT — Termocrete  Company,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  April  3,  1962.  Product:  Air  in  Admixture  (con¬ 
crete  air  entraining  agent). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . • .  0 

Absent :  Commissioner  Klein  .  1 
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THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that,  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1316-61-SM 

APPLICANT — Carlson  Hoist  &  Machine  Company,  Inc., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  May  8,  1962.  Product :  Plaster  Bucket  Hoist. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1445-61-SA 

APPLICANT — Philco-Ford  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  March  13,  1962.  Product:  Philco-Bendix  coin  dry 
cleaner,  Model  CC  9182. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner,  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 


questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1565-61-SA 

APPLICANT — Delco  Products,  Div.  of  General  Motors 
Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  May  8,  1962.  Product:  Delco-Heat  “365” 
Conditionair,  DGH-DGC  Series. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 


questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1782-61-SM 

APPLICANT — Bernard  J.  Dwyer,  Inc.,  for  Cellucrete  Inc., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  April  3,  1962.  Product:  Cellucrete  (insulat¬ 
ing  concrete  fill). 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1812-61-SM 

APPLICANT — Thortel  Fireproof  Fabrics  Inc.,  owner. 
SLTBJECT — Application  for  consideration  to  revoke  approval, 
dated  May  22,  1962.  Product:  Thortel  10  RV  Pebble  and 
Thortel  15  RV  Linen  Drapery  Fabric. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1994-61-SA 

APPLICANT — Preway,  Inc.,  owner. 
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SUBJECT— Application  for  consideration  to  revoke  approval, 
dated  April  16,  1963.  Product:  Preway  gas  ranges. 
ACTION  OF  BOARD— Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  ® 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1021-62-SM 

APPLICANT — C.  Tennant,  Sons  &  Co. 

SUBJECT— Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . _ .  0 

Absent :  Commissioner  Klein .  1 


1146-62-SA 

APPLICANT— The  DeVilbiss  Company,  owner;  William 
H.  White,  Jr.,  agent. 

SUBJECT— Application  December  27.  1962— DeVilbiss 

Whirl-O-Miser  Electrostatic  Painting  Equipment  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  zvithdrawn  at  the 
request  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N  egative :  .  0 

Absent:  Commissioner  Klein . 1 


SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N  egative :  . . . ; .  ~ 

Absent :  Commissioner  Klein  .  1 


1228-61-SM 

APPLICANT— Miracle  Adhesives  Corp. 

SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ••••4 

N  egative :  . . ; .  ^ 

Absent :  Commissioner  Klein  .  1 


1232-61-SM 

APPLICANT— Avril,  Incorporated. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N  egative :  . . . ; .  ^ 

Absent :  Commissioner  Klein  .  1 


1134-61-SM 

APPLICANT — Splendor  Corporation. 

SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . .  0 

Absent :  Commissioner  Klein .  1 


1351-61-SM 

APPLICANT— The  Macco  Chemical  Company,  owner. 
SUBJECT — Application  August  17,  1961— Macco  Adhesives 
Model  M-lll  and  C-lll,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan - 4 

Negative:  . . . _ .  ® 

Absent :  Commissioner  Klein .  1 


1171-61-SM 

APPLICANT— United  Filigree  Truss  Corp. 


360-62-SM 

APPLICANT— Nat’l  Tube  Division  of  United  States  Steel 
Corp. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 


558-63-SM 

APPLICANT — Cement  Enamel  Dev.,  Incorporated,  owner; 

Cement  Enamel  Applicating  Corporation,  agent. 

SUBJECT — Application  July  10,  1963 — Vitreface  approval 
of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

-  THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein .  1 


625-63-SM 

APPLICANT— Structoglas  Inc.,  owner-manufacturer. 
SUBJECT — Application  August  12,  1963 — Structoglas  “A” 
and  Structoglas  “SE”,  factory  skylights,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


880-67-SA 

APPLICANT — Miniveil  Corporation,  owner;  Nils  O.  Ohl- 
son,  agent. 

SUBJECT — Application  September  28,  1967 — Miniveil 

Direst  Gas  Fired  Climate  Controller,  approval  of. 

APPEARANCES— 

For  Applicant:  Lars  H.  Boman. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  decision. 

'  - 

522-69-SA 

APPLICANT — Harrison  Engineering  Corporation,  owner; 
State  Industrial  Sales  Corporation,  agent. 

SUBJECT — Application  September  4,  1969 — Harrison  Air 
Replacer  Model  MU  2  Series,  approval  of. 

APPEARANCES— 

For  Applicant :  Henry  Schulman. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  decision. 


242-71-SA 

APPLICANT — Thomas  F.  McCarthy  for  Armstrong  Cork 
Company,  owner. 

SLBJECT — Application  April  15,  1971 — Armstrong  Arma- 
flex  22,  approval  of. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant. 

306- 71-SM 

APPLICANT — James  F.  Reid  for  the  Timken  Company, 
owner. 

SUBJECT — Application  May  14,  1971 — Steel  for  use  in 
crane  boom  construction,  Model  AISI-4320M,  approval  of. 

APPEARANCES— 

For  Applicant :  James  F.  Reid. 

AC  riON  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  decision. 

307- 71-SM 

APPLICANT — James  F.  Reid  for  Lorain-Division,  Koeli- 
ring  Company,  owner. 

SUBJECT — Application  May  14,  1971 — AISI  4130,  approval 
of. 

APPEARANCES— 

For  Applicant:  James  F.  Reid. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  decision. 

114-71- A 

APPLICANT — Robert  L.  Campbell  for  Staten  Island  Foun¬ 
dations,  owner. 

SUBJECT — Application  March  3,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  toilet  facilities 
contrary  to  C26-110.Z(c)  of  the  Building  Code,  filed 
pursuant  to  Section  36,  Article  3,  General  City  Law  re¬ 
building  not  fronting  on  a  legal  street. 

PREMISES  AFFECTED — 25  Kinsey  Place,  southeast 
corner  of  Woodcliff  Avenue,  Block  1290,  Lot  61,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alice  Campbell. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971  on  N.  B.  Applic.  329-70,  reads: 

“5.  Zero  occupancy  as  stated  in  the  new  building 
specification  sheet  (form  7)  is  incorrect.  Table  6-2  of 
the  Building  Code  load  of  one  person  for  every  200 
squae  feet  of  floor  area  in  storage  rooms.  Plans  for 
toilet  facilities  to  serve  occupants  shall  be  submitted  as 
required  by  C26-1 10.2(c)  Building  C°de. 

24.  A  permit  to  build  may  not  be  granted  for  a 
building  to  be  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York,  according 
to  Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  1,  1971,  acting  on  N.  B.  Applic.  329-70,  Objec¬ 
tion  No.  5,  be  and  it  hereby  is  modified,  and  that  Objection 
No.  25,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
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that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  comply  with  drawings  marked  “Received 
March  3,  1971,”  2  sheets,  and  “March  18,  1971,”  2  sheets;  on 
further  condition  that  sanitation  service  shall  be  provided 
by  the  Port  O  San  Corporation  as  per  agreement  dated  July 
1,  1971  ;  that  this  grant  be  for  a  term  of  two  years ;  and  that 
ail  other  laws,  rules  and  regulations  shall  be  complied  with. 


343-71-A 

APPLICANT— Aladdin  Oil  Company  for  Herman  Sandler, 
owner. 

SUBJECT— Application  May  27,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  Aladdin  Scented  Lamp  Oil  in  32.  ounce 
plastic  bottles  with  screw  caps  not  in  compliance  with  the 
regulation  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  Herman  Sandler. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  h. 
Petraglia,  F.  D. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . •  ■  . . 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  13,  1971  on  Folder  #122-4223,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  ‘Aladdin  Scented  Lamp  Oil  a  com¬ 
bustible  mixture  (F.P.  170°F.  T.O.C.)  in  containers  as 
follows:  32  oz.  plastic  bottles  with  screw  caps  is  Dis¬ 
approved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C19-62.0.b  Adm.  Code  City 
of  N.  Y.  requires  that  glass  or  metal  containers  be  used 
to  package  combustible  mixture  products.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  May  13  1971,  acting  on  Folder  #122-4223,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  draw¬ 
ings  marked  “Received  May  27,  1971,”  2  sheets;  on  further 
condition  that  the  label  on  the  container  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner ;  and 
that  in  all  other  respects,  all  laws,  rules  and  regulations  shall 
be  complied  with. 

347-71-A 

APPLICANT— Aaron  Halpern  for  R.  H.  Macy’s  and  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  May  27,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  escalators. 
PREMISES  AFFECTED — 112  Richmond  Hill  Road,  south 
side,  1072.90  feet  east  of  Richmond  Avenue,  Block  2400, 
Lot  118,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . . .  0 

Absent :  Commissioner  Klein  .  1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  19,  1971  on  N.B.  Applic.  1033-70,  reads : 

“A4 — Escalators  are  to  be  enclosed  as  shafts  in  ac¬ 
cordance  with  Sections  C26-504.6(a)  and  C26-604.ll (c) 
of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  Mav  19,  1971,  acting  on  N.  B.  Applic.  1033-70  Objec¬ 
tion  No.  A4,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  marked  “Received  May  27,  1971,” 
2  sheets,  and  “June  22,  1971,”  one  sheet;  on  further  condition 
that  where  any  sprinkler  head  of  the  main  sprinkler  system 
of  the  building  is  located  within  four  feet  of  any  head  of  the 
water  curtain,  a  deflector  shall  be  installed  to  protect  the 
water  curtain  head  from  cooling ;  and  that  all  other  laws, 
rules  and  regulations  applicable  for  this  escalator  installation 
shall  be  complied  with. 


225-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Tiebout  Trading  Company. 
SUBJECT— Application  April  13,  1971— for  Modificatiop  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 13  to  27  East  175th  Street, 
northwest  corner  of  Townsend  Avenue,  Block  2850,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  Fire  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative  :  . . . ; .  ® 

Absent :  Commissioner  Klein  .  1 


245-71-A 

APPLICANT— Sidney  Michael  Rogers  for  Sidney  M. 
Rogers  and  Bill  Graham,  owners ;  Fillmore  East  Corpora¬ 
tion,  lessee. 

SUBJECT— Application  April  15,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  removal  of 
incombustible  roof  and  netting  as  guards  for  open  stairway. 

PREMISES  AFFECTED— 105  Second  Avenue,  west  side, 
25  feet  north  of  East  6th  Street,  Block  462,  Lots  29  and 
37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Howard  Miller. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request  of 
the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . . .  0 

Absent :  Commissioner  Klein  .  1 


610-69-A 

APPLICANT— Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 
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SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey  and  Lucille  Miller. 

For  Opposition:  Robert  Arrindell. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
2  P.M.,  at  the  request  of  the  applicant. 


61 1-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  John  J.  Turvey  and  Lucille  Miller. 

For  Opposition:  Robert  Arrindell. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  2  P.M.,  at  the  request  of  the  applicant. 


621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 318  to  330  Grand  Street,  119  to 
131  Havemeyer  Street,  southeast  corner,  265  to  271  South 
1st  Street,  Block  2396,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petragila,  Lt.  J.  P.  Manfredi, 
F.  D.  and  I.  E.  Minkin,  B.  D. 

For  Opposition :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Laid  over  to  July  13,  1971,  at  2 
P.M.,  at  the  request  of  the  owner. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition :  Irving  Borenstein. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.M.,  for  continued  hearing  at  the  request  of  the  owner. 


233-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ken-Bar  Realty  Corporation. 
SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 2395  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition :  Stanley  A.  Applebaum  and  Mr.  Ferreras. 
ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  continued  hearing. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  James  R.  Meehan  and  J.  Ansubel. 
ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.,  for  continued  hearing  at  the  request  of  the  owner ; 
Fire  Department  and  Department  of  Buildings  concur. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition :  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD- — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  continued  hearing. 


265-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Robert  Supina, 
owner. 

SUBJECT — Applicant  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 320  George  Street,  south  side, 
108.00  feet  east  of  Sprague  Avenue,  Block  7866,  Lot  37, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.  M.  for  inspection  and  continued  hearing. 


338-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  axid 
Young  for  Burin  Realty  Company,  Incorporated,  owner. 
SUBJECT — Application  May  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  alteration  of  a 
catering  establishment. 
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PREMISES  AFFECTED— 318  to  330  Grand  Street,  south¬ 
east  corner  of  Havemeyer  Street,  119  to  131  Havemeyer 
Street  and  265  to  271  South  First  Street,  Block  2396, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Administration:  Capt.  J.  F.  Petraglia,  F.  D.,  Lt.  J.  P. 
Manfredi,  F.  D.  and  I.  E.  Minkin,  B.  D. 


ACTION  OF  BOARD— Laid  over  to  July  13,  1971,  at  2 
P.  M.,  at  the  request  of  the  applicant. 


Adjourned:  5:05  P.M. 


James  P.  Mulroy,  Secretary 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  July  13, 
1971,  Affecting  Calendar  Numbers — 


896-60-A 

153-70-BZ— Vol.  II 

386-71-BZ 

331-32-BZ— Vol.  Ill 

154-70-BZ— Vol.  II 

148-70-BZ — 

176-35-BZ— Vol.  Ill 

155-70-BZ— Vol.  II 

Vol.  II 

558-37-BZ— Vol.  II 

157-70-BZ— Vol.  II 

646-70-BZ 

309-40-BZ— Vol.  I 

311-70-BZ 

99-71-BZ 

597-49-BZ— Vol.  II 

611-70-BZ 

112-71-BZ 

753-55-BZ 

71-71-BZ 

119-71-BZ 

330-60-BZ 

118-71-BZ 

157-71-BZ 

956-61-BZ 

247-71-BZ 

158-71-A 

317-68-BZ 

308-71-BZ 

162-71-BZ 

62-69-BZ 

316-71-BZ 

172-71-BZ 

79-69-BZ 

317-71-A 

173-71-BZ 

122-69-BZ 

327-71-BZ 

194-71-BZ 

123-69-BZ 

328-71-A 

252-71-BZ 

124-69-BZ 

329-71-BZ 

290-71-BZ 

337-71-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July  13, 
1971,  Affecting  Calendar  Numbers — 

621-70-A 

226-71-A 

284-71-A 

369-71-A 

228-71-A 

326-71-A 

412-71-A 

235-71-A 

338-71-A 

321-70-A 

236-71-A 

428-71-A 

414-70-A 

274-71-A 

472-71-A 

223-71-A 

jHu  Uw 

RAW  -OS  THE 

Warning  Notice.  . .  - 

AUG  1 1  1971 

UNIVERSITY  OF  ILLINOIS 

AT  URBANA-C:  .. 
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New  Cases  Filed  up  to  July  13,  1971 

DOCKET 

Cal.  No.  Dept.  Premises  Affected 

473- 71-BZ — B.M. — 31  Washington  Square  West,  west 
side,  45  feet  north  of  Washington  Place,  Block  552,  Lot 
61,  Borough  of  Manhattan,  Alt.  No.  641-68,  re-  medical, 
dental  offices  and  accessory  laboratories,  R7-2  district. 

474- 7 1-SA — Grove  Manufacturing  Company,  Load  Mo¬ 
ment  Indicator,  manufactured  by  Grove  Manufacturing 
Company,  Appliance. 

475- 71-SM — Grove  Manufacturing  Company,  Wege 
anchor  for  hoisting  cable,  manufactured  by  Grove  Man¬ 
ufacturing  Company,  Material. 

476- 71-SA — Pyrotronics,  Incorporated,  Ionization  Duct 
Detectors,  various  models,  manufactured  by  Pyro¬ 
tronics  Incorporated,  Appliance. 

477- 71-SA — Honeywell  Incorporated,  Alpha  3000  family, 
Delta  2000  family,  smoke  detection  systems,  manu¬ 
factured  by  Honeywell  Incorporated,  Appliance. 

478- 71-SM — Inland-Ryerson  Construction  Products 
Company,  Metal  Deck  two  hour  fire  resistive  construc¬ 
tion,  manufactured  by  Inland-Ryerson  Construction 
Products  Company,  Material. 

479- 71- A — B.Bx. — 834  to  836  East  156th  Street,  south 
side,  25  feet  east  of  Union  Avenue,  Block  6275,  Lot  46, 
Borough  of  The  Bronx,  Alt.  No.  187-71  re-  egress,  tabu¬ 
lar  limits,  R6  district. 


480- 71-A — B.M. — 70  West  11th  Street,  south  side,  143 
feet  7  inches  east  of  Sixth  Avenue,  Block  574,  Lot  9, 
Borough  of  Manhattan,  re-  provide  second  means  of 
egress,  R6  district. 

481- 71-SM — Flame  Gard  Incorporated,  Flame  Gard  fil¬ 
ter  for  kitchen  ventilating  hoods,  maufactured  by  Flame 
Gard  Incorporated,  Material. 

482- 71-SM — Duncan-Smith  Incorporated,  Action-T 
models  A,  B,  C,  acoustical  ceiling  component,  manufac¬ 
tured  by  Duncan-Smith  Incroporated,  Material. 

483- 71-A — F.D. — packaging  of  flammable  mixture  known 
as  “Engine  Power  Gas  Treatment”  in  16  fluid  ounces 
metal  container  with  aluminum  rip  away  top  with  plastic 
overcap  not  in  compliance  with  the  regulation  of  the 
Administrative  Code. 


484-7 1-SA — Automotive  and  Diesel  Parts  Company, 
Sentronic  safety  device  for  cranes,  manufactured  by 
Automotive  and  Diesel  Parts  Company,  Appliance. 


485-71-BZ— B.Q.— 146-19  to  146-23  228th  Street,  east 
side,  175  feet  south  of  146th  Avenue,  Block  13462,  Lots 
50,  53,  Springfield  Gardens,  Borough  of  Queens,  N.B. 
338-71,  re-  proposed  contractors  establishment,  R3-2 
district. 


486-71-BZ — B.Bx. — 1326  Siegfried  Place,  east  side,  35.03 
feet  north  of  Parsifal  Place,  Block  5408,  Lot  259,  Bor¬ 
ough  of  The  Bronx,  N.B.  12-731,  re-  proposed  one  family 
residence,  R3-2  district. 


488- 71-BZ — B.Bx. — 180  East  162nd  Street,  south  side, 
144.69  feet  east  of  Grand  Concourse,  Block  2460,  Lot  10, 
Borough  of  The  Bronx,  Alt.  No.  182-71,  re-  proposed 
eight  apts.  in  cellar,  R8  district. 

489- 71-A — B.Bx. — 180  East  162nd  Street,  south  side, 
144.69  feet  east  of  Grand  Concourse,  Block  2460,  Lot  10, 
Borough  of  The  Bronx,  Alt.  No.  182-71,  re-  proposed 
eight  apts.  in  cellar  class  A  multiple  dwelling,  yard,  R8 
district. 


490-71-BZ — B.M. — 2203  to  2209  Amsterdam  Avenue,  and 
490  to  498  West  170  Street,  southeast  corner,  Block 
2112,  Lot  26,  Borough  of  Manhattan,  N.B.  34-71,  re¬ 
proposed  automotive  service  station,  C2-4  in  R7-2  district. 


DESIGNATIONS:  D— Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — -Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


SEPTEMBER  21,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  21,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

565-69-BZ 

APPLICANT — Hector  Ferreras  for  Virginia  Van  Daley, 
owner. 

SUBJECT — Application  September  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  the  maintenance 
of  a  one  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 155  Weed  Avenue,  northwest 
corner  of  Clayboard  Street,  Block  4040,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 


222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  d/b/a  Sound  Associates,  Incorporated,  owner. 

SUBJECT — Application  April  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  enlargement  in 
area  of  the  first  floor  of  an  existing  four  story  building  and 
the  change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED — 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 


487-71-BZ — B.Q. — 31-10  Thomson  Avenue,  southwest  277-71-BZ 

corner  of  31st  Place,  Block  278,  Lot  1,  Long  Island  City,  “  .  ,  _ , 

Borough  of  Queens,  Alt.  No.  1062-70,  re-  school  and  APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
offices,  M2-1  district.  detto,  owner. 
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SUBJECT — Application  May  5,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  with  an 
existing  used  car  lot,  the  erection  of  a  one  story  building 
for  use  as  an  automobile  repair  shop. 

PREMISES  AFFECTED — 204-10  Northern  Boulevard, 
south  side,  30.81  feet  east  of  204th  Street,  Block  7301,  Lot 
9,  Bayside,  Borough  of  Queens. 


355-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  or  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 


356-71-A 

|  APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  of?  street  parking. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 


357- 71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southeast  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 

_ 

358- 71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  of?  street  parking. 

PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southwest  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 

359- 71-BZ 

« 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district  in  an  accessory  parking  facility  to  a  housing  de¬ 
velopment  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 


360-71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  of?  street  parking. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600  Bor¬ 
ough  of  The  Bronx. 


361-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT  Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
I  he  Bronx. 


362-71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT  Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  of?  street  parking. 

1  REMISES  AFFECTED — 99  Asch  Loop  W^est,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 


363-71-BZ 

•APPLICANT  Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— decision  of  the 
Borough  Superintendent,  under  Section  60,  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
K6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5145,  Lot  51,  Borough  of 
The  Bronx. 


364-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  of?  street  parking. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5135,  Lot  51,  Borough  of 
The  Bronx. 


365-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  of?  street  parking. 

PREMISES  AFFECTED — 99  Einstein  Loop  North,  south¬ 
east  corner  of  Hutchins-on  River  Parkway,  Block  5135,  Lot 
210,  Borough  of  The  Bronx. 
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366-71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 2099  Bartow  Avenue,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  100, 
Borough  of  The  Bronx. 


367-71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 99  Dreiser  Loop  East,  south¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  500, 
Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  21,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  21,  1971,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

441-70-A 

APPLICANT— Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 
SUBJECT— Application  August  17,  1970— appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


410-71-A 

APPLICANT— The  Barcolene  Company,  owner. 

SUBJECT— Application  June  11,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  Cloud  Nine  Windshield  Washer  Anti- 
Freeze  in  one  gallon  plastic  bottle  with  tight  metal  screw 
cap  not  in  compliance  with  the  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 


444-71-A 

APPLICANT— Sol  Feinberg  for  Duncan  Petroleum  Trans¬ 
port,  Incorporated,  owner. 

SUBJECT— Application  June  24,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tanks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 


445-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Allied  Storage  Warehouse  Cor¬ 
poration. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 4268  to  4270  Third  Avenue, 
east  side,  55  feet  north  of  East  178th  Street,  Block  3061, 
Lot  3,  Borough  of  The  Bronx. 


446- 71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 460  to  474  Knickerbocker  Ave¬ 
nue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 

447- 71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  28,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  28,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

317-64-BZ — Vol.  II 

APPLICANT— Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT — Application  reopened  June  22,  1971  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargement 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED— 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 


249-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Stanley  S.  Kil- 
burn,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED— 207-22  Northern  Boulevard, 
206-35  to  206-49  45th  Road,  south  side,  350  feet  west  of 
Oceania  Street,  Block  7305,  Lots  19,  47,  48,  Bayside,  Bor¬ 
ough  of  Queens. 


407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 
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PRKMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 


463-71-BZ 

APPLICANT — William  Weinpahl. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 

470-71-BZ 

■  APPLICANT — Aaron  Halpern  for  Alstores  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  6,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zoning 


Resolution,  to  permit  in  a  C4-2  district,  at  an  accessory 
parking  facility  for  a  department  store,  the  installation  of  a 
sign  that  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED — 163-27  Archer  Avenue,  north¬ 
east  corner  of  New  York  Boulevard,  Block  10151,  Lot  65, 
Jamaica,  Borough  of  Queens. 


611-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application,  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED— 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lott  377,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  JULY  13,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan. 


The  minutes  of  special  meetings  Wednesday  morning  June 
23,  1971  and  Thursday  July  1,  1971  and  regular  meetings  of 
the  Board  held  on  Tuesday  morning  and  afternoon,  June  22 
and  June  29  1971  were  approved  as  printed  in  the  Bulletins 
of  July  1,  1971  and  July  8,  1971,  Vol.  55,  Nos.  26  and  27. 

896-60-A 

APPLICANT — Julius  Stein  for  Allen  Boretz,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  April  11,  19/1 
—decision  of  the  Borough  Superintendent,  re-  egress. 
PREMISES  AFFECTED— 15  Van  Dam  Street,  north  side, 
129  feet  6T4  inches  west  of  Avenue  of  the  Americas,  Block 
506,  Lot  47,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Julius  Stein.  .  0 

For  Opposition:  Doris  Dither,  Community  Board  No.  2. 

ACTION  OF  BOARD — Application  reopened  and  term 
of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . . . .  4 

Negative :  . . ; .  “ 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 

April  11,  1961,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  11, 
1961,  only  as  to  the  term  of  the  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  11,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Alt.  1359-60) 


331-32-BZ— Vol.  Ill 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  4,  1971  decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion  under  Sections  7c  and  7f  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  local  retail  and  business  use  district,  the  exten¬ 
sion  of  an  accessory  building  on  an  existing  gasoline  service 
station,  and  the  installation  of  an  additional  dispensing 
pump  and  curb. 

PREMISES  AFFECTED— 2290  Boston  Road  southeast 
corner  of  Astor  Avenue,  Block  4343,  Lot  30,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative  :  ...... . •. .  9 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  9,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
January  13,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  9,  1951,  as  amended  through 
April  4,  1961,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  4,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  693-50) 


176-35-BZ— Vol.  Ill 

APPLICANT— Lama  &  Vassalotti  for  Charles  J.  Bensley, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  July  24, _  1971 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station  with 
hand  tools  only,  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 1236-1244  Prospect  Avenue  and 
850-854  Home  Street,  southwest  corner,  Block  2693,  Lot 
29,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . .  ® 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  July  24,  1956,  on  certain  conditions  j  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
24,  1956,  as  amended  through  October  8,  1957,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  July  24,  1971,  to 
permit . . .  ;  on  condition  that  the  wall  and  fence  along 
the  building  line  of  Home  Street  be  repaired  and  main¬ 
tained  in  good  condition ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects ;  and  that  a  new  Certificate  of  Occu¬ 
pancy  shall  be  obtained.”  (N.  B.  1685-55) 


558-37-BZ— Vol.  II 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  New  York 
Telephone  Company,  owner. 


766 


MINUTES 


SUBJECT — Application  for  consideration — request  to  waive 
Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  October  15,  1968— decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion  under  Section  7 h  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  parking  and  storage  of  more 
than  five  motor  vehicles  of  the  pleasure  cars  type  only. 

PREMISES  AFFECTED — 60-66  Henry  Street  and  23-29 
Market  Street,  southwest  corner,  Block  277,  Lots  24  25 
26,  27  and  28,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Salvator  A.  Caradonna. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 


Affirmative:  Chairman  Galvin, 
Commissioner  Madigan  and 

Negative:  . 

Absent :  Commissioner  Klein  . 


Vice  Chairman  Becker, 
Commissioner  Nolan  . .  4 

.  0 

.  1 


THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  30,  1957;  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  30,  1957,  as  amended  through 
October  15,  1963,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  on  condition  that  the 

cable  reels  be  removed  from  the  premises;  that  the  stor¬ 
age  of  equipment  or  supplies  shall  not  be  permitted;  that 
screening  be  provided  in  accordance  with  the  require¬ 
ments  of  Section  25-66  of  the  Zoning  Resolution ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects ;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
1838-55) 


309-40-BZ— Vol.  I 

APPLICANT — Lama  and  Vassalotti  for  Dominick  Salzone, 
owner. 

SUB  JECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  September  7, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district  the  park¬ 
ing  and  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 125-127  Carroll  Street,  north 
side,  129  feet  west  of  Henry  Street,  Block  349,  Lot  32, 
Borough  of  Brooklyn. 

’  appearances— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  I  on  bebruary  11,  1941;  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Febru¬ 
ary  11,  1941,  as  amended  through  September  7,  1966  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

1?£?n^:e<^  ^or  ,a  term  of  five  years  from  September  7, 
19/1,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (B.  N.  3859-39) 


597-49-BZ— Vol.  II 

APPLICANT — Salvator  A.  Caradonna,  Jr.  for  New  York 
Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  7,  1971— ^decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition 
under  Section  7h  of  the  Zoning  Resolution,  permitting  in  a 
residence  and  retail  use  district,  parking  and  storage  of 
motor  vehicles. 

PREMISES  AFFECTED — 49-59  Henry  Street,  north  side, 
115  feet  west  of  Market  Street,  Block  280,  Lots  15  to  20, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Salvator  A.  Caradonna,  Jr. 

AC  riON  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan...  4 


Negative:  .  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  28,  1950,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  28,  1950,  as  amended 
through  March  28,  1967,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
"granted  for  a  term  of  five  years  from  February  7,  1971, 
to  permit  on  condition  that  the  storage  of  equip¬ 

ment  or  supplies  shall  not  be  permitted ;  that  the  fences 
be  repaired ;  that  the  screening  be  provided  in  accordance 
with  the  requirements  of  Section  25-66  of  the  Zoning 
Resolution ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  1800-66) 


753-55-BZ 

APPLICANT — Paul  Feldman  for  Lemo  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  May  24,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  use  of  premises 
for  the  parking  and  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 112-114  Bennett  Avenue,  west 
side,  108.64  feet  north  of  West  186th  Street,  Block  2180, 
Lot  196,  Borough  of  Manhattan. 


MINUTES 


APPEARANCES— 

For  Applicant:  Paul  Feldman. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . _ . .  1 

Absent:  Commissioner  Klein  . 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Boaid  on 
April  24,  1956,  on  certain  conditions;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April 
24  1956  as  amended  through  May  24, _  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  May  24,  1971 
to  permit  .  .  . ;  on  condition  that  screening  be  provided 
in  accordance  with  the  requirements  of  Section  25-66  of 
the  Zoning  Resolution ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  m  all 
respects :  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2001-65) 


respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  575-71) 


330-60-BZ 

APPLICANT — Paul  Feldman  for  Lemo  Industries,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to.  waive 
Rules  of  Procedure  and  reopening  for  extension  .  of 
term  of  variance  which  expired  March  22,  1971  decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition  under  Section  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  maintenance  of  a 
parking  lot  for  the  parking  and  storage  of  more  than  five 
(5)  motor  vehicles  (pleasure  type). 

PREMISES  AFFECTED— 628-630  West  185th  Street, 
south  side,  50  feet  east  of  Wadsworth  Avenue,  Block  2166, 
Lots  9  and  10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Paul  Feldman. 

ACTION  OF  BOARD— Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . . .  ® 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  13,  1960,  on  certain  conditions ;  and . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  13,  1960,  as  amended 
through  March  22,  1960,  only  as  to  the  term  of  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  March  22,  1971, 
to  permit  ...  ;  on  condition  that  screening  be  provided 
in  accordance  with  the  requirements  of  Section  25-66  of 
the  Zoning  Resolution ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 


956-61-BZ 

APPLICANT— Frederick  A.  Ketcher  for  EMK  Enterprises, 
Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  November  8, 
1971 — decision  of  the  Borough  Superintendent,  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district  the  mainten¬ 
ance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 1441-1443  Nelson  Avenue,  west 
side,  174.24  feet  south  of  West  172nd  Street,  Block  2874, 
Lots  40  and  41,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Andrew  Tuansis. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  .... 

Negative:  - .  . . .  , 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Boaid  on 
November  8,  1961 ;  on  certain  conditions;  and  >  . 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
8,  1961,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  8, 
1971  to  permit  ...  ;  on  condition  that  the  sidewalk, 
curb’ and  curb  cut  be  repaired  in  accordance  with  the 
rules  and  regulations  of  the  Department  of  Highways; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects  ,  and^that  a 
new  Certificate  of  Occupancy  shall  be  obtained.”  (Alt. 
414-61) 


317-68-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  4033  Third  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C2-4 
district,  in  an  existing  two  story  building,  the  change  in 
occupancy  of  the  first  floor  from  warehouse  to  factory. 
PREMISES  AFFECTED— 4033  Third  Avenue,  west  side, 
100.07  feet  north  of  East  174th  Street,  Block  2922,  Lot  54, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan -  4 

Negative:  . ; .  9 

Absent  :  Commissioner  Klein .  1 
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MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  17,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  January  6,  1970;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
17,  1968,  as  amended  through  January  6,  1970,  by  adding 
thereto : 

“that  the  first  floor  of  this  building  may  be  used  by  the 
New  York  City  Health  and  Hospitals  Corporation  as  a 
garage  for  ambulances,  substantially  as  shown  on  revised 
drawing  of  proposed  conditions  marked  ‘Received  June 
10,  197 T,  one  sheet,  on  condition  that  not  more  than  six 
ambulances  shall  be  permitted  on  the  premises  at  any 
one  time ;  that  a  new  Certificate  of  Occupancy  shall  be 
obtained ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (Alt.  215-71) 


62-69-BZ 

I  APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and  Robert 
J.  Halloran,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete  which  expired  May  6,  1970  and  for  amendment 
of  resolution — decision  of  the  Borough  Superintendent ; 
previously  granted  on  condition  under  Section  11-412  of 
the  Zoning  Resolution,  permitting  in  a  C2-3  and  R6  dis¬ 
trict,  the  enlargement  in  floor  area  and  structural  altera¬ 
tions  to  an  existing  iron  foundry  with  accessory  uses. 

PREMISES  AFFECTED — 890  Metropolitan  Avenue,  south 
side,  97  feet  8  inches  west  of  Olive  Street,  Block  2916, 
Lots  32  and  33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  Oh  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  6,  1969;  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and '  complete  work  and  an  amendment  of 
the  resolution. 

i  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  6,  1969,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  2187-68) 

79-69-BZ 

APPLICANT — Max  Siegel  Associates  for  17  Battery  Place 
Associates,  long  term  lessee;  New  York  Life  Insurance 
Company,  owner. 

■  SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 


72-01  (b)  and  73-68  of  the  Zoning  Resolution,  and  Section 
666  of  the  New  York  City  Charter,  permitting  in  a  C5-5 
district,  the  erection  of  a  twenty-story  office  building  that 
exceeds  the  permitted  floor  area  ratio  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 2-26  Washington  Street,  17 
Battery  Place,  northwest  corner,  1-14  West  Street,  Block 
15,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  Siegel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  3,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution ;  and 

Whereas,  on  June  22,  1971  the  Board  received  a  letter 
from  the  Director  of  the  Office  of  Lower  Manhattan 
Development  which  reads  as  follows : 

TT  June  21,  1971 

Hon.  Thomas  F.  Galvin 

Chairman 

Board  of  Standards  and  Appeals 

80  Lafayette  Street 

New  York,  New  York  10007 

79-69-BZ 
17  Battery  Place 

Dear  Mr.  Galvin : 

This  is  to  express  the  support  of  this  office  for  the  applica¬ 
tion  by  17  Battery  Place  Associates  for  an  amendment  of  the 
special  permit  granted  to  them  by  Board  of  Standards  and 
Appeals  resolution  dated  June  3,  1969. 

1  his  application  is  designed  to  enable  the  new  building 
under  construction  at  17  Battery  Place  to  be  modified  to 
accomplish  a  second-level  pedestrian  connection  which  is 
called  for  in  the  District  Plan  of  the  Special  Greenwich 
Street  Development  District.  The  details  are  described  in  a 
declaration  (a  copy  of  which  is  enclosed)  to  be  made  by  17 
Battery  Place  Associates.  This  declaration  meets  with  the 
approval  of  this  office. 

Sincerely, 

(Signed)  Richard  Weinstein 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  3, 
1969,  by  adding  thereto: 

“that  the  pedestrian  circulation  facilities  for  the  elevated 
plaza  on  West  Street  may  be  rearranged  substantially  as 
shown  on  revised  drawings  of  proposed  conditions,  sheets 
B-l  and  B-2,  marked  ‘Received  June  21,  1971’,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (Alt. 
246-69) 


122-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Albert  Einstein  College  of  Medicine  Staff 
Housing  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  24,  1971 
decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
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permitting  in  an  R4  district,  the  erection  of  a  28  story- 
hospital  staff  residence  that  exceeds  the  permitted  floor 
area  ratio,  encroaches  on  the  required  side  setback  and 
front  yard,  penetrates  the  sky  exposure  plane  and  with  an 
accessory  group  parking  facility  that  exceeds  the  permitted 
number  of  spaces. 

PREMISES  AFFECTED— 1925-1935  Eastchester  Road 
(Bldg.  #1)  northwest  corner  of  Morris  Park  Avenue, 
Block  4205,  Lot  2,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 

Negative:  . . •_ .  !r 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  ot  time 

to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
24,  1969,  only  as  to  the  time  to  complete  the  work,  so  that 
as' amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  24,  1971.”  (N.  B.  130-68) 


123-69-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Albert  Einstein  College  of  Medicine  Staff 
Housing  Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  June  24,  1971 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
permitting  in  an  R4  district,  the  erection  of  a  28  story 
hospital  staff  residence  that  exceeds  the  permitted  floor- 
area  ratio  encroaches  on  the  required  side  setback  and 
front  yard,  penetrates  the  sky  exposure  plane  and  with 
an  accessory  group  parking  facility  that  exceeds  permitted 
number  of  spaces. 

PREMISES  AFFECTED— 1945  Eastchester  Road  (Bldg. 
No.  2)  northwest  corner  of  Morris  Park  Avenue,  Block 
4205,  Lot  2,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . .. . • .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
24,  1969  only  as  to  the  time  to  complete  the  work,  so  that 
as’ amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  24,  1971.”  (N.  B.  131-68) 


124-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Albert  Einstein  College  of  Medicine  Staff 
Housing  Co.,  Inc.,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  time  to  complete  which  expired  June  24,  1971 

_ decision  of  the  Borough  Superintendent ;  previously 

granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution  and  Section  666  of  the  New  York  City  Charter, 
permitting  in  an  R4  district,  the  erection  of  a  28  story 
hospital  staff  residence  that  exceeds  the  permitted  floor 
area  ratio  encroaches  on  the  required  side  setback  and  front 
yard  penetrates  the  sky  exposure  plane  and  with  an  acces¬ 
sory ’group  parking  facility  that  exceeds  the  permitted  num¬ 
ber  of  spaces. 

PREMISES  AFFECTED— 1975  Eastchester  Road,  (Bldg. 
No.  3),  northwest  corner  of  Morris  Park  Avenue,  Block 
4205,  Lot  2,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

ACTION  OF  BOARD— Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . •  •  . .  ® 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1969,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  24, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  24,  1971.”  (N.  B.  132-68) 

153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two.  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  George  Benedetto,  Rose  Prancl  and  Lillian 
Kumse. 

ACTION  OF  BOARD— Laid  over  to  September  8,  1971, 
at  10  A.  M.,  for  continued  hearing. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec- 
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tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  24nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  George  Benedetto,  Mignon  Woodmansel 
and  Rose  Prancl. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
10  A.M.,  for  continued  hearing. 


155-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971— -decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  Lillian  Kirmse  and  George  Benedetto. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
10  A.M.,  for  continued  hearing. 


157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971— decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFFCTED — 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside. 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  George  Benedetto,  Rose  Pranel,  Mignon 
Woodmansee  and  Lillian  Kirmse. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971.  at 
10  A.M.,  for  continued  hearing. 


311-70-BZ 

APPLICANT — David  J.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner. 

1  SUBJECT — Application  May  21,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 


tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971,  at 
10  A.M.,  for  continued  hearing. 


611-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED — 133-44  Garrett  Street,  south 
side,  1J53.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lot  377,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Elizabeth  Newby. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  10  A.M.  for  continued  hearing. 


71-71-BZ 

APPLICANT — Joseph  Pell  Lombardi  for  John  Wolfson, 
owner;  Joseph  Pell  Lombardi,  lessee. 

SUBJECT — Application  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conversion 
of  an  existing  three  story  and  basement  building  to  offices. 

PREMISES  AFFECTED— 120  East  38th  Street,  south 
side,  153.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi  and  Michael  Hollander. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


118-71-BZ 

APPLICANT — Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 
SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 
PREMISES  AFFECTED — 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Vincent  La  Ganga,  Dominick  A.  Suppo, 
Jessica  Suppo,  Jennie  Romano,  Theodore  P.  Edwards, 
Michael  J.  Cicero,  Salvatore  Romano  and  Elizabeth  L. 
Dugan. 

For  Opposition :  Gerard  Dugan,  Robert  A.  Frank,  Hugh 
B.  McFarland,  Ruth  O’Brien  and  Raymond  Navarro. 
ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  decision;  applicant  to  submit  additional  informa¬ 
tion;  previously  inspected;  hearing  closed. 
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247-71-BZ 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Sheldon  H.  Solow,  owner. 

SUBJECT— Application  April  16,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C5-3  district,  on  a  plot  with  a 
48  story  office  building  presently  under  construction,  the 
reduction  in  lot  area  that  creates  non-compliance  in  floor 
area  ratio. 

PREMISES  AFFECTED— 9  to  25  West  57th  Street,  207 
feet  west  of  5th  Avenue,  4  to  40  West  58th  Street,  Block 
1273,  Lots  22,  24,  27,  29,  19,  44,  46,  49,  51,  53,  57  and  59, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Sidney  D.  Young, 
Arthur  Geller  and  Milton  Weidlitz. 

For  Opposition:  Irving  Kirschenbaum,  Leo  Brady,  Linda 
Blumkin  and  Lewis  Perkiss. 

ACTION  OF  BOARD — Laid  over;  without  date  pending 
Appellate  Division  and  Court  of  Appeals  decisions. 


308-7 1-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-11  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  five  story  telephone  exchange  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  encroaches  on  the  required 
rear  yard  equivalent  and  side  yard. 

PREMISES  AFFECTED— 49  to  73  Meserole  Street,  north¬ 
east  corner  of  Lorimer  Street,  and  48  to  68  Scholes  Street, 
Block  3041,  Lots  1,  8,  27,  30,  31,  33,  35  and  36,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn,  Donald  O.  Pringle,  Gene 
Ercolano,  Andrew  Yager,  William  Schielke,  Richard 
Rogers. 

For  Opposition:  Abraham  C.  Gerges,  Carol  Bernstein, 
Arthur  A.  Unger. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  continued  hearing;  additional  data  to  be  sub¬ 
mitted;  previously  inspected. 


316-71-BZ 

APPLICANT— Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT— Application  May  18,  1971— decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  R6  district,  the  erection 
of  a  three  story  school  that  exceeds  the  permitted  lot 
coverage  and  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lots  36,  37, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Josef  Friedman,  Menachen  M.  Mandel  and 
Dorothy  Willinger.  . 

For  Opposition:  Josephine  Ferraro,  Clementina  Capasso, 
Mr.  Swartz,  Nettie  Greenberg,  Sarah  Wolff,  Ralph  P. 
Weiss,  Mary  Levine,  Sylvia  Weber,  Leona  S.  Weiss. 
FOR  ADMINISTRATION— Samuel  Bodian,  Park  Dept. 
ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  decision;  previously  inspected;  hearing  closed. 


317-71-A 

APPLICANT— Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 
SUBJECT— Application  May  18,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  wheelchair  access, 
performance  viewing  platform. 

PREMISES  AFFECTED— 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lots  36,  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Menacher  M.  Mandel,  Josef  Friedman  and 
Dorothy  Willinger. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


327-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT— Application  May  20,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  the 
erection  of  a  four  story  intermediate  school  in  the  C8 
portion  of  the  plot. 

PREMISES  AFFECTED— 121-32  Rockaway  Boulevard, 
southeast,  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  J.  Hever,  Jaye  Abenanty,  P.  Caporrino, 
J.  Celentano,  D.  Colombo,  M.  Salerno  and  M.  Caporrino. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  continued  hearing ;  previously  inspected. 


328-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT— Application  May  20,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 121-32  Rockaway  Boulevard, 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  10 
A.M.,  for  continued  hearing ;  previously  inspected. 


329-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Peter  Kalikow,  owner. 

SUBJECT— Application  May  20,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-5,  Cl-9  and  R8  district,  the  omission  of 
the  required  accessory  parking  for  a  proposed  25  story 
multiple  dwelling. 

PREMISES  AFFECTED — 1398  to  1402  3rd  Avenue,  west 
side,  50.4  feet  south  of  East  80th  Street,  176  to  178  East 
80th  Street,  Block  1508,  Lots  38,  41,  42,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Philip  Burnbaum, 
Mary  S.  Feary,  Charles  Alan  Reddy. 
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For  Opposition :  Paul  A.  Berman,  Alfred  A.  McGowan 
and  John  McManus. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  10 
A.  M.,  for  decision;  previously  inspected;  hearing  closed. 


386-71-BZ 

APPLICANT — Harold  Weinberg  for  Madeline  Lane,  owner. 

SUBJECT — Application  June  8,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  and  basement  enlargement  and  the  expansion  in 
area  of  an  existing  funeral  establishment  into  an  adjoining 
building  without  the  required  loading  berth. 

PREMISES  AFFECTED — 39  to  41  Putnam  Avenue,  north¬ 
east  corner  of  Downing  Street,  Block  1983,  Lots  78  and  79, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harold  Weinberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  10 
A.M.,  hearing  closed ;  for  decision. 


148-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Ciampa  Proper¬ 
ties,  owner. 

SUBJECT — Application  reopened  February  17,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent,  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R4  district,  the  erection  of  a  one  story  enlargement  to 
an  existing  factory  and  warehouse  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 15-11  119th  Street  and  119-06 
15th  Avenue,  southeast  corner,  Block  4073,  Lots  22  and  47, 
College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  Anna  M.  Rippe  and  Johanna  Rippe. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  May  11,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  June  1,1971 ;  then  to  June  29,  1971 ;  then  to 
July  6,  1971  ;  then  to  July  13,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  January  11,  1971,  acting  on  Alt.  Applic.  121/1970, 
reads : 

“1.  The  extension  of  a  Building  Housing  Use  Group 
17  into  a  Residential  Zone  (R4)  is  not  permitted  as  of 
right.  (Art.  II  Z.  R.) 

(There  is  no  criterion  for  bulk  for  a  U.  G.  17  Bldg, 
in  a  Residential  Zone).” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  factory  and  warehouse  extending  into  the  residence 
district,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  January  25, 
1971,’  4  sheets,  and  “July  9,  1971,”  2  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


646-70-BZ 

APPLICANT — Abraham  Grossman  for  Sentry  Storage 
Warehouse  Incorporated,  owner. 

SUBJECT — Application  October  26,  1970 — appeal  from  a 
decision  of  the  Borough  Superintendent,  under  Sections 
72-01  (b)  and  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R8  district,  in  an  existing  five  story  building,  the  change 
in  occupancy  of  the  second,  third  and  fourth  floors  to  a 
depository  for  the  storage  of  office  record. 

PREMISES  AFFECTED — 406-408  West  45th  Street,  south 
side,  100  feet  west  of  Ninth  Avenue,  Block  1054,  Lot  37, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Abraham  Grossman. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  28,  1970,  acting  on  Alt.  Applic.  567/1970, 
reads : 

“C-l.  Change  from  ‘Public  garage  for  pleasure  cars’ 
Use  Group  8  to  ‘Depository’  Use  Group  10  not  per¬ 
mitted  in  an  R8  Zoning  District  according  to  Section 
52-34  Zoning  Resolution.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practi¬ 
cal  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R8  District  in  an  existing  5-story  building 
the  change  in  occupancy  of  the  second,  third  and  fourth 
floors  to  a  depository  for  the  storage  of  office  records,  on 
condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  October  26,  1970,” 
8  sheets;  “June  7,  1971,”  1  sheet,  and  on  further  condition 
that  the  building  be  sprinkled  in  accordance  with  the  rules 
and  regulations  applicable  and  all  laws,  rules  and  regula- 
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tions  be  complied  with  and  substantial  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  application. 


99-71-BZ 

APPLICANT— Stanley  A.  Applebaum  for  Kenneth  I. 
Wilpon,  owner. 

SUBJECT— Application  February  19,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  an 
automobile  sales  and  service  establishment  with  accessory 
parking  and  storage  in  the  open  area. 

PREMISES  AFFECTED— 4420  Hylan  Boulevard,  south 
side,  from  Lyndale  Avenue  to  Preston  Avenue,  Block  5409, 
Lot’  19,  Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . • .  0 

Absent :  Commissioner  Klein  .  1 


112-71-BZ 

APPLICANT— Harry  Soled  for  Rabbi  Mendel  Horowitz, 
owner. 

SUBJECT— Application  March  2,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  R7-1  district,  the  construc¬ 
tion  and  maintenance  of  a  non- transient  parking  lot. 
PREMISES  AFFECTED— 232  East  18th  Street,  west  side, 
300  feet  north  of  Beverly  Road,  Block  5121,  Lot  24,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Josef  Friedman  and  Rabbi  Mendel  Horo¬ 
witz. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . _ . . .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  July  6,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  July  13,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  25,  1971,  acting  on  Alt.  Applic.  2027/1970, 
reads : 

“1.  Proposed  public  parking  lot  Use  Group  No.  8 
located  in  R7-1  is  contrary  Section  22-10  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  finds  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  that  the  applicant 


is  entitled  to  relief  on  grounds  of  practical  difficulty  and/or 
unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  the  variance 
in  the  Zoning  Resolution  and  the  application  be  and  hereby 
is  granted  for  a  term  of  5  years,  under  Section  72-21  of  the 
Zoning  Resolution  to  permit  in  an  R7-1  District  the  construc¬ 
tion  and  maintenance  of  a  non-transient  parking  lot  on  condi¬ 
tion  that  all  work  conform  to  drawings  filed  and  marked 
“Received  May  20,  1971,”  2  sheets,  and  “March  2,  1971,” 
1  sheet,  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with  and  substantial  construction  be  completed 
within  one  year  from  date  of  this  resolution. 


APPLICANT — Abe  Silverman  for  Darke  Chaim,  owner. 

SUBJECT — Application  March  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  erection  of 
a  six  story  day  care  center  that  exceeds  the  permitted  lot 
coverage,  penetrates  the  sky  exposure  plane  and  encroaches 
on  the  required  rear  yard. 

PREMISES  AFFECTED— 282  to  284  East  3rd  Street, 
south  side,  141.2  feet  east  of  Avenue  C.  Block  372,  Lot  14, 
Borough  of  Manhattan. 


For  Applicant :  Abe  Silverman. 

For  Opposition;  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
Julv  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  8,  1971,  acting  on  N.  B.  Applic.  75/1970, 
reads ; 

“4.  Proposed  Bldg,  is  excessive  in  lot  coverage  as 
per  Section  24-11  Z.  R. 

6.  Proposed  Bldg,  penetrates  the  sky  exposure  plane 
as  per  Section  24-522  Z.  R. 

7.  30  ft.  rear  yard  required  as  per  Section  24-36 
Z.  R.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district  the  erection  of  a  six-story  day  care  center  that  ex¬ 
ceeds  the  permitted  lot  coverage,  penetrates  the  sky  exposure 
plane  and  encroaches  on  the  required  rear  yard  on  condition 
that  all  work  shall  conform  to  drawings  marked  “Received 
March  7,  1971,  4  sheets,”  and  all  laws,  rules  and  regulations 


119-71-BZ 


APPEARANCES— 


THE  VOTE— 


and 


and 


774 


MINUTES 


be  complied  with  and  substantial  construction  be  completed 
within  two  years  from  the  date  of  this  resolution. 


157-71-BZ 

APPLICANT — Leo  D.  Fakler  for  James  Romanclli,  owner. 
SUBJECT — Application  March  17,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-1  district,  the  erection 
of  a  one  story  and  cellar  medical  building  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leo  Fakler. 

For  Opposition :  Councilman  Arthur  Katzman  and  As¬ 
semblyman  Frederick  Schmidt. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  THE  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  11,  1971,  acting  on  N.  B.  Applic.  23/1971,  reads: 

“1.  Proposed  front  yard  is  contrary  to  Sec.  24-34 
Z.  R. 

2.  Proposed  side  yards  are  contrary  to  Sec.  24-35 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  b,  c  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  11,  1971  acting  on  new  building  application 
23/1971  Objections  Nos.  1  and  2  be  and  it  hereby  is  affirmed 
and  that  the  application  be  and  it  hereby  is  denied. 


158-71-A 

APPLICANT — Leo  D.  Fakler  for  James  Romanelli,  owner. 
SUBJECT — Application  March  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  building  accessi¬ 
bility  for  wheelchairs. 

PREMISES  AFFECTED — 85-07  Woodhaven  Boulevard, 
southeast  corner  of  85th  Avenue,  Block  8886,  Lot  52, 
Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leo  Fakler. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  . 

Absent:  Commissioner  Klein  .  1 


162-71-BZ 

APPLICANT — Larry  Meltzer  for  George  Figliolia,  owner, 
SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  cosmetics  and  toilet¬ 
ries  manufacturing  establishment. 

PREMISES  AFbECTED — 109  to  115  3rd  Street,  north  side, 
40  feet  west  of  Bond  Street,  Block  461,  Lots  42  and  44, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

lor  Opposition:  Ralph  A.  Jazquez,  Anna  Gargano  and 
Concetta  Di  Guiseppi. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

TLIE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971 ;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  16,  1971,  acting  on  Alt.  Applic.  19/1971, 
reads : 

“1.  The  proposed  construction,  in  an  R6  District, 
of  a  one  story  enlargement  to  a  two  story  building  occu¬ 
pied  as  ‘factory  (manufacture  of  cosmetics  and  toilet¬ 
ries) — Use  Group  #17',  with  the  entire  premises  to  be 
continued  to  be  occupied  for  such  purposes,  is  contrary 
to  Section  22-00,  Section  52-22,  and  Section  52-41  of  the 
Zoning  Resolution. 

2.  The  proposed  construction  of  an  enlargement  to 
a  non-conforming  use  for  which  there  are  no  bulk,  load¬ 
ing,  or  parking  requirements  must  be  submitted  to  the 
Board  of  Standards  and  Appeals  for  their  consider¬ 
ation.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  one-story  enlargement  to  an  exist¬ 
ing  cosmetics  and  toiletries  manufacturing  establishment,  on 
condition  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  March  18,  1971,”  6  sheets, 
and  “July  9,  1971,”  one  sheet;  on  further  condition  that  all 
unused  mechanical  equipment  be  removed  from  the  roof ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


172-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Glenwood  Estates, 
owner. 
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SUBJECT— Application  March  24,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  on  a  plot  with  a 
six  story  multiple  dwelling,  the  reduction  in  lot  size  that 
increases  the  degree  of  non-compliance  in  floor  area  ratio, 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED— 80-35  Springfield  Boulevard, 
northeast  corner  of  Grand  Central  Parkway,  Block  7912, 
Lot  2,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

For  Opposition:  Mrs.  Albert  Smith. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  2,  1971,  acting  on  Alt.  Applic.  50/1971,  reads: 

“4M — As  the  existing  bldg,  is  non-complying  as  to 
the  min.  open  space  required,  max.  floor  area  permitted 
and  density  (lot  area  per  room)  the  proposed  decrease 
in  the  size  of  the  existing  lot  would  increase  the  degree 
of  non-compliance  contrary  to  Sec.  11-112,  23-141,  23-222 
and  Sec.  54-31  of  the  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  on  a  plot  with  a  six-story  multiple  dwelling,  the 
reduction  in  lot  size  that  increases  the  degree  of  non-compli¬ 
ance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  March  24,  1971,” 
6  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


173-71-BZ 

APPLICANT — A.  H.  Salkowitz  for  Roosevelt  Savings 
Bank  of  The  City  of  New  York,  owner. 

SUBJECT — Application  March  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
of  an  accessory  parking  lot  for  an  adjoining  bank. 

PREMISES  AFFECTED— 224-14  Union  Turnpike,  south 
side,  100.01  feet  east  of  Springfield  Boulevard,  Block  7912, 
Lot  30,  Queens  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger. 

For  Opposition:  Mrs.  Albert  Smith. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1971,  acting  on  Alt.  Applic.  51/1971,  reads : 

“1.  Proposed  public  parking  lot,  Use  Group  8,  in  a 
R3-2  District  is  contrary  to  Sec.  22-00  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  construction  of  an  accessory  parking  lot  for  an 
adjoining  bank,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  March 
4,  1971,”  2  sheets,  and  “July  7,  1971,”  one  sheet  ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


APPLICANT— McGee  and  Morsellino  for  John  S.  Bucalo 
and  Virginia  Bucalo,  owner,  Claire  Coat  Corporation, 

lessee. 

SUBJECT— Application  April  2,  1971—  decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution  to  permit  in  an  R6  district,  the  erection 
of  a  two  story  building  for  use  as  a  clothing,  manufactur¬ 
ing  establishment  with  retail  facilities  and  with  accessory 
parking  and  loading  in  the  open  area. 

PREMISES  AFFECTED— 385  Seneca  Avenue,  northwest 
corner  of  Stanhope  Street,  Block  3426,  Lots  1,  2,  4,  6  and 
46,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . • .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  15,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  6,  1971,  then  to  July  13,  1971 ;  and 


194-71-BZ 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  16,  1971,  acting  on  N.  B.  Applic.  164/1971,  reads: 

“1-  Proposed  construction  of  New  Bldg,  for  clothing 
mfg.  Use  Group  17,  and  accessory  off-street  parking, 
and  loading  and  unloading  in  an  R6  district  constitutes  a 
non-conforming  use,  thus  contrary  to  Section  21-00  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district,  the  erection  of  a  two-story  building  for  use  as  a 
clothing  manufacturing  establishment,  and  with  accessory 
parking  and  loading  in  the  open  area,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  ‘‘Received  April  2,  1971,”  3  sheets,  “April  22,  1971,” 
one  sheet,  “June  28,  1971,”  one  sheet,  and  “July  9,  1971,”  one 
sheet ;  on  further  condition  that  the  premises  be  mechanically 
ventilated,  with  all  windows  and  other  openings  facing  lot 
lines  to  be  kept  closed  at  all  times ;  that  the  hours  of  opera¬ 
tion  be  restricted  to  from  7  :00  A.M.  to  7 :00  P.M. ;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


252-71-BZ 

APPLICANT — A.  H.  Salkowitz  and  Jack  and  Toby  Pearl- 
stein,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  story  front  and  rear  enlargement  to  an  existing  auto¬ 
mobile  accessory  store  with  installation  and  repairs. 
PREMISES  AFFECTED — 190-18  Northern  Boulevard, 
south  side,  262.42  feet  west  of  192nd  Street,  Block  5513, 
Lot  22,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Carl  Heimberger  and  Jack  Pearlstein. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2,  1971,  acting  on  Alt  Applic.  476/1970,  reads: 

“1.  The  extension  of  an  existing  non-complying 
building  and  non-conforming  use  (sale  and  installation 
of  Auto-Tops  and  Seat  Covers)  including  sale  of  auto¬ 
mobile  accessories,  including  simonizing,  shampooing, 
and  minor  motor  vehicle  repairs  with  hand  tools  only, 


and  accessory  parking  in  a  Residence  R3-2  Use  District 
is  contrary  to  Section  22-00  and  23-00  of  the  Zoning 
Resolution. 

2.  Since  there  are  no  applicable  use  and  bulk  regula¬ 
tions  for  the  proposed  enlargement  and  extended  uses  in 
an  R3-2  Zone  District,  this  application  is  referred  to  the 
Board  of  Standards  and  Appeals  for  determination. 

3.  Enlargement  of  proposed,  non-conforming  use  is 
contrary  to  Section  52-41  of  the  Zoning  Resolution. 

4.  Proposed  Structural  Alteration  of  non-conform¬ 
ing  use  is  contrary  to  Section  52-22  of  the  Zoning  Reso¬ 
lution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that^  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  one-story  front  and  rear  enlargement 
to  an  existing  automobile  accessory  store  with  installation 
and  repairs,  for  a  term. of  ten  years  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
Received  May  7,  1971,”  4  sheets,  and  all  laws,  rules  and 
regulations  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 

290-71-BZ 

APPLICANT — Charles  M.  Spindler,  for  L.  B.  Oil  Company, 
owner. 

SUBJECT— Application  May  7,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 113-40  Merrick  Boulevard, 
northwest  corner  of  Linden  Boulevard,  Block  12326,  Lot  21, 
St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  3,  1971,  acting  on  N.B.  Applic.  351/1971,  reads: 

“1.  Increase  in  lot  area  for  Use  Group  16  located 
in  C2-2  within  R3-2  Zone  is  contrary  to  Sec.  32-25  of 
Z.  R.  and  B.  S.  and  A.  approval  Cal.  No.  845-50-BZ. 

2.  The  proposed  new  building  with  Use  Group  16 
located  in  C2-2  within  R3-2  is  contrary  to  Sec.  32-25  of 
Z.  R.  and  B.  S.  and  A.  approval  Cal.  No.  845-50-BZ. 
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3.  The  plan  of  proposed  conditions  of  new  building, 
number  of  pumps,  number  of  tanks,  etc.  are  contrary  to 
B.  S.  and  A.  approval  Cal.  No.  845-50-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district  the  enlargement  in  lot  area  and 
reconstruction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board  on  condition  that  all  work 
shall  conform  to  drawing  filed  with  this  application  marked 
“Received  May  7,  1971,”  4  sheets;  and  all  laws,  rules  and 
regulations  be  complied  with  and  substantial  construction  be 
completed  within  one  year  of  the  date  of  this  resolution. 


ings  marked  “Received  May  25,  1971,”  3  sheets,  and  on 
further  condition  that  the  physical  appearance  of  the  building 
front  be  improved  by  painting  and/or  any  other  means,  that 
all  laws,  rules  and  regulations  be  complied  with  and  sub¬ 
stantial  construction  be  completed  within  1  year  of  the  date 
of  this  resolution. 


Adjourned:  4:45  P.M. 


James  P.  Mulroy,  Secretary 


337-71-BZ 

APPLICANT — Joseph  Schwartz  for  La  Sierra  Service 
Company,  Incorporated,  owner. 

SUBJECT— Application  May  25,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section.  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
three  story  and  basement  building,  the  change  in  occupancy 
of  the  second  floor  from  residential  to  office  use. 
PREMISES  AFFECTED— 149  Rivington  Street,  south  side, 
18.10  feet  west  of  Suffolk  Street,  Block  348,  Lot  14,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  B.  Schwartz,  Howard  Miller  and 
Angel  Fernandez. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan - 4 

Negative: . . . . . . .  ® 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application. on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 

and  . 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  Alt.  Applic.  1392/1970,  reads: 
“C6 — Proposed  change  to  office  use  on  2nd  floor,  in 
R7-2  district  is  not  permitted  as  per  Zoning  Resolution 
22-10.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  i  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-2 
district,  in  an  existing  3-story  and  basement  building,  the 
change  in  occupancy  of  the  second  floor  from  residential  to 
office  use,  on  condition  that  all  work  shall  conform  to  draw- 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  13,  1971,  2  P.M. 

Present:  Chairman  Galvin,  yic.e  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 

621-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Grand  Paradise  Company,  Inc. 
SUBJECT — Application  October  15,  1970 — for  modification 

of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 318  to  330  Grand  Street,  119  to 

131  Havemeyer  Street,  southeast  corner,  265  to  271  South 

1st  Street,  Block  3296,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D.  and  I.  E.  Minkin,  B.  D. 

For  Opposition :  Samuel  Lindenbaum  and  Rubin  Sulsky. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative  : . . .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  15,  1970,  reads : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing:  318  Grand  Street,  Brooklyn,  N.  Y.  Certificate  No. 
113218. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  fire  safety  improvements  in  the  rec¬ 
ommendation  in  the  memorandum  of  July  9,  1971,  from 
Joseph  F.  Connor,  Assistant  Chief  in  Charge,  to  the  Hon. 
Robert  O.  Lowery  for  this  said  premises: 

“1.  Install  an  automatic  fire  detection  system 
throughout  building,  connected  to  an  alarm  company 
supervisory  headquarters.  System  to  be  zoned  so  that 
each  floor  will  register  separately  on  an  indicator  panel 
outside  the  office  on  first  floor. 

2.  Install  an  approved  C02  extinguishing  system  in 
the  hoods  and  ducts  over  stoves  in  kitchens  on  second  and 
fourth  floors. 

3.  Install  a  permanent  door  and  door  frame  as  a 
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secondary  means  of  egress  from  the  dance  hall  on  fourth 
floor.  Door  should  exit  into  the  banquet  hall  near  the 
Havemeyer  Street  wall  in  line  with  the  enclosed  stair¬ 
way  to  Havemeyer  Street. 

4.  Maximum  occupancy  of  floors  in  the  building  will 
not  exceed  the  following: 

a.  Cellar  Heating  Unit  and  Storage 

b.  First  Floor  50  Persons 

c.  Second  Floor  650  Persons 

d.  Third  Floor  360  Persons 

e.  Fourth  Floor  440  Persons.” 

that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 


369-71-A 

APPLICANT — George  Fuchs  for  Reiner-Kaiser  Associates, 
owner. 

SUBJECT — Application  June  1,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED — 71-10  Greenway  Terrace,  south¬ 
east  corner  of  71st  Avenue,  Block  3253,  Lot  62,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1971  on  Alt.  Applic.  812-65,  reads: 

“18M — Retention  of  existing  wood  oak  panelling  on 
existing  masonary  block  walls  in  1st  story  public  hall 
and  lobby  and  wood  oak  railing  on  ornamental  stair  in 
lobby  (means  of  egress)  of  a  fireproof  Class  I  building  is 
contrary  to  Sec.  101  subd.  2  M.  D.  L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  condition. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  May  18,  1971  acting  on  Alt.  App.  812-65 
Objection  No.  18M  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  conform  to  drawings  marked  “Received  June  1,  1971,”  11 
sheets,  and  on  further  condition  that  two  coats  of  fire  resistive 
paint  approved  by  the  Board  of  Standards  and  Appeals  be 
applied  to  the  interior  frame  in  accordance  with  this  approval 
and  that  all  laws, 'rules  and  regulations  shall  be  complied 
with. 


412-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  4033  Third  Avenue 
Corporation,  owner,  New  York  City  Health  and  Hospitals 
Corporation,  lessee. 

SUBJECT — Application  June  14,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  use  of  a  garage  in  a  non- 
fireproof  building. 

PREMISES  AFFECTED — 4033  Third  Avenue,  east  side, 
100.97  feet  north  of  East  174th  Street,  Block  2922,  Lot  54, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


^  Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative : .  o 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1971  on  Alt.  Applic.  215-71,  reads: 

“2.  Use  of  a  2  story  non-fireproof  building  as  factory 
and  garage  is  contrary  to  Section  C26-254.  of  A.  C.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  8,  1971  acting  on  Alteration  App.  215-71 
Objection  No.  2  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  hereby  ,  is  granted  on  condition  the  building 
shall  conform  to  drawings  marked  “Received  June  10,  1971,” 
2  sheets,  and  “June  18,  1971,”  1  sheet,  and  that  all  law’s,  rules 
and  regulations  applicable  shall  be  complied  with. 

321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED — 1232  to  1256  East  80th  Street, 
north  side,.  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Robert  Haack. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  continued  hearing  at  the  request  of  the  applicant. 


414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  I.  E.  Minkin,  B.  D. 

For  Opposition:  Clement  Pecic. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
2  P.M.  for  continued  hearing. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 


MINUTES 


APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition :  S.  A.  Caradonna. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2  P.M. 
for  continued  hearing  at  the  request  of  the  owner ;  Fire 
Department  concurs. 


226-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  John  H.  Thatcher  and  William  Rlliot. 
ACTION  OF  BOARD— Laid  over  to  September  8,  1971,  at 
2  P.M.  for  continued  hearing. 


PREMISES  AFFECTED— 2290  to  2294  3rd  Avenue,  west 
side,  43  feet  south  of  East  125th  Street,  Block  1773,  Lot  o7, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Morton  D.  Stone  and  Peter  Claman. 
ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.M.,  for  continued  hearing. 


274-71-A 

APPLICANT— George  J.  Sole  for  Rao  Construction  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT— Application  April  30,  1971— appeal  froma  deci¬ 
sion  of  the  Borough  Superintendent  re-  class  III  Building 
office,  egress. 

PREMISES  AFFECTED — 737  to  739  Second  Avenue  west 
side,  74.0J4  feet  south  of  East  41st  Street,  Block  920,  Lot 
3?  33  Borouerh  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Charles  Rao  and  George  J.  Sole. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.M.,  for  continued  hearing. 


228-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  2  P.  M.  for  continued  hearing. 


235-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Sidney  Lippin. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971,  at 
2  P.M.,  for  re-inspection  by  the  Board  in  conjunction  with 
the  Fire  Department. 


236-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Castega  Realty  Corporation. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 


284-71-A 

APPLICANT— I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 
SUBJECT— Application  May  6,  1971— appeal _  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquified  natural  gas  tanks,  etcetera. 

APPEARANCES— 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  July  20,  1971,  at  2 
P.M.  for  decision  as  to  reopening  of  hearing. 


326-71-A 

APPLICANT— William  H.  Byrne  for  The  Prudential  In¬ 
surance  Company  of  America,  owner,  Abraham  and  Straus 
Division  of  Federated  Department  Stores,  Incorporated, 
lessee. 

SUBJECT— Application  May  19,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  exit  doors  and 
panic  bolts. 

PREMISES  AFFECTED— 159  to  177  Schermerhorn  Street, 
south  side,  200  feet  west  of  Livingston  Street,  178  to  192 
Livingston  Street,  Block  164,  Lot  20,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  H.  Byrne. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  continued  hearing. 


338-71-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Burin  Realty  Company,  Incorporated,  owner. 

SUBJECT— Application  May  25,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  alteration  of  a 
catering  establishment. 

PREMISES  AFFECTED— 318  to  330  Grand  Street,  south¬ 
east  corner  of  Havemeyer  Street,  119  to  131  Havemeyer 
Street  and  265  to  271  South  First  Street,  Block  2396, 
Lot  1,  Borough  of  Brooklyn. 
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MINUTES 


APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum  and  Rubin  Sulsky. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  decision. 


428-71-A 

APPLICANT — Joseph  Pell  Lombardi  for  The  Townhouse 
Restoration  Company  of  New  York,  owner. 

SUBJECT — Application  June  17,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  increase  of  building 
height  to  four  story  and  basement,  arrangement  of  living 
room,  cellar  apartment. 

PREMISES  AFFECTED — 113  West  78th  Street,  north 
side,  184.0  feet  west  of  Columbus  Avenue,  Block  1150,  Lot 
25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi  and  Michael  Hollandro. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.  for  continued  hearing. 


472-71-A 

APPLICANT — Harry  Meltzer  for  Sure  Fire  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  2,  1971—  appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  class  111  Building, 
egress. 

PREMISES  AFFECTED— 257  to  267  West  117th  Street, 
north  side,  225  feet  east  of  8th  Avenue,  Block  1923,  Lot  10, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Harry  Meltzer,  B.  T.  Gaither,  Lloyd  E. 
Dickens  and  Burton  Jackson. 

ACTION  OF  BOARD — Laid  over  to  July  20,  1971,  at  2 
P.M.,  for  continued  hearing. 

Adjourned  :  6 :55  P.M. 

James  P.  Mulroy,  Secretary 
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NOT1C 


WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  oromptly ;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Tuly  20 
1971,  Affecting  Calendar  Numbers — 


Francis  V.  Madigan 

43-34-BZ 

280-71-BZ 

348-71-BZ 

William  A.  Nolan 

77-70-BZ 

299-71-BZ 

349-71-BZ 

152-71-BZ 

308-71-BZ 

351-71-BZ 

Commissioners.  400-7 1-BZ 

316-71-BZ 

354-71-BZ 

87-70-BZ — Vol.  II 

317-71-A 

377-71-BZ 

71-71-BZ 

327-71-BZ 

386-71-BZ 

95-71-BZ 

328-71-A 

399-71-BZ 

118-71-BZ 

329-71-BZ 

403-71-BZ 

221-71-BZ 

Solomon  Sheer,  P.  E.,  Director 
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Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

fELEP  HONE— 566-5 1 74. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  July 
20,  1971,  Affecting  Calendar  Numbers — 


39-56-SA 

384-71-SA 

284-71-A 

82-56-SA 

385-71-SA 

324-71-A 

139-58-SM 

427-71-SM 

326-71-A 

436-58-SA 

430-71-SM 

338-71-A 

176-61-SM 

794-63-SA 

372-71-A 

67-63-SM 

838-62-SM 

413-71-A 

140-63-SA 

839-62-SM 

428-71-A 

755-64-SM 

840-62-SM 

472-71-A 

195-65-SM 

926-62-SM 

479-71-A 

799-65-SA 

1017-62-SM 

321-70-A 

880-67-SA 

780-63-SA 

623-70-A 

381-69-SA 

865-63-SA 

223-71-A 

522-69-SA 

431-71-SA 

229-71-A 

603-70-SA 

135-70-A 

230-71-A 

97-71-SA 

506-70-A 

232-71-A 

306-71-SM 

233-71-A 

234-71-A 

307-71-SM 

236-71-A 

323-71-A 

370-71-SM 

265-71-A 

135-70-A 

382-71-SA 

274-71-A 

Minutes  of  Special  Meeting,  Thursday  Morning,  July  29, 
1971,  Affecting  Calendar  Number — 135-70-A. 

Warning  Notice. 
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CALENDAR 


DOCKET 

N ezv  Cases  Filed  up  to  July  20,  1971 


Cal.  No. 


Dept. 


Premises  A  ffected 

491-71-BZ — B.Bx. — 211  to  225  La  Fontaine  Avenue, 
west  side,  entire  block  558  to  560  East  181st  Street,  and 
2120  Quarry  Road,  Block  3062,  Lots  6,  9,  21,  Borough  of 
The  Bronx,  N.  B.  450,  523-69,  re-  early  childhood  center, 
R7-1  district. 


504-71-BZ— B.B.— 2824-40  West  20th  Street,  west  side, 
175  feet  south  of  Neptune  Avenue,  and  2831  to  2839  West 
21st  Street,  Block  7018,  Lot  18,  Borough  of  Brooklyn, 
N.  B.  138-67,  re-  enlargement  of  second  floor  into  re¬ 
quired  rear  yard,  Ml-2  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B.  Department 
of  Buildings.  Brooklyn;  B.M.— Department  of  Buildings.  Manhattan: 
BO — Department  of  Buildings,  Queens;  B  R.— Department  or  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. 
Health  Department;  F.D. — Fire  Department. 


492-71-BZ _ B.Q. — 90-15  Queens  Boulevard,  northeast 

corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37,  3S, 
47,  69,  59,  18,  100,  Rego  Park,  Borough  of  Queens,  N.  B. 
72-71,  re-  proposed  shopping  mall,  C4-2  district. 


493-71-A — B.Q. — 90-15  Queens  Boulevard,  northeast 
corner  of  90th  Street,  Blocks  1859,  1860,  Lots  25,  37,  38, 
47,  69,  59,  18,  100,  Rego  Park,  Borough  of  Queens,  N.  B. 
72-71,  re-  escalators,  C4-2  district. 


494-71-SM— Southern  Extrusions,  Incorporated,  sus¬ 
pended  acoustical  ceilings,  manufactured  by  Southern 
Extrusions,  Material. 


495-7 1-A—F.D.— Packaging  of  a  flammable  mixture 
known  as  “Carter’s  Rubber  Cement”  in  4.3  ounces  poly 
vinyl  chloride  plastic  container  not  in  compliance  with 
the  regulations  of  the  Administrative  Code. 


496-7 1-BZ — B.B. — 2402  to  2414  Neptune  Avenue,  south¬ 
east  corner  of  West  42th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn,  Alt.  No.  866-71,  re-  proposed 
enlargement,  change  of  occupancy  from  offices  and 
retail  stores  to  manufacturing  of  textiles,  R5  district. 


497-7 1-BZ — B.B. — 27  to  35  Dean  Street,  and  104  to  118 
Boerum  Place,  northwest  corner,  Block  279,  Lots  1,  5, 
Borough  of  Brooklyn,  Alt.  No.  1404-70,  re-  enlarge¬ 
ment  of  textile  factory,  R6  district. 


498-71-SM — Johns-Manville  Sales  Corporation,  Roof 
coverings-organic  and  asbestos,  manufactured  by  Johns- 
Manville  Sales  Corporation,  Material. 


499-71-SM — Union  Carbide  Corporation,  UCAR  con¬ 
crete  resin  4C  pumping  aid  for  concrete,  manufactured 
by  Union  Carbide  Corporation,  Material. 


500-71-A — F.D. — B.Bx. — 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78, 
Borough  of  The  Bronx,  F.  D.  letter  of  7/19/71,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


501-71-BZ — B.Q. — 78-11  51  Avenue,  north  side,  42.24 
feet  east  of  Hillyer  Street,  Block  2493,  Lot  3,  Borough 
of  Queens,  Alt.  No.  563-71,  re-  proposed  change  from 
automobile  repair  shop  to  commercial  vehicle  storage 
and  minor  repairs,  C2-2  mapped  in  R4  district. 


SEPTEMBER  8,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  _  of  a  public  hearing 
Wednesday  morning,  September  8,  1971,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

561-40-BZ— Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Getty  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  12,  1971- 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  business  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
laundry  (non-automatic),  motor  vehicle  repairs,  storage 
and  sale  of  accessories  and  office. 

PREMISES  AFFECTED— 367-377  Kings  Highway,  and 
1750-1760  West  3rd  Street,  northwest  corner,  Block  6653, 
Lots  27,  31  and  32,  Borough  of  Brooklyn. 


65-48-BZ— Vol.  II 

APPLICANT— Harry  Soled  for  800  Coney  Island  Avenue 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  20,  1971 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  and  business 
use  district,  maintenance  of  existing  building  uses  and  to 
relocate  the  body  and  fender  work,  painting,  spraying, 
wheel  alignment  to  the  center  building,  and  to  relocate  the 
storage  of  auto  parts  from  center  building  to  proposed 
mezzanine  in  the  northerly  building,  and  to  install  minor 
adjustments  for  car  department  in  northerly  building,  and 
to  cut  a  door  in  the  most  southerly  wall  of  the  building 
and  use  adjoining  vacant  portion  of  plot  for  the  parking  of 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 790-816  Coney  Island  Avenue, 
east  side,  260  feet  8 V&  inches  south  of  Cortelyou  Road. 
Block  5393,  Lots  21,  25,  27  and  93,  Borough  of  Brooklyn. 


502-71-BZ— B.B. — 902  East  84th  Street,  southwest  corner 
of  Flatlands  Avenue,  Block  8020,  Lot  38,  Borough  of 
Brooklyn,  Alt.  No.  2031-70,  re-  alteration  of  present 
store  and  two  family  dwelling,  R-5  district. 


503-71-A — B.B. — 902  East  84th  Street,  southwest  corner 
of  Flatlands  Avenue,  Block  8020,  Lot  38,  Borough  of 
Brooklyn,  Alt.  No.  2031-70,  re-  extension  and  enlarge¬ 
ment  of  a  class  4  building,  R-5  district. 


497-56-BZ 

APPLICANT— William  J.  Lubic  for  Michael  De  Matteo, 

owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  lot  for  parking  of  more  than  5  motor  vehicles. 

PREMISES  AFFECTED— 294-296  East  3rd  Street,  soutli 
side,  277  feet  east  of  Avenue  C,  Block  372,  Lots  20  and  21, 
Borough  of  Manhattan. 
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160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 

Laid  over  from  June  29,  1971,  for  hearing. 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  the 
open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

Laid  over  from  July  20,  1971,  for  continued  hearing. 


325-71-BZ 

APPLICANT — Goldwater  and  Flynn  for  Realties  Equities 
Columbus  Circle  Corporation,  owner. 

SUBJECT  Application  May  18,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-01  (b)  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-6  district,  on  an  existing  44  story 
office  building,  previously  before  the  Board,  the  installa¬ 
tion  of  electric  signs  that  exceed  the  height  above  curb 
level  and  encroaches  on  the  distance  to  a  public  park. 

PREMISES  AFFECTED — 15  Columbus  Circle,  entire  block, 
1834  to  1850  Broadway,  1-6  West  61st  Street,  1-12  Central 
Park  West,  Block  1113,  Lot  29,  Borough  of  Manhattan. 


345-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Blue  Drop  Realty, 
owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  and  basement  building,  the  conversion 
of  the  doctors’  offices  to  apartments  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED — 173-175  Hicks  Street,  northeast 
corner  of  Love  Lane,  Block  236,  Lots  78  and  79,  Borough 
of  Brooklyn. 

I  _ 

171-71-BZ 

\PPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under  con¬ 
struction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 


PREMISES  AFFECTED — 590  to  596  East  183rd  Street 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lots  16 
and  17,  Borough  of  The  Bronx. 

375-71-BZ 

■APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT  Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict..  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

PREMISES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough  of 
Brooklyn. 

379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 


153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec- 
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tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two.  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 


157-70-BZ — Vol.  II 

APPLICANT— McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72^21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two.  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  8,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  afternoon,  September  8,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

1905-BZY — Vol.  VII — B.  Bx.  2666  Netherland  Avenue, 
N.  B.  1482-60. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


414-70-A 

APPLICANT— John  T.  O’Neill.  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES— Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 


226-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Young  Men’s  Christian  Associ¬ 
ation  of  Greater  New  York. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 


623-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970— for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 


230-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Murray  Weiner. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 


232-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Irving  Borenstein. 

SUBJECT— Application  April  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

234-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT— Application  April  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


223-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

373-71-A 

APPLICANT — Fred  W.  Raffo  for  G.  Constantinades, 
owner. 

SUBJECT— Application  June  3,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 
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PREMISES  AFFEC  I  ED — 60  \\  inant  Place,  southwest 
corner  of  Kreisher  Street,  Block  7408,  Lot  25,  Charleston, 
Borough  of  Richmond. 


387-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT  Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 289  Hillside  Terrace,  southeast 
corner  of  Hvlan  Boulevard,  Block  5201,  Lot  1,  Great  Kills 
Borough  of  Richmond. 


388- 71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT  Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 291  Hillside  Terrace,  east  side, 
2/.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68, 
Great  Kills,  Borough  of  Richmond. 

389- 71-A 

,  APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT— Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 295  Hillside  Terrace,  east  side, 
51.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 


390- 71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  ATFECTED — 297  Hillside  Terrace,  east  side, 
76.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65, 
Great  Kills,  Borough  of  Richmond. 

391- 71-A 

\PPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

’REMISES  AFFECTED — 301  Hillside  Terrace,  east  side, 
100.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64, 
Great  Kills,  Borough  of  Richmond. 


192-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT— Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

’REMISES  AFFECTED — 303  Hillside  Terrace,  east  side. 
125.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  63, 
Great  Kills,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  14,  1971,  10  A.M. 

NO  I  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
I  uesday  morning,  September  14,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters: 

21-52-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  1,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
undei  Sections  7 f ,  7e  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  and  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  minor  repairs  (hand  tools  only),  auto  laundry, 
non-automatic,  office,  storage  and  sales  of  auto  accessories, 
parking  for  more  than  5  cars  waiting  to  be  serviced. 
PREMISES  AFFECTED — 379-389  Kings  Highway  and 

t  "iG63  West  3rd  Street-  northeast  corner,  Block  6654, 
Lots  27,  39  and  40,  Borough  of  Brooklyn. 


222-54-BZ 

APPLICANT — Eugene  Krai  for  95-26  Sutphin  Boulevard 
Corporation,  owner. 

SUB  JECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  7,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7f  and  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district  the  parking  and 
storage  of  motor  vehicles  of  patrons  and  employees  of 
adjoining  building,  loading  and  unloading  with  a  business 
entrance  (curb  cut). 

PREMISES  AFFECTED — 95-25  Waltham  Street,  east  side, 
150  feet  north  of  97th  Avenue,  Block  10026,  Lots  35,  37 
and  39,  Jamaica,  Borough  of  Queens. 


131-70-BZ— Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as 
Volume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml -4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED — 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47,  and  48,  Borough  of  Manhattan. 

Laid  over  from  July  6,  1971,  for  hearing. 


153-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

SUBJECT — Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14, 
Borough  of  Brooklyn. 
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268-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT— Application  April  29,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair  shop 
extending  into  the  R4  district. 

PREMISES  AFFECTED— 28  to  32  Marginal  Street  West, 
west  side,  154.11  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 


279-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Kings  County 
Lafayette  Trust  Company,  owner. 

SUBJECT— Application  May  4,  1971— decision  of  the 

Borough  Superintendent,  under  Section  72-01  (b)  of  the 
Zoning  Resolution,  to  permit  in  a  C5-2  district,  the  main¬ 
tenance  of  an  illuminated  non-flashing  sign  for  a  bank. 

PREMISES  AFFECTED— 200  Montague  Street,  south 
side,  125  feet  west  of  Court  Street,  Block  250,  Lot  39, 
Borough  of  Brooklyn. 


311-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Thomas  Butera, 
owner. 

SUBJECT— Application  May  14,  1971— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  reduc¬ 
tion  in  floor  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED— 1901  to  1911  Cropsev  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5, 
Borough  of  Brooklyn. 


331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT— Application  May  21,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  on  a  plot 
presently  developed  with  an  automobile  sales  lot,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 


332-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 

SUBJECT— Application  May  21,  1971 — decision^of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district  the  erec¬ 
tion  of  a  four  story  intermediate  school  that  encroaches  on 
the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn. 


311-70-BZ 

APPLICANT— David  L.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner. 


SUBJECT— Application  May  21,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 
tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED— 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  14,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  September  14,  1971,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT— Application  October  22,  1969— Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


228-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


229-71- A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— V.  Camac  and  G.  Greenblat. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 974  to  978  Morris  Park  Avenue, 
southeast  corner  of  Radcliff  Avenue,  Block  4101,  Lot  1, 
Borough  of  The  Bronx. 


146-70-A 

APPLICANT— Gustave  Zipser  for  Concord  Glazing  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT— Application  March  18,  1970— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  corn- 
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bustible  mixture  known  as  Concord  Caulking  Compound 
packaged  in  spiral  wound  paper  cartridges  (containers  not 
in  accordance  with  the  Administrative  Code). 


121-71-A 

APPLICANT — Charles  M.  Spindler  for  28  Fulton  Street 
Corporation,  owner. 

SUBJECT — Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Sprinkler  system. 

PREMISES  AFFECTED — 28-44  Fulton  Street,  southeast 
corner  of  Elizabeth  Street,  Block  202,  Lots  1  and  9,  Bor¬ 
ough  of  Brooklyn. 


285-71-A 

APPLICANT — Sol  Feinberg  for  Premium  Coal  and  Oil 
i  Company,  owner. 

SUBJECT — Application  May  7,  1971 — appeal  from  a  decision 
i  of  the  Fire  Commissioner  re-  transportation  of  fuel  oil  in 
tank  trucks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 

|  _ 

341-71-A 

APPLICANT — American  Can  Company,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 

PREMISES  AFFECTED — 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 


425-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  nut 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 


426-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT— Application  June  16,  1971 — filed  pursuant  to 
Section  36.  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 


442-71-A 

APPLICANT — Michael  W.  Frudakis  for  Warren  E.  Davis, 
owner ;  Arthur  Kotick,  lessee. 

SUBJECT — Application  June  23,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress  and  stair¬ 
way. 

PREMISES  AFFECTED — 57  Murray  Street,  north  side, 
50.7J4  feet  east  of  West  Broadway,  Block  133,  Lot  13, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  21,  1971,  10  A.M. 

NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  21,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

565-69-BZ 

APPLICANT — Hector  Ferreras  for  Virginia  Van  Daley, 
owner. 

SUBJECT  Application  September  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  the  maintenance 
of  a  one  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED — 155  Weed  Avenue,  northwest 
corner  of  Clayboard  Street,  Block  4040,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT  Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 

222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  d/b/a  Sound  Associates,  Incorporated,  owner. 

SUBJECT  Application  April  13,  1971 — -decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  enlargement  in 
area  of  the  first  floor  of  an  existing  four  story  building  and 
the  change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED — 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 

277-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 

detto,  owner. 

SUBJECT— Application  May  5,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  with  an 
existing  used  car  lot,  the  erection  of  a  one  story  building 
for  use  as  an  automobile  repair  shop. 

I  REMISES  AFFECTED — 204-10  Northern  Boulevard 
south  side,  30.81  feet  east  of  204th  Street,  Block  7301,  Lot 
9,  Bayside,  Borough  of  Queens. 


355-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  or  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 
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356- 71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 

357- 71-BZ 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southeast  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 


358-71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southwest  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 


359-71-BZ 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district  in  an  accessory  parking  facility  to  a  housing  de¬ 
velopment  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 


360-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 


361-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue.  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 


362-71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 


363-71-BZ 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— decision  of  the 
Borough  Superintendent,  under  Section  60,  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5145,  Lot  51,  Borough  of 
The  Bronx. 


364- 71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5135,  Lot  51,  Borough  of 
The  Bronx. 

365- 71-A 

APPLICANT— Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 99  Einstein  Loop  North,  south¬ 
east  corner  of  Hutchinson  River  Parkway,  Block  5135,  Lot 
210,  Borough  of  The  Bronx. 


366-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 2099  Bartow  Avenue,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  100, 
Borough  of  The  Bronx. 


367-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 99  Dreiser  Loop  East,  south¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  500, 
Borough  of  The  Bronx. 


152-71-BZ 

APPLICANT — Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner ;  Isaak  Papadopoulos, 
lessee. 

SUBJECT — Application  March  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 

Hearing  closed. 


THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  21,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  September  21,  1971,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT  Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 

SUBJECT — Application  May  18,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 

410-71-A 

APPLICANT — The  Barcolene  Company,  owner. 

SUBJECT — Application  June  11,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  Cloud  Nine  Windshield  Washer  Anti- 
Freeze  in  one  gallon  plastic  bottle  with  tight  metal  screw 
cap  not  in  compliance  with  the  regulations  of  the  Adminis¬ 
trative  Code  of  New  York  City. 


PREMISES  AFFECTED — 460  to  474  Knickerbocker  Ave¬ 
nue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 


447-71-A 


APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES-Ester  Evers  Realty,  Incorpo- 


S  -a  ~ AppI,catlon  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

^rFr^^ES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 


THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  28,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  28,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


317-64-BZ — Vol.  II 

APPLICANT  Herman  Sands  for  Heingartner  Associates 
Incorporated,  owner. 

SUBJECT— Application  reopened  June  22,  1971  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargement 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED — 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685 
Lot  34,  Borough  of  Brooklyn. 


444- 71-A 

APPLICANT — Sol  Feinberg  for  Duncan  Petroleum  Trans¬ 
port,  Incorporated,  owner. 

SUBJECT  Application  June  24,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tanks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 

445- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Allied  Storage  Warehouse  Cor¬ 
poration. 

SUBJECT— Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 4268  to  4270  Third  Avenue, 
east  side,  55  feet  north  of  East  178th  Street,  Block  3061,’ 
Lot  3,  Borough  of  The  Bronx. 


446-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
DWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 


249-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Stanley  S.  Kil- 
burn,  owner. 

SUBJECT— Application  April  19,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 207-22  Northern  Boulevard 
206-35  to  206-49  45th  Road,  south  side,  350  feet  west  of 
Oceania  Street,  Block  7305,  Lots  19,  47,  48,  Bayside,  Bor¬ 
ough  of  Queens. 


407-71-BZ 

APPLICANT— Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT— Application  June  11,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 
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463-71-BZ 

APPLICANT— William  Weinpahl. 

SUBJECT— Application  June  30,  1971— decision  of  the  Bor- 
ough  Superintendent,  under  Section  72-21  of  the.  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 


470-71-BZ 

APPLICANT— Aaron  Halpern  for  Alstores  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  6,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  at  an  accessory 
parking  facility  for  a  department  store,  the  installation  of  a 
sign  that  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED— 163-27  Archer  Avenue,  north- 
east  corner  of  New  York  Boulevard,  Block  10151,  Lot  oj, 
Jamaica,  Borough  of  Queens. 


492-71-BZ 

APPLICANT _ McGee  and  Morsellino  for  Ohrbach’s,  In¬ 

corporated,  and  Federated  Department  Stoies,  Incorpor¬ 
ated,  owners. 

SUBJECT— Application  July  15,  1971— decision  of  the  Bor- 
ouorh  Superintendent,  under  Section  72-21  of  the.  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  a 
retail  shopping  facility  with  an  accessory  parking  facility 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 90-15  Queens  Boulevard,  north- 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 


SEPTEMBER  28,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  28,  1971,  at  2  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

431-71-SA 

APPLICANT— American  Standard  Inc— Bedpan  cleaner. 
182-59-SM 

APPLICANT— Permacel  Company,— Ribbon  Dope  Thread 
Sealant. 


347-64-SA 

APPLICANT— Harper  Electric  Furnace  Corp.— Harper 
Hump  Mesh  Belt  Sintering  Furnace  &  Atmosphere  Gas 
Flow  Control  Panel. 


117-70-SA 

APPLICANT— I  T  T  Nesbitt,— Direct  Fired  Make-up  Air 
Units. 


397-70-SA 

APPLICANT— Thomas  P.  Crinnion,  P.  E.  for  the  Wing 
Co.  Div.  of  Aero-Flow, — Wing  Thermo-Shield  Combina¬ 
tion  Heater. 


428-70-SA 

APPLICANT— Aerovent  Fan  Company,  Inc.,— Aerovent 
Door  Air  Heaters. 


576-70-SM 

APPLICANT — E.  I.  du  Pont  de  Nemours  &  Co.,— Corian 
one  piece  vanity  top  and  bowl. 


493-71-A 

APPLICANT— McGee  and  Morsellino  for  Ohrbach’s,  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpor¬ 
ated,  owners. 

SUBJECT— Application  July  15,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED— 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 


611-70-BZ 

APPLICANT— Lama  &  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application,  October  9,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED— 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lott  377,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 

THOMAS  F.  GALVIN,  Chairman 


67-71-SM 

APPLICANT— Zeston,  Inc.,— Pre-Molded  Hi-Lo  Temp 
Insulated  P.  V.  C.  Finish  Fitting  Covers. 


289-71-SA 

APPLICANT — Larry  Castellano  for  Gerosa  Crane  Service 
Inc.,— Crane  Boom  Indicator  and  Alarm  System. 


432-71-SM 

APPLICANT— Bethlehem  Steel  Corporation,— Open  and 
Closed  Swaged  Wire  Rope  Sockets. 


235-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 
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402-71- A 

APPLICANT — Max  Siegel  Associates  for  Atlantic  Hard¬ 
ware  and  Supply  C  Corporation,  owner. 

SUBJECT — Application  June  10,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  ATFECTED — 3080  Hull  Avenue,  east  side,  100 
feet  south  of  204th  Street,  Block  3332,  Lot  30,  Borough  of 
The  Bronx. 


436-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Hardy  Street,  southwest 
corner  of  Waverly  Place,  Block  638,  Lot  44,  Stapleton, 
Borough  of  Richmond. 


437-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In- 
|  corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 62  Waverly  Place,  south  side, 
125  feet  west  of  Hardy  Street,  Block  638,  Lot  38,  Staple- 
ton,  Borough  of  Richmond. 


438-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 34  Hardy  Street,  west  side,  51 
feet  south  of  Waverly  Place,  Block  638,  Lot  47,  Stapleton, 
Borough  of  Richmond. 


439-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


1  REMISES  AFFECTED — 30  Hardy  Street,  west  side 
26.50  feet  south  of  Waverly  Place,  Block  638,  Lot  46, 
Stapleton,  Borough  of  Richmond. 


440-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Waverly  Place,  south  side, 
100  feet  west  of  Hardy  Street,  Block  638,  Lot  39,  Staple- 
ton,  Borough  of  Richmond. 


441-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 36  Hardy  Street,  west  side, 
75.50  feet  south  of  Waverly  Place,  Block  638,  Lot  49, 
Stapleton,  Borough  of  Richmond. 


448-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — The  Salvation  Army  Incor¬ 
porated. 

SUBJECT — Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 1771  Andrews  Avenue,  south¬ 
west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING  JULY  20,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  July  6,  1971,  were  approved 
as  printed  in  the  Bulletin  of  July  15,  1971,  Vol.  56,  No.  28. 

43-34-BZ 

APPLICANT— Hurley,  Kearney  &  Lane  for  Salvatore 
Costanzo  and  Rose  Costanzo,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  July  19, ,  1971 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  21  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station. 
PREMISES  AFFECTED— 6522-6524 — 13th  Avenue,  north¬ 
west  corner  of  66th  Street,  Lot  46,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  Murphy. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . . .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  20,  1938,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  20, 
1938,  as  amended  through  July  19,  1966,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  July  19,  1971, 
to  permit.  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  966-32) 


77-70-BZ 

APPLICANT — Aaron  Halpern  for  W.  T.  Jackson,  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  15,  1971 
—decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution;  permitting  in  an  R5  district,  on  a  plot  with  a 
multiple  dwelling,  the  installation  of  an  outdoor  accessory 
swimming  pool  that  encroaches  on  the  minimum  distance  to 
a  lot  line. 

PREMISES  AFFECTED — 1820  Everdell  Street,  northwest 
corner  of  Greenport  Road,  Block  15563,  Lot  56,  Far  Rocka- 
way,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  Russo  and  Joseph  Pokart. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N egative  :  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  16,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  16, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  by  Oc¬ 
tober  1,  1971.”  (N.  B.  540-63) 

152-71-BZ 

APPLICANT— Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner ;  Isaak  Papadoloulos, 
lessee. 

SUBJECT— Application  March  15,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
two  story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED— 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  F.  Nolan. 

For  Opposition:  Josephine  and  Leo  Carollo. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1971, 
at  10  A.M.,  for  decision.  Hearing  previously  closed. 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrangement 
of  a  shopping  center  with  accessory  parking  in  the  open 
area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

For  Administration:  James  Healy,  Asst,  to  Borough  Pres¬ 
ident. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
10  A.M.,  for  continued  hearing. 


87-70-BZ— Vol.  II 

APPLICANT — Buckley  and  Kisseloff  for  Staten  Island 
Small  Cars,  owner. 

SUBJECT — Application  reopened  as  Volume  II  May  25, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  11-412  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2 
district,  the  enlargement  in  area  of  an  existing  automobile 
sales  and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 1855  Hylan  Boulevard,  250 
Naughton  Avenue,  southwest  corner  and  40  Joyce  Street, 
Block  3548,  Lot  18,  Grant  City,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant :  Samuel  J.  Kisseloff,  Leonard  J.  Caruselle, 
Bernard  Muckle,  Paul  Buberwak,  Louis  Caravone  and 
Roy  Garlisi. 

For  Opposition :  Eugene  Saven. 

RECOMMENDATION  OF  THE  COMMUNITY 

BOARD — No  recommendation  received. 

AC  I  ION  Ob  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  q 

Absent :  Commissioner  Klein . 1 

THE  RESOLUTION— 

t  a  Public  hearing  was  held  on  this  application  on 

July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin: 
and  ’ 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  April  14,  1971,  acting  on  Alt.  Applic.  41/1971,  reads : 

1.  Proposed  enlargement  of  automobile  service  area 
district  is  contrary  to  the  provisions  of  Section 
52-40  of  the  Zoning  Resolution.” 
and 

V  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
■  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
i  hercby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  a  Cl -2  District  the  enlargement  in  area  of  an  existing 
automobile  sales  and  service  esttablishment  previously  before 
the  Board  on  condition  that  all  work  shall  conform  to  draw- 

1071  „  od  )Vlth  this  aPphcation,  marked  “Received  April  29, 

/ 1  ,  <S  sheets,  and  on  further  condition  that  fencing  and 
plant  screening  be  continued  along  Joyce  Street  and  the 
west  property  line,  that  all  paint  spray  work  be  immediately 
terminated  ;  all  testing  of  cars  be  done  inside  the  building  by 
mechamcal  means;  and  all  body  work  cease  by  October  21 
19/1,  that  two  hydraulic  lifts  at  the  rear  of  the  premises  be 
removed  and  all  laws,  rules  and  regulations  be  complied  with 
and  substantial  compliance  be  made  within  one  year  of  the 
date  of  this  resolution. 


71-71-BZ 


APPLICANT— Joseph  Pell  Lombardi  for  John  Wolfson 
owner;  Joseph  Pell  Lombardi,  lessee. 

^b^JhiCT— Applic^ion  February  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  conver- 
sion  of  an  existing  three  story  and  basement  building  to 
i  offices. 

^REMISES  AFFECTED-120  East  38th  Street,  south 
side  l53.6  feet  west  of  Lexington  Avenue,  Block  893,  Lot 
79,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  Lombardi,  John  Wolfson  and  M 
I  Honanoer. 

For  Opposition :  None. 

RECOMMENDATION  of  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

The  vote  to  grant— 

Affirmative:  .  g 

Negative:.  Chairman  Galvin.  Vice  Chairman  Becker, 
Commisisoner  Madigan  and  Commisioner  Nolan  ...  4 

Absent:  Commissioner  Klein  .  \ 


THE  RESOLUTION— 

a  W.HonKfoWa  prublic  hearins  was  held  on  this  application  on 
April  „u,  19/1,  after  due  notice  by  publication  in  the  Bulletin  • 
ia:d  over  to  May  18,  1971 ;  then  to  July  13,  1971 ;  then  to  July 

Whereas,  the  decision  of  the  Borough  Superintendent, 
tkned  January  6,  1971,  acting  on  Alt.  Applic.  1328/1970,  reads: 

■  ^‘h~9vfbce-rs’  6,  is  not  a  permitted  use  in  a 

Residence  District.  Z.  R.  32-10.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  c  and  e  under 
Section  /w-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 

XT ,C  rJlnnUary  ?’■  lVl  ?CtJng  on  Alt  APP-  1 328/70  Objection 
i  °‘  WT  be  an,d  *  hereby  is  affirmed  and  that  the  application 
be  and  it  hereby  is  denied. 


95-71-BZ 


APPLICANT— McGee  and  Morsellino  for  Estate  of  Dave 
Simon,  owner,  c/o  Robert  H.  Black,  Douglaston  Golf 
Range,  Executor. 

SUBJECT— /Application  February  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Rl-2  district,  the  erection 
oi  a  six  story  multiple  dwelling  that  exceeds  the  per¬ 
mitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  and  accessory  parkins 
encroaches  on  the  required  yard  and  penetrates  the  sky 
exposure  plane. 

^SES  AKFECTED-44-30  Douglaston  Parkway, 
S“l  f  j  72.48  feet  north  of  Northern  Boulevard,  Block 
>  (D_,  Lots  33,  56,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

F°and  Ro&rt  HJbKP'  Morsenino’  Herbert  A- 
For  Opposition :  Walter  Barthold. 

Ro^°KKENDATI0N  0F  THE  COMMUNITY 
BOARD— Opposed  to  the  application. 

ACIION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan  4 

Negative:  .  ^ 

Absent :  Commissioner  Klein  . l 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  1,  1971,  after  due  notice  by  publication  in  the  Bulletin- 
laid  over  to  June  22,  1971;  then  to  July  6,  1971;  then  to  July 

,  }^H??IrAS’  tbe.  d,e5i?*on  tbe  Borough  Superintendent, 
dated  February  1,  1971,  acting  on  N.  B.  Applic.  1778/1969 

“1M — Proposed  six  story  multiple  dwelling  not  per¬ 
mitted  in  a  Rl-2  Zone  and  is  contrary  to  Sec.  22-11 
Z.  R. 

2M — Floor  Area  Ratio  exceeds  that  permitted  in 
Rl-2  Zone  contrary  to  Sec.  23-141  Z.  R. 

3M — Open  Space  Ratio  provided  is  less  than  that 
required  contrary  to  Sec.  23-141  Z.  R. 

4M— Lot  Area  per  Dwelling  Unit  is  less  than  that 
required  contrary  to  Sec.  23-221  Z.  R. 

5M— Portion  of  bldg,  and  fire  escapes  located  within 
required  20'  front  yards  and  contiguous  to  side  lot  lines 
contrary  to  Sec.  23-45  and  Sec.  23-461  Z.  R 
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6M— Bldg,  penetrates  sky  exposure  plane  contrary 

to  Sec.  23-631  Z.  R.  ,  .  ,  ,  , 

7M— Parking  provided  is  less  than  ttie  10 ifi/o  ot 

dwelling  units  contrary  to  Sec.  25-23  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ,  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Rl-2 
district,  the  erection  of  a  six-story  multiple  dwelling  that 
exceeds  the  permitted  floor  area,  ratio,  has  less  than  the 
required  open  space  ratio,  lot  area  per  room  and  accessory 
parking,  encroaches  on  the  required  yard  and  penetrates  the 
sky  exposure  plane,  on  condition  that  all  work  shah  conform 
to  drawings  filed  with  this  application  marked  Received 
February  19,  1971,”  8  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


118-71-BZ 

APPLICANT— Vincent  S.  La  Ganga  for  Dr.  Suppo,  owner. 
SUBJECT— Application  March  4,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  73-125  and  73-11 
(g)  of  the  Zoning  Resolution,  to  permit  in  a  R2  district 
the  enlargement  in  area  of  an  existing  medical  offices 
building  that  will  exceed  the  limitation  on  floor  area. 
PREMISES  AFFECTED— 299  Guyon  Avenue,  northwest 
corner  of  Hylan  Boulevard,  Block  4301,  Lot  1,  Oakwood, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Vincent  S.  La  Ganga. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . . . .  0 

Absent:  Commissioner  Klein .  1 


TRE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1971;  then  to  July  20,  1971; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  5,  1971,  acting  on  Alt.  Applic.  288/1970, 

reads:  . 

“1.  Proposed  extension  of  Community  Facility,  is 
contrary  to  area  limitations  of  Section  22-14  of  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-11  (g)  and  73-125  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Rer- 
mit  under  Sections  73-11  (g)  and  73-125  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R2  District  the  enlargement  in  area 
of  an  existing  medical  office  building  that  will  exceed  the 
limitation  on  floor  area,  on  condition  that  all  work  conform 
to  drawings  filed  with  application,  marked  ‘‘Received  March 
4,  1971,”  7  sheets,  and  that  all  laws,  rules  and  regulations 
be  complied  with  and  substantial  construction  be  completed 
within  one  year  of  the  date  of  this  resolution. 


221-71-BZ 

APPLICANT— Henri  A.  LeGendre  for  City  of  New  York 
Board  of  Education,  owner. 

SUBJECT— Application  April  8  i?71— decision  of  the 

Borough  Superintendent,  under  Sections  72-21  and. /3-041 
of  the  Zoning  Resolution,  to  permit  in  an  R2  district,  the 
enlargement  in  area  of  a  public  school  that,  encroaches  on 
the  required  front  yard  and  rear  yard  equivalent. 
PREMISES  AFFECTED— 171-11  35th  Avenue,  west  side, 
172nd  Street  and  east  side  of  171st  Street,  block  front, 
Block  5256,  Lot  1,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Henri  A.  Le  Gendre.  .  . 

For  Opposition:  Eugene  Isaacson  and  Luzio  Fanwa. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative :  . . . . .  . 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin, 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  9,  1971,  acting  on  Alt.  Applic.  1546/1969,  reads: 
“1.  In  an  R2  district  front  yard  on  172nd  Street  is 
less  than  15'-0"— which  is  contrary  to  Section  24-34  ot 
the  Zoning  Resolution. 

2.  In  an  R2  district  rear  yard  (with  special  provi¬ 
sion  for  through  lots)  is  less  than  60'  feet;  a  min.  depth, 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R2  district,  the  enlargement  in  area  of  a  public  school 
that  encroaches  on  the  required  front  yard  and  rear  yard 
equivalent  on  condition  all  work  conforms  to  drawings  filed 
with  this  application,  marked  “Received  April  8,  1971,”  5 
sheets;  and  that  all  laws,  rules  and  regulations  be  complied 
with  and  substantial  construction  be  completed  within  one 
year  of  the  date  of  this  resolution. 
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280-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner;  Walmerc  Realty  Company,  Incorporated,  lessee. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction 
of  an  automotive  service  station  with  accessory  uses  pre¬ 
viously  before  the  Board. 

PREMISES  AFFEC  1'ED — 148-12  Rockaway  Boulevard, 
southeast  corner  of  148th  Street,  Block  12103,  Lots  25,  35, 
39,  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

1  THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  20,  1971;  and 
V  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  5,  1971,  acting  on  N.  B.  Applic.  296/1971,  reads: 

.“!•  The  proposed  extension  in  area  of  the  existing 
service  station  plot  and  the  erection  of  a  new  building  on 
a  plot  located  in  a  C2-2  in  an  R3-2  Zoning  District  is 
not  in  accordance  with  B.  S.  &  A.  Cal.  #1086/48  B.  Z. 
Refer  to  B.  S.  &  A.  per  11-41  A.  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
,  spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution,  to 
permit  in  a  C2-2  district  the  enlargement  in  lot  area  and  the 
,  reconstruction  of  an  automotive  service  station  with  accessory 
uses  previously  before  the  Board  on  condition  all  work  con¬ 
form  to  drawings  filed  marked  “Received  April  30,  1971,”  3 
sheets  and  “July  12,  1971,”  one  sheet,  on  further  condition  that 
the  curb  cut  on  Rockaway  Blvd.  be  located  a  distance  of  40 
i  feet  from  _  the  intersection  of  149th  Street  and  Rockaway 
Blvd.  in  lieu  of  the  15  feet  as  shown  on  the  plan  and  all 
!  applicable  laws,  rules  and  regulations  be  complied  with  and 
substantial  construction  be  completed  within  one  year  from 
.  the  date  of  this  resolution. 

299-71-BZ 

1  APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
:  Young  for  Staten  Island  Mall,  owner. 

|  SUBJECT — Application  May  12,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C4-1  district,  the  installation  of  an  off-size 
accessory  sewage  treatment  plant  for  a  proposed  shopping 
center. 

l  PREMISES  AFFECTED — 26  Richmond  Hill  Road,  south 
i  side,  190  feet  east  of  Richmond  Avenue,  Block  2400,  Lot  77, 
New  Springville,  Borough  of  Richmond. 


APPEARANCES— 

Tor  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

AC  I  ION  Ob  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent :  Commissioner  Klein .  1 


308-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-11  and 
73-14  of  the  Zoning  Resolution,  to  permit  in  an  R6  district, 
the  erection  of  a  five  story  telephone  exchange  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  encroaches  on  the  required  rear  yard 
equivalent  and  side  yard. 

PREMISES  AFFECTED — 49  to  73  Meserole  Street,  north¬ 
east  corner  of  Lorimer  Street,  and  48  to  68  Scholes  Street, 
Block  3041,  Lots  1,  8,  27,  30,  31,  33,  35  and  36,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn,  D.  O.  Pringle,  J.  L. 

Mitschang,  L.  Katz  and  Gene  Erlaland. 

For  Opposition:  Abraham  G.  Gerges  and  Carol  Bernstein. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  20,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  6,  1971,  acting  on  N.  B.  Applic.  395/1970,  reads: 

“1.  The  proposed  construction  of  a  Telephone  Ex¬ 
change  building  in  R6  District  requires  a  Special  Permit 
from  the  Board  of  Standards  and  Appeals  per  Section 
22-21  Z.  R. 

2.  The  proposed  construction  exceeds  the  permitted 
Floor  Area  Ratio  for  R6  District  and  is  contrary  to  Sec¬ 
tion  23-142  Z.  R. 

3.  The  proposed  construction  has  less  than  minimum 
required  Open  Space  Ratio  for  R6  District  and  is  con¬ 
trary  to  Section  23-142  Z.  R. 

4.  The  proposed  construction  in  an  R6  District 
without  provision  for  a  rear  yard  equivalent  is  contrary 
to  Section  23-533  Z.  R. 

5.  The  proposed  construction  of  a  non-residential 
building  in  the  R6  District  with  a  7'-2",  at  grade,  and  a 
2'-l,  at  fourth  floor  level,  open  area  along  a  side  lot 
line  is  contrary  to  Section  23-464  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  72-21,  73-11  and  73-14  of  the  Zoning  Resolution  and 
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that  the  applicant  is  therefore  entitled  to  relief  on  the 
grounds  of  practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution  and  grants  a  Special 
Permit  under  73-11  and  73-14  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district  the  erection  of  a  5-story  telephone 
exchange  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  encroaches  on  the 
required  rear  yard  equivalent  and  side  yard,  on  condition 
that  all  work  conform  to  drawings  filed  and  marked  “Received 
May  4,  1971,”  13  sheets,  and  that  all  laws,  rules  and  regula¬ 
tions  be  complied  with  and  substantial  construction  be  com¬ 
pleted  within  one  year  of  the  date  of  this  resolution. 


316-71-BZ 

APPLICANT— Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT— Application  May  18,  1971— decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  and  R6  district,  the  erec¬ 
tion  of  a  three  story  school  that  exceeds  the  permitted  lot 
coverage  and  encroaches  on  the  required  rear  yard. 
PREMISES  AFFECTED— 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lots  36,  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

For  Administration:  Samuel  Bodin,  Dept,  of  Parks. 
ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  20,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1971,  acting  on  N.  B.  Applic.  113/1971,  reads: 
“1.  Provide  a  30  feet  rear  yard  as  per  24-36  Z.  R. 
2.  The  proposed  school  building  exceeds  the  max¬ 
imum  lot  coverage  allowed  under  24-11  Z.  R.  in  a  R6 
Zone.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in  the 
record  supports  the  findings  required  to  be  made  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
rants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R5 
and  R6  District  the  erection  of  a  3-story  school  that  exceeds 
he  permitted  lot  coverage  and  encroaches  on  the  required 
rear  yard,  on  condition  that  all  work  conform  to  drawings 


filed  with  application,  marked  “Received  May  18,  1971,  9 

sheets,  and  all  laws,  rules  and  regulations  be  complied  with 
and  substantial  construction  be  completed  within  one  year  of 
the  date  of  this  resolution,  and  on  further  condition  that  the 
treatment  of  the  30-foot  front  setback  be  in  accordance  with 
department  regulations  and  be  submitted  for  the  approval  of 
the  Parks  Department. 


317-71-A 

APPLICANT— Harry  Soled  for  Talmudical  School  of 
Brooklyn,  AKA  Yeshiva  of  Brooklyn,  owner. 

SUBJECT— Application  May  18,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  wheelchair  access, 
performance  viewing  platform. 

PREMISES  AFFECTED— 1464  Ocean  Parkway,  west  side, 
340  feet  north  of  Avenue  O,  Block  6587,  Lots  36,  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Harry  Soled. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  . . •  •  • .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1971  on  N.B.  Applic.  113-71,  reads: 

“3 — Provides  wheelchair  access  to  the  building  as 
per  C26-601.1(d)  of  the  Administrative  Code. 

4 — Provide  performance  viewing  position  for  per¬ 
sons  using  wheelchairs  as  per  C26-801.7h  of  the  Adm. 
Code.” 

and  _  . 

W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  12,  1971,  acting  on  N.B.  Applic. 
113/71,  Objections  Nos.  3,  4,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conform  to  laws,  rules  and  regulations  of  Calendar 
316-71-BZ  and  be  complied  with. 


327-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-19  of  the  Zoning 
Resolution,  to  permit  in  a  C8-1  and  R3-2  district,  the  erec¬ 
tion  of  a  four  story  intermediate  school  in  the  C8  portion 
of  the  plot. 

PREMISES  AFFECTED — 121-32  Rockaway  Boulevard, 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100, 
South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  Concetta  and  Dominic  Colombo  and  Jaye 
Abenanty. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
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Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  July  13,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  July  20,  1971  ;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1971,  acting  on  N.B.  Applic.  300/1971,  reads: 

1.  A  Public  School,  U.G.  3A  in  a  C8  Zone  is  con¬ 
trary  to  Section  32-00  of  the  Zoning  Resolution, 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-19  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per- 
nut  ‘under  Section  / 3- 1 9  of  the  Zoning  Resolution,  to  permit 
in  a  C8-1  and  R3-2  District  the  erection  of  a  4-story  inter¬ 
mediate  school  in  the  C8  portion  of  the  plot  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation,  marked  “Received  May  20,  1971,”  11  sheets,  on  further 
condition  that:  1.  Prior  to  the  excavation  and  construction  of 
the  school  there  will  be  rat  extermination  on  the  site  2.  That 
a  16- foot  high  chain  link  fence  be  located  on  the  side  lot  with 
an  8-foot  high  screen  hedge  for  privacy  to  protect  the  adjoin¬ 
ing  rear  yards.  3.  That  the  gates  to  the  schoolyard  are  to  be 
locked  when  the  yard  is  not  in  use.  4.  The  playground  lights 
face  away  from  the  rear  of  the  schoolyard  and  have  emer¬ 
gency  school  lighting  equipment  and  comply  with  all  laws, 
rules  and  regulations  and  shall  be  complied  with  and  sub¬ 
stantial  work  be  completed  within  one  year  of  the  date  of  this 
resolution. 


328-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  New  York  City 
Board  of  Education. 

SUBJECT  Application  May  20,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 121-32  Rockaway  Boulevard 
southeast  corner  of  121st  Street,  Block  11714,  Lot  100* 
South  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  q 

Absent :  Commissioner  Klein . .*.....*  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  12,  1971  on  N.  B.  Applic.  300-71,  reads: 

“2.  The  Structure  lies  in  the  bed  of  a  mapped  street 
and  is  contrary  to  Art.  3— Sec.  35  of  the  General  City 
Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  May  12,  197L  acting  on  N.  B.  Applic.  300-71,  Objec¬ 
tion  No.  2  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 


and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  all  work  shall  conform  to  the  requirements  of  Cal.  327- 
71-BZ  and  all  laws,  rules  and  regulations  applicable. 

329-71-BZ 

APPLICANT  Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Peter  Kalikow,  owner. 

SL  EJECT  Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  Cl-5,  Cl-9  and  R8  district,  the  omission  of 
the  required  accessory  parking  for  a  proposed  25  story 
multiple  dwelling. 

I  REMISES  AFFECTED — 1398  to  1402  3rd  Avenue,  west 
side,  50.4  feet  south  of  East  80th  Street,  176  to  178  East 
80th  Street,  Block  1508,  Lots  38,  41,  42,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  20,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  14,  1971,  acting  on  N.  B.  Applic.  6/1971,  reads: 

“A-3  Comply  with  Section  25-241  Z.  R.  for  number 
of  required  parking  spaces.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  Cl-5,  Cl-9  and  R8  District  the  omission  of  the 
required  accessory  parking  for  a  proposed  25-story  multiple 
dwelling,  on  condition  that  all  work  conform  to  drawings 
filed  with  application,  marked  “Received  May  20,  1971,”  5 
sheets,  and  all  laws,  rules  and  regulations  be  complied  with 
and  completed  within  one  year  of  the  date  of  this  resolution. 


348-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  Incor¬ 
porated,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  mapped  street  that  creates 
non-compliance  on  the  proposed  dwelling. 

PREMISES  AFFECTED — 779  Armstrong  Avenue,  south¬ 
east  corner  of  Genesee  Avenue,  Block  5469,  Lot  9,  Great 
Kills,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Stanley  H.  Klein,  Seymour  Sadkin  and 
Michael  Cassino.  _ 

For  Opposition:  Raymond  Clyne,  Enrico  M.  Galietta, 
Augustine  F.  Ficarra,  Philip  G.  Lembo,  Pat  Rulli,  Daniel 
DeLuca,  Michael  Friedman,  Austin  Kenney,  Mary  Quirk 
and  Frank  A.  Cello. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 

THE VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N egative :  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  5,  1971,  acting  on  N.  B.  Applic.  34/1971,  reads: 

“f.“  Proposed  inclusion  of  that  portion  of  a  lot  which 
is  part  of  a  mapped  street  for  purposes  of  determining 
the  lot  area  of  a  zoning  lot  for  zoning  purposes  is  con¬ 
trary  to  Section  12-10  of  the  Zoning  Resolution  for 
buildings : 

N.  B.  34/71 — 779  Armstrong  Ave. 

N.  B.  35/71 — 775  Armstrong  Ave. 

N.  B.  36/71 — 771  Armstrong  Ave. 

N.  B.  37/71 — 767  Armstrong  Ave. 

N.  B.  38/71 — 763  Armstrong  Ave.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  inclusion  of  that  portion  of  the  lot  within  the 
mapped  street  that  creates  non-compliance  on  the  proposed 
dwelling,  on  condition  that  all  work  shall  substantially  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  May  27,  1971,”  6  sheets ;  on  further  condition  that  this 
resolution  applies  to  all  premises  and  new  building  applica¬ 
tions  mention  in  the  objection  of  the  Borough  Superin¬ 
tendent,  dated  May  5,  1971,  acting  on  N.  B.  Application 
34/1971,  Objection  No.  1 ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


349-71-BZ 

APPLICANT — Stanley  H.  Klein  for  Barlow  Homes,  In¬ 
corporated,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  a  mapped  street 
that  creates  non-compliance  on  the  proposed  multiple 
dwelling. 

PREMISES  AFFECTED — 873  Armstrong  Avenue,  north¬ 
east  corner  of  Leverett  Avenue,  Block  5473,  Lot  1,  Great 
Kills,  Borough  of  Richmond, 


APPEARANCES— 

For  Applicant :  Stanley  H.  Klein,  Seymour  Sadkin  and 
Michael  Cassino.  _ 

For  Opposition:  Raymond  Clyne,  Enrico  M.  Galietta, 
Augustine  F.  Ficarra,  Philip  G.  Lembo,  Pat  Rulli,  Daniel 
De  Luca,  Michael  Friedman,  Austin  Kenney,  Mary  Quirk 
and  Frank  A.  Celia. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  ® 

Absent :  Commissioner  Klein  .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  tjpis  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1971,  acting  on  N.B.  Applic.  2855/1969,  reads: 

“1.  Proposed  inclusion  of  that  portion  of  a  lot  which 
is  part  of  a  mapped  street  for  the  purpose  of  determin¬ 
ing  the  area  of  a  zoning  lot  for  zoning  purposes  is  con¬ 
trary  to  Section  12-10  of  the  Zoning  Resolution. 

This  objection  will  also  apply  to  the  following  ap¬ 
plications  : 

N.B.  2849/69 — 793  Armstrong  Ave. 

N.B.  2850/69 — 805  Armstrong  Ave. 

N.B.  2851/69 — 823  Armstrong  Ave. 

N.B.  2852/69 — 835  Armstrong  Ave. 

N.B.  2853/69 — 851  Armstrong  Ave. 

N.B.  2854/69 — 857  Armstrong  Ave. 

N.B.  2856/69 — 885  Armstrong  Ave. 

N.B.  2857/69 — 903  Armstrong  Ave.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  inclusion  of  that  portion  of  the  lot  within  the 
bed  of  a  mapped  street  that  creates  non-compliance  on  the 
proposed  multiple  dwelling,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  May  28,  1971,”  29  sheets;  on  further  condition 
that  this  resolution  shall  apply  to  all  premises  and  new 
building  applications  mentioned  in  the  objection  of  the 
Borough  Superintendent  dated  May  21,  1971,  acting  on  N.B. 
Applic.  2855/1969,  Objection  Number  1;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


351-71-BZ 

APPLICANT — H.  Thomas  Kilburn,  Jr.  for  Humer  Binder 
Company,  Incorporated,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  the  enlargement 
in  area  of  an  existing  automobile  repair  shop  previously 
before  the  Board. 
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PREMISES  AFFECTED — 4423  to  4429  Broadway,  west 
side,  158.9M  feet  south  of  190th  Street,  Block  2180,  Lot 
488,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  H.  Thomas  Kilburn,  Jr.,  Elliott  M.  Glass 
and  Matthew  J.  Binder. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1971,  acting  on  Alt.  Applic.  120/1971,  reads : 

“C2.  Proposed  use  of  Auto  Painting  and  Uphol¬ 
stering  is  contrary  to  original  B.S.  and  A.  Variance 
under  Cal.  #746-49-BZ,  automobile  repair  was  limited 
to  a  ‘light  nature  with  hand  tools  only.’  Refer  back  to 
B.S.  and  A.  for  this  additional  non-conforming  use. 

C4.  No  new  additional  windows  are  permitted  on 
side  lot  line  as  per  B.S.  and  A.  Cal.  #746-49-BZ.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-4  district,  the  enlargement  in  area 
of  an  existing  automobile  repair  shop  previously  before  the 
Board,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  May  28,  1971,” 
5  sheets;  and  “June  15,  1971”  one  sheet;  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


354-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Department  of  Public  Works,  New  York  City 
Police  Department,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  73-49 
of  the  Zoning  Resolution,  to  permit  in  an  Ml -2  district, 
at  a  proposed  3  story,  police  facility,  the  addition  to  the 
uses  to  include  roof  parking  and  the  reduction  in  the 
number  of  accessory  parking  spaces. 

PREMISES  AFFECTED — 59-06  Brooklyn  Queens  Ex¬ 
pressway,  southwest  corner  of  59th  Place,  Block  2344, 
Lot  30,  Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative :  .  o 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  26,  1971,  acting  on  N.  B.  Applic.  205/1971,  reads : 

“1.  Accessory  off-street  parking  spaces  located  on 
a  roof  which  is  immediately  above  a  story  other  than  a 
basement  is  contrary  to  Sec.  44-11  of  the  Zoning  Reso¬ 
lution. 

2.  Parking  provisions  of  82  spaces  is  contrary  to 
Sec.  44-20  of  the  Zoning  Resolution  which  requires  149 
spaces  based  on  submitted  use  group  requirements.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73L49  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-49  of  the  Zoning  Resolution,  to  permit  in 
an  Ml -2  district,  at  a  proposed  three-story  police  facility,  the 
addition  to  the  uses  to  include  roof  parking  and  the  reduc¬ 
tion  in  the  number  of  accessory  parking  spaces,  on  condi¬ 
tion  that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  June  8,  1971,”  9  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


377-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-ll(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R5  dis¬ 
trict,  the  erection  of  a  second  floor  enlargement  to  an 
existing  telephone  exchange  that  encroaches  on  the  required 
rear  yard  and  rear  yard  equivalent  and  the  erection  of  a 
mechanical  equipment  bulkhead  that  exceeds  the  height  of 
the  front  wall. 

PREMISES  AFFECTED — 862  to  886  Liberty  Avenue, 
south  side,  105  to  121  Milford  Street,  370  to  392  Logan 
Street,  Block  4189,  Lot  14,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn,  D.  O.  Pringle,  J.  L. 

Mitschang  and  L.  Katz. 

For  Opposition:  Willie  Milliegn. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: .  o 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  27,  1971,  acting  on  Alt.  Applic.  632/1971,  reads : 
“1.  Proposed  enlargement  of  existing  building  (me¬ 
chanical  bulkhead  on  roof)  in  a  C2-3  in  R5  district  in¬ 
creases  the  degree  of  non-compliance  with  respect  tp 
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max.  height  of  front  wall  and  is  contrary  to  Sect.  33-431 
and  54-31  of  the  Z.R. 

2.  Proposed  enlargement  of  telephone  exchange 
(second  story  addition  and  mechanical  bulkhead)  in¬ 
creases  the  degree  of  non-compliance  with  respect  to 
required  rear  yard  and  rear  yard  equivalent  and  is  con¬ 
trary  to  Section  33-283  and  54-31  of  the  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-1 1  (g)  and  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-1 1(g)  and  73-65  of  the  Zoning  Resolution, 
to  permit  in  a  C2-3  and  R5  district.,  the  erection  of  a  second 
floor  enlargement  to  an  existing  telephone  exchange  that  en¬ 
croaches  on  the  required  rear  yard  and  rear  yard  equivalent, 
and  the  erection  of  a  mechanical  equipment  bulkhead  that 
exceeds  the  height  of  the  front  wall,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  ‘‘Received  May  17,  1971,”  13  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


386-71-BZ 

APPLICANT — Harold  Weinberg  for  Madeline  Lane,  owner. 
SUBJECT — Application  June  8,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
two  story  and  basement  enlargement  and  the  expansion  in 
area  of  an  existing  funeral  establishment  into  an  adjoining 
building  without  the  required  loading  berth. 

PREMISES  AFFECTED— 39  to  41  Putnam  Avenue,  north¬ 
east  corner  of  Downing  Street,  Block  1983,  Lots  78  and 
79,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant;  Harold  Weinberg. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  13,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  20,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1971,  acting  on  Alt.  Applic.  245/1971,  reads: 

“1.  Proposed  extension  of  funeral  establishment, 
Use  Group  No.  7,  a  non-conforming  use  in  an  R6  district 
is  contrary  to  Sec.  52-41  of  the  Z.R. 

2.  Proposed  enlargement  of  funeral  establishment, 
Use  Group  No.  7,  a  non-conforming  use  in  an  R6  district 
is  contrary  to  Sec.  52-41  of  the  Z.R. 

3.  Proposed  structural  alterations  of  a  non-conform¬ 
ing  use  are  contrary  to  Sec.  52-22  of  the  Z.R. 

4.  Provide  loading  berth  as  per  Sec.  36-62  of  the 
Z.  R. 


5.  There  are  no  bulk  regulations  governing  a  non- 
conforming  use  in  an  R6  district.  Proposed  extension  and 
enlargement  of  the  funeral  establishment  shall  be  referred 
to  the  Board  for  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R6  District  the  erection  of  a  two  story  and  basement  enlarge¬ 
ment  and  the  expansion  in  area  of  an  existing  funeral  estab¬ 
lishment  into  an  adjoining  building  without  the  required 
loading  berth,  on  condition  that  all  work  conform  to  draw¬ 
ings  filed  with  this  application,  marked  “Received  June  8, 
1971,”  11  sheets;  “July  9,  1971,”  one  sheet  and  all  laws,  rules 
and  regulations  be  complied  with  and  substantial  construction 
be  completed  within  one  year  of  the  date  of  this  resolution. 


399-71-BZ 

APPLICANT — Lichtner  Associates  for  Florence  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  inclusion 
of  that  portion  of  the  lot  within  the  mapped  street  that 
creates  non-compliance  on  the  proposed  dwelling. 
PREMISES  AFFECTED— 355  Hillman  Avenue,  northwest 
corner  of  Renee  Place,  Block  1597,  Lot  38,  Granitville, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner  and  Julius  Mehrberg. 
For  Opposition:  Daniel  E.  Stoddard,  Jr. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — -Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1971,  acting  on  N.B.  Applic.  668/1971,  reads: 

“1.  Proposed  inclusion  of  that  portion  of  a  lot  which 
is  part  of  a  mapped  street  for  purposes  of  determining 
the  area  of  a  zoning  lot  for  zoning  purposes  is  con¬ 
trary  to  Section  12-10  of  the  Zoning  Resolution. 

This  Objection  also  covers  Block  1597 — Tentative 
Lot  Numbers  40,  41,  42,  43  and  44. 

Note:  This  denial  will  also  be  applicable  to  the 
Plot  Plan  filed  herewith  which  includes : 

“Block  1597 — Lots  45  thru  61,  162  thru  165  and 
Block  1595 — Tentative  Block  1583 — Lots  21  thru  32  and 

35  thru  45 
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Block  1595— Tentative  Block  158-1 — Lots  38  thru  66  and 

1  thru  6  and 
8  thru  12  and 
14  thru  20  and 
22  thru  26  and 

,  28  thru  34” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

\\  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  he  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lieieby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  inclusion  of  that  portion  of  the  lot  within  the 
mapped  street,  oh  condition  that  all  work  shall  substantially 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  June  9,  1971,’  8  sheets;  on  further  condition  that  the 
resolution  shall  apply  to  all  lots  and  tentative  lots  listed  in 
the  objection  of  the  Borough  Superintendent,  dated  June  4 
19/1  acting  on  N.B.  Application  668/1971,  Objection  Num- 
ber  1  ;  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 

403-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  August  Dinger, 
owner,  New  York  Telephone  Company,  lessee. 

SUBJECT — Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-44  and  73-52  of  the 
Zoning  Resolution,  to  permit  in  a  C2-1  and  R3-1  district, 
in  conjunction  with  a  proposed  three  story  telephone  office 
building,  the  reduction  in  the  number  of  accessory  parking 
spaces  and  the  expansion  of  the  accessory  parking  into  the 
residence  portion  of  the  site. 

PREMISES  AFFECTED — 1631  Forest  Avenue,  north  side, 
110.59  feet  west  of  Decker  Avenue,  Block  1065,  Lot  7 
Port  Richmond,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  Oh  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  \  ice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: . ' .  ’  q 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


r  or^'i’jvri  a  ^u^’c  hearing  was  held  on  this  application  on 
Ju  y  _0,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent 
dated  June  7,  1971,  acting  on  N.  B.  Applic.  658/1971,  reads: 

“1.  Proposed  accessory  parking  in  the  C2-1  District 
is  less  than  required  under  Section  36-21  of  the  Zoning 
Resolution  without  a  Special  Permit  by  the  Board  of 
Standards  and  Appeals  under  Section  73-44. 

2.  Proposed  accessory  parking  in  the  R3-1  District 
portion  of  a  zoning  lot  divided  into  C2-1  and  R3-1  Dis¬ 
tricts  is  contrary  to  Section  77-11  of  the  Zoning  Resolu¬ 
tion. 


3.  Proposed  parking  area  accessory  to  a  commercial 
use,  located  within  a  R3-1  zone  is  contrary  to  Section 
22-10  of  the  Zoning  Resolution.” 

and 

\\  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

\\  hereas,  the  Board  has  determined  that  the  evidence  in 
tine  record  supports  the  findings  required  to  be  made  under 
Sections  73-44  and  73-52  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-44  and  73-52  of  the  Zoning  Resolution,  to 
pei  nut  in  a  C2-1  and  R3-1  district,  in  conjunction  with  a  pro¬ 
posed  three-story  telephone  office  building,  the  reduction  in 
the  number  of  accessory  parking  spaces  and  the  expansion  of 
the  accessory  parking  into  the  residence  portion  of  the  site, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  June  10,  1971  ”  6 
sheets,  and  July  13,  1971,”  one  sheet;  on  further  condition 
that  no  overnight  parking  of  trucks  or  other  mechanical 
vehicles  be  permitted  in  that  portion  of  the  accessory  parking 
ot  located,  in  the  residential  district;  that  the  portion  of  the 
lot  consisting  of  79  car  spaces  behind  the  residential  struc- 
tures  on  the  east  and  north  sides  of  the  lot  be  chained  off 
after  7:00  P.  M. ;  that  there  be  no  transient  parking;  that 
all  laws,  rules  and  regulations,  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


Adjourned:  3:15  P.  M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  JULY  20,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 

39-56-SA 

APPLICANT — National  Foam  System  Inc. 
APPEARANCES— 

For  Applicant:  Harold  Junsa  and  Paul  J.  Gillespie. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
39-56-SA— Amendment  to  resolution  as  to  additional  foam 
proportioning  system  and  foam  discharge  nozzle. 

National  Foam  System,  Inc.,  West  Chester;  Pennsylvania, 
requested  that  the  resolution  adopted  December  16,  1958  and 
amended  December  19,  1961  under  Calendar  Number  39-56- 
SA  be  reopened  and  amended  as  to  an  additional  foam  pro¬ 
portioning  system  and  foam  discharge  nozzle. 

PROPOSED  USE:  Foam  proportioning  system  and  foam 
discharge  nozzle. 

DESCRIPTION :  Previously  approved  proportioning  sys¬ 
tems  include  the  Line  Proportioner  and  Round-the  Pump 
Proportioner.  The  additional  proportioning  system  is  the 
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Balanced  Pressure  Proportioner.  The  system  uses  two  orifices, 
one  for  the  water  supply  and  one  for  the  foam  liquid  supply, 
both  discharging  liquid  into  a  common  reduced  pressure  area. 
Both  liquids  are  pumped  through  the  orifices.  The  areas  of 
the  two  orifices  are  designed  to  be  proportional  to  the  flow 
rates  of  water  and  foam  liquid.  This  is  accomplished  by 
providing  equal  pressure  drops  of  up  to  20.  psi  across  both 
orifices.  Because  both  liquids  discharge  into  a  common 
reduced  pressure  area,  the  inlet  pressures  are  equalized. 
Either  a  pressure  regulating  diaphragm  type  valve,  which 
is  installed  in  the  foam  liquid  piping  and  pressure  sensing 
devices,  which  lead  from  the  upstream  side  of  both  orifices 
to  the  diaphragm  valve,  automatically  adjusts  the  foam 
liquid  pressure  to  correspond  to  the  water  pressure ;  or 
pressure  gauges  are  installed  at  the  upstream  side  of  each 
orifice,  and  by  means  of  a  manually  operated  valve  in  the 
foam  liquid  bypass  piping,  the  pressure  on  the  foam  liquid 
gauge  is  adjusted  to  correspond  to  the  water  gauge  pressure. 

Previously  approved  foam  discharge  devices  include  MCS 
Foam  Chambers,  Overhead  Spray  Deflectors,  PW  Nozzles, 
and  RP  Nozzles.  The  additional  device  is  the  MBS-9A 
Nozzle.  The  nozzle  is  designed  to  flood  areas  such  as  pump 
houses  and  engine  rooms  of  hazardous  liquid  locations  and 
dike  areas,  manifold  pits,  and  bilge  areas  of  cargo  ships 
with  foam  discharged  from  the  floor.  Air-O-Foam  solution, 
either  3%  or  6%  is  supplied  to  the  nozzles.  Foam  discharges 
from  the  nozzle  at  low  velocity  from  the  bottom  of  the 
delivery  column,  spreading  swiftly  over  the  entire  floor 
area.  Standard  steel  pipe  and  malleable  iron  fittings  can  be 
used  for  the  delivery  column  and  discharge  outlet. 
INSPECTION  AND  TEST:  The  systems  have  received 
a  certificate  of  approval  from  the  Merchant  Marine  Techni¬ 
cal  Division  of  the  United  States  Coast  Guard. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  16,  1958  and 
amended  December  19,  1961  under  Calendar  Number  39- 
56-SA  be  reopened  and  amended  as  to  an  additional  foam 
proportioning  system,  the  Balanced  Pressure  Proportioner, 
and  an  additional  foam  discharge  device,  the  MBS-9A 
Nozzle,  on  condition  that  the  requirements  of  the.  original 
resolution  and  previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 


controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

.  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


82-56-SA 

APPLICANT— The  Heil  Quaker  Corporation. 

APPEARANCES— 

For  Applicant:  Fred  Bergen. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test. reads: 
82-56-SA — Amendment  to  resolution  as  to  additional  models 

of  forced  air  gas  furnaces.  . 

The  Heil-Quaker  Corporation,  Nashville,  Tennessee,  re¬ 
quested  that  the  resolution  adopted  December  2,  19^8  under 
Calendar  82-56-SA  be  reopened  and  amended  as  to  additional 
models  of  forced  air  gas  furnaces. 

PROPOSED  USE:  Forced  air  gas  furnaces. 
DESCRIPTION :  The  additional  models  of  forced  air  gas 
furnaces  are  as  follows  : 


HEIL  TRADE  NAME 


Forced  Air  Upflow  Furnaces 


Model  Numbers 

GU-60DC 

GU-75DC-4 

GU-75DC-4S 

GU-75MD-3 

GU-75LE-2 

GU-105DD-2 

GU-105DD-2S 

GU-105BD-1 

GU-105AE-1 

GU-105AE-1C 

GU-105AE-1S 

GU-105LF-1 

GU-125DD-2 

GU-125DD-2S 

GU-125BE-1 

GU-125AE-1 

GU-125AE-1C 

GU-135BE-2 

GU-135AF-2 

GU-135AF-2C 

GU-150BE-2 


Type  Gas 


Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Nat. 

or 

LP 

Btu/Hr  Input 

60,000 

75,000 

75,000 

75,000 

75,000 

105,000 

105,000 

105,000 

105,000 

105,000 

105,000 

105,000 

125,000 

125,000 

125,000 

125,000 

125,000 

135,000 

135,000 

135,000 

150,000 


Gas  Control 

Robertshaw  7000BER 
Robertshaw  7000BER 
Robertshaw  7000BER 
Robertshaw  7000BER 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
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Model  Numbers 

Type  Gas 

GU-150AF-2 

Nat.  or  LP 

GU-150AG-2C 

Nat.  or  LP 

GU-175BF-2 

Nat.  or  LP 

GU-175AG-2C 

Nat.  or  LP 

CDGU-75AE-C 

Nat.  or  LP 

CDGU-105AE-C 

Nat.  or  LP 

CDGU-135AE-C 

Nat.  or  LP 

CDGU-135AF-C 

Nat.  or  LP 

GL-75AE 

Nat.  or  LP 

GL-75DC 

Nat.  or  LP 

GL-100AD 

Nat.  or  LP 

GL-100AE 

Nat.  or  LP 

Btu/Hr  Input 

150,000 

150,000 

175,000 

175,000 

75,000 

105,000 

135,000 

135,000 

75,000 

75,000 

100,000 

100,000 


Gas  Control 

Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8243 
Honeywell  V8243 
Robertshaw  7000BER 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 


Above  models  are  similar,  to  previously  approved  models  with  the  exception  of  aesthetics,  improved  controls  and 
burners.  The  burners  are  fabricated  steel  with  slotted  ports  and  are  lint  free.  The  heat  exchanger  sections  are  made  of 
mild  steel,  all  18  ga.  with  the  exception  of  the  above  models  having  final  suffix  “S”  which  are  16  ga.  All  models  with 
tinal  suffix  L  are  coated  in  and  out  with  A-19  high  temperature  ceramic.  All  valves  are  protected  with  100%  safety 
shut-otl.  All  models  are  currently  certified  by  A.  G.  A.  and  are  listed  in  their  Directory. 


Forced  Air  Basement  Type  Gas  Furnaces 


GL-105-BD-2 

Nat. 

or 

LP 

105,000 

GL-105AE-2C 

Nat. 

or 

LP 

105,000 

GL-135BE-3 

Nat. 

or 

LP 

135,000 

GL-135BF-3 

Nat. 

or 

LP 

135,000 

GL-135AF-3C 

Nat. 

or 

LP 

135,000 

GL-150BF-3 

Nat. 

or 

LP 

150,000 

CL-150AF-3C 

Nat. 

or 

LP 

150,000 

GL-175-BF-3C 

Nat. 

or 

LP 

175,000 

GL-175AG-3C 

Nat. 

or 

LP 

175,000 

GL-210-BG-3C 

Nat. 

or 

LP 

210,000 

GL-210BH-3C 

Nat. 

or 

LP 

210,000 

CDGL-105AE-3C 

Nat. 

or 

LP 

105,000 

CDGL-105AE-4C 

Nat. 

or 

LP 

105,000 

CDGL-135AE-3C 

Nat. 

or 

LP 

135,000 

Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Robertshaw  7000BER 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243 


1  he  same  brief  description  following  the  upflow  models  applies  to  the  basement  models  also. 


Forced  Air  Counterflow  Gas  Furnaces 


GC-75DC-3 

Nat.  or  LP 

75,000 

GC-75AE-3 

Nat.  or  LP 

75,000 

GC-75LE-3 

Nat.  or  LP 

75,000 

GC-100MD-2 

Nat.  or  LP 

100,000 

GC-105AE-2 

Nat.  or  LP 

105,000 

GC-105AF-2C 

Nat.  or  LP 

105,000 

GC-135AE-3 

Nat.  or  LP 

135,000 

GC-135AF-3C 

Nat.  or  LP 

135,000 

GC-150AF-3C 

Nat.  or  LP 

150,000 

GC-175AG-3C 

Nat.  or  LP 

175,000 

Robertshaw  7000BER 
Robertshaw  7000BER 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243 
Honeywell  V8243 
Honeywell  V8243 
Honeywell  V8243 


The  same  description  following  the  upflow  models  applies  to  the  counterflow  models  also. 


if 


Forced  Air  Horizontal  Gas  Furnaces 

GH-80DC-2 

Nat.  or  LP 

80,000 

Robertshaw  7000BER 

GH-80AD-2 

Nat.  or  LP 

80,000 

Robertshaw  7000BER 

GH-80LE-2 

Nat.  or  LP 

80,000 

Robertshaw  7000BER 

GH-100MD-2 

Nat.  or  LP 

100,000 

Robertshaw  7000BER 

GH-100AE-2 

Nat.  or  LP 

100,000 

Robertshaw  7000BER 

GH-100LF-2 

Nat.  or  LP 

100,000 

Robertshaw  7000BER 

GH-120AE-2 

Nat.  or  LP 

120,000 

Robertshaw  7000BER 

GH- 1 20LF -2 

Nat.  or  LP 

120,000 

Robertshaw  7000BER 

GH-140AF-2 

Nat.  or  LP 

140,000 

Robertshaw  7000BER 

GH-140LG-2 

Nat.  or  LP 

140,000 

Robertshaw  7000BER 

GH-160AG-2 

Nat.  or  LP 

160,000 

Robertshaw  7000BER 

f 

? 
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SPECIFICATION  H 
CALENDAR  #82-56-SA 
UNDER  SEARS  TRADE  NAME 
Forced  Air  Upflow  Gas  Furnaces 


Model  Numbers 

Type  Gas 

BTU/Hr  Input 

867.764911 

Nat. 

75,000 

867.764951 

Nat. 

75,000 

867.764821 

Nat. 

100,000 

867.77487 

LP 

100,000 

867.764861 

Nat. 

100,000 

867.764831 

Nat. 

125,000 

867.76391 

Nat. 

75,000 

867.77387 

LP 

75,000 

867.76398 

Nat. 

75,000 

867.763822 

Nat. 

105,000 

867.77388 

LP 

105,000 

867.763792 

Nat. 

105,000 

867.763832 

Nat. 

135,000 

867.77389 

LP 

135,000 

867.763842 

Nat. 

150,000 

867.763852 

Nat. 

175,000 

867.76924 

Nat. 

75,000 

867.769222 

Nat. 

105,000 

867.769232 

Nat. 

135,000 

Gas  Control 

Robertshaw  7000BER 
Robertshaw  7000BER 
Honeywell  V8139A 
Honeywell  V8139C 
Honeywell  V8139A 
Honeywell  V8139A 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 


Forced  Air  Basement  Type  Gas  Furnaces 


867.76291 

Nat. 

75,000 

867.762822 

Nat. 

100,000 

867.77287 

LP 

100,000 

867.762832 

Nat. 

125,000 

867.76191 

Nat. 

75,000 

867.761823 

Nat. 

105,000 

867.77187 

LP 

105,000 

867.761833 

Nat. 

135,000 

867.77188 

LP 

135,000 

867.761863 

Nat. 

150,000 

867.76187 

Nat. 

175,000 

867.761854 

Nat. 

210,000 

867.769165 

Nat. 

105,000 

867.769175 

Nat. 

135,000 

Robertshaw  7000  BER 
Honeywell  V8139A 
Honeywell  V8139A 
Honeywell  V8139A 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 


Forced  Air  Counterflow  Gas  Furnaces 


867.766812 

Nat. 

100,000 

Honeywell  V8139A 

867.77687 

LP 

100,000 

Honeywell  V8139A 

867.766822 

Nat. 

125,000 

Honeywell  V8139A 

867.76591 

Nat. 

75,000 

Honeywell  V8139C 

867.765822 

Nat. 

105,000 

Honeywell  V8139C 

867.77587 

LP 

105,000 

Honeywell  V8139C 

867.765832 

Nat. 

135,000 

Honeywell  V8139C 

867.765851 

Nat. 

150,000 

Honeywell  V8139C 

867.765861 

Nat. 

175,000 

Honeywell  V8139C 

WHIRLPOOL  TRADE  NAME 

FORCED  AIR  UPFLOW  GAS  FURNACES 

Forced  Air  Upflow 

Gas  Furnaces 

FSB74-60AR 

Nat.  or  LP 

60,000 

Robertshaw  7000BER 

FSB44-75A-2 

Nat.  or  LP 

75,000 

Robertshaw  7000BER 

FSB74-75A-2 

Nat.  or  LP 

75,000 

Robertshaw  7000BER 

FSB44-75B-1 

Nat.  or  LP 

75,000 

Robertshaw  7000BER 

FSB74-75BR 

Nat.  or  LP 

75,000 

Robertshaw  7000BER 

FSB43-75CR-1 

Nat.  or  LP 

75,000 

Robertshaw  7000BER 

FSB42-105B-1 

Nat.  or  LP 

105,000 

Honeywell  V8139C 

FSB41-105B 

Nat.  or  LP 

105,000 

Honeywell  V8139C 

FSB72-105B-1 

Nat.  or  LP 

105,000 

Honeywell  V8139C 

FSB73-105C 

Nat.  or  LP 

105,000 

Honeywell  V8139C 

FSB43-105CR 

Nat.  or  LP 

105,000 

Honeywell  V8139C 

FSB47-105CR 

Nat.  or  LP 

105,000 

Honeywell  V8139C 
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FVH44-80A 

FVH43-80CR 

FVH44-100B 

FVH43-100DR 

FVH43-120C 

FVH43-120DR 

FVH43-140D 

FVH43-140ER 

FVH43-160ER 


MINUTES 


Model  Numbers 

Type  Gas 

FSB43-105DR 

Nat.  or  LP 

FSB41-125C 

Nat.  or  LP 

FSB74-125B-1 

Nat.  or  LP 

FSB43-125C 

Nat.  or  LP 

FSB43-125CR 

Nat.  or  LP 

FSB47-125DR 

Nat.  or  LP 

FSB41-135C-1 

Nat.  or  LP 

FSB73-135D-1 

Nat.  or  LP 

FSB43-135DR-1 

Nat.  or  LP 

FSB47-135DR-1 

Nat.  or  LP 

FSB41-150C-1 

Nat.  or  LP 

FSB43-150D-1 

Nat.  or  LP 

FSB43-150ER-1 

Nat.  or  LP 

FSB47-150ER-1 

Nat.  or  LP 

FSB41-175D-1 

Nat.  or  LP 

FSB43-175E-1 

Nat.  or  LP 

FSB47-175ER-1 

Nat.  or  LP 

FSL41-105B-1 

Nat.  or  LP 

FSL43-105C-1 

Nat.  or  LP 

FSL45-135C-2 

Nat.  or  LP 

FSL47-135DR-2 

Nat.  or  LP 

FSL45-175D-2 

Nat.  or  LP 

FSL47-175ER-2 

Nat.  or  LP 

FSL45-210E-2 

Nat.  or  LP 

Forced  Air  Cou: 

FTC42-75A-1 

Nat.  or  LP 

FTC43-75CR-1 

Nat.  or  LP 

FTC42-100B 

Nat.  or  LP 

FTC43-105C 

Nat.  or  LP 

FTC47-105DR 

Nat.  or  LP 

FTC43-135C-1 

Nat.  or  LP 

FTC47-135DR-1 

Nat.  or  LP 

FTC47-150DR-1 

Nat.  or  LP 

FTC47-175ER-1 

Nat.  or  LP 

Btu/Hr  Input 

105,000 

125,000 

125,000 

125,000 

125,000 

125.000 

135,000 

135,000 

135,000 

135,000 

150,000 

150,000 

150,000 

150,000 

175,000 

175,000 

175,000 

105,000 

105,000 

135,000 

135,000 

175,000 

175,000 

210,000 

Gas  Furnaces 

75,000 

75,000 

100,000 

105,000 

105,000 

135,000 

135,000 

150,000 

175,000 


Forced  Air  Horizontal  Gas  Furnaces 


Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 
Nat.  or  LP 


80,000 

80,000 

100,000 

100,000 

120,000 

120,000 

140,000 

140,000 

160,000 


All  Whirlpool  models  same  as  equivalent  Heil  models  except  for  trade  name. 


Gas  Control 

Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  V8243C 
Robertshaw  7000BER 


Robertshaw  7000BER 
Robertshaw  7000BER 
Honeywell  V8139C 
Honeywell  V8139C 
Honeywell  V8243C 
Honeywell  V8243C 
Honeywell  VS243C 
Honeywell  V8243C 
Honeywell  V8243C 


Robertshaw 

Robertshaw 

Robertshaw 

Robertshaw 

Robertshaw 

Robertshaw 

Robertshaw 

Robertshaw 

Robertshaw 


7000BER 

7000BER 

7000BER 

7000BER 

7000BER 

7000BER 

7000BER 

7000BER 

7000BER 


INSPEC1  ION  AND  TEST:  All  models  are  currently 
certified  b'r  the  American  Gas  Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that^  the  resolution  adopted  December  2,  1958  under 
Calendar  Number  82-56-SA  be  reopened  and  amended  as  to 
additional  models  of  forced  air  gas  furnaces,  listed  above,  on 
condition  that  the  requirements  of  the  original  resolution 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  fantilar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 


ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


809 


MINUTES 


139-58-SM 

APPLICANT — United  States  Mineral  Products  Co. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N  egative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1 39-5 -SM— Amendment  to  resolution  as  to  replacement  of 
asbestos  fireproofing  material  with  asbestos  free  fireproofing 
material. 

United  States  Mineral  Products  Company,  Stanhope,  New 
Jersey,  requested  that  the  resolution  adopted  July  7,  1959 
and  amended  through  May  4,  1965  under  Calendar  Number 
139-58-SM  be  reopened  and  amended  as  to  replacement  of 
asbestos  fireproofing  material  with  asbestos  free  fireproofing 
material. 

PROPOSED  USE:  3  hour  fire  rated  floor  and  ceiling 
assembly. 

DESCRIPTION :  The  assembly  was  approved  in  the  May 
28,  1963  amendment  to  this  Calendar  Number.  It  consists 
of  a  cellular  steel  deck  with  2 J4"  of  reinforced  concrete 
and  a  3  hour  fire  rated  structural  beam.  The  assembly  is 
fireproofed  with  Cafco  Blaze-Shield  Type  D  sprayed  fiber. 
This  fireproofing  contains  asbestos.  The  new  assembly  re¬ 
places  Type  D  with  asbestos  free  Calfco  Blaze-Shield  Type 
D-C/F  sprayed  fiber.  The  exact  formation  of  Type  D-C/F 
is  confidential  and  is  in  the  confidential  file  at  the  Board. 
Type  D-C/F  fiber  is  sprayed  to  the  same  thicknesses  as 
Type  D  fiber.  Type  D-C/F  fiber  varies  in  wet  density  be¬ 
tween  23.5  and  28.9  lbs.  per  cubic  foot  for  thicknesses 
between  y2"  and  2"  as  opposed  to  densities  between  15.6 
and  22.9  lbs.  per  cubic  foot  of  Type  D  fiber. 

INSPECTION  AND  TEST :  Underwriters’  Laboratories 
conducted  a  series  of  small  scale  fire  tests  upon  36"  square 
sections  of  steel  deck  protected  with  various  thicknesses 
between  J4"  and  2"  of  Cafco  Blaze-Shield  Type  D  and  Cafco 
Blaze-Shield  Type  D-C/F  sprayed  fiber.  The  report  (3749, 
69NK4406,  on  file)  concludes  that  the  two  fibers  have  very 
similar  heat  transmission  properties  and  listing  has  been 
extended  to  the  Type  D-C/F  sprayed  fiber  for  floor  and 
ceiling  designes  for  which  the  Type  D  had  been  listed,  and 
which  specify  a  blend  of  fluted  and  cellular  steel  deck  units 
and  normal  weight  concrete. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  7,  1959  and  amended 
through  May  4,  1965  under  Calendar  Number  139-58-SM  be 
reopened  and  amended  as  to  replacement  of  asbestos  fire¬ 
proofing  material,  Cafco  Blaze-Shield  Type  D  sprayed  fiber, 
with  asbestos  free  fireproofing  material,  Cafco  Blaze-Shield 
Type  D-C/F  sprayed  fiber  for  use  on  the  3  hour  fire  rated 
floor  and  ceiling  assembly  consisting  of  a  cellular  steel  deck 
with  2 y2"  of  reinforced  concrete  and  a  3  hour  fire  rated 
structural  beam,  approved  under  the  May  28,  1963  amend¬ 
ment  to  this  Calendar  Number,  on  condition  that  the  re¬ 
quirements  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 


Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards,  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

436-58-SA 

APPLICANT — Tokheim  Corporation. 

APPEARANCES— 

For  Applicant:  A.  Kolenik. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
436-58-SA — Amendment  to  resolution  as  to  additional  motor 
fuel  dispensing  pumps. 

Tokheim  Corporation,  Fort  Wayne,  Indiana,  requested  that, 
the  resolution  adopted  November  18,  1958  and  amended 
through  September  15,  1970  under  Calendar  Number  436- 
58-SA  be  reopened  and  amended  as  to  additional  motor  fuel 
dispensing  pumps. 

PROPOSED  USE:  Motor  fuel  dispensing  pumps. 
DESCRIPTION :  The  additional  pumps  are  Tokheim 
Models  785,  7 93,  and  723  Refueling  Pumps.  The  internal 
components  are  basically  unchanged  from  previously  ap¬ 
proved  pumps.  The  changes  are  in  exterior  design.  Model 
785  has  a  motor  of  up  to  h.p.,  a  hose  diameter  up  to  1", 
and  a  capacity  up  to  30  gpm.  Model  793  has  a  motor  of  up 
to  y  h.p.,  a  hose  diameter  up  to  1",  and  a  capacity  up  to 
22  gpm.  Model  723  has  a  %.  h.p.  motor  and  a  capacity  up 
to  12  gpm. 

INSPECTION  AND  TEST:  The  additional  models  are 
Underwriters’  Laboratories  listed. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  18,  1958  and 
amended  through  September  15,  1970  under  Calendar  Num¬ 
ber  436-58-SA  be  reopened  and  amended  as  to  additional 
motor  fuel  dispensing  pumps,  Tokheim  Models  785,  793, 
and  723,  on  condition  that  the  requirements  of  the  original 
resolution  and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


176-61-SM 

APPLICANT — Air  Products  &  Chemicals  Inc. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

176-61-SM— Amendment  to  resolution  as  to  modification  of 

formula. 

Air  Products  &  Chemicals,  New  York  requested  that  the 
i  resolution  adopted  February  27,  1962  and  as  amended  through 
February  11,  1969  under  Calendar  Number  176-61-SM  be  re¬ 
opened  and  amended  so  as  to  show  a  modification  of  the 

formula. 

PROPOSED  USE:  Bonding  agent  to  bond  plaster  to  con¬ 
crete. 

DESCRIPTION :  The  formulation  change  is  limited  to  the 
exclusion  of  one  component  which  comprises  1%  by  weight, 
of  the  original  formula.  This  1%  loss  is  compensated  by 
increasing  the  percentage  of  two  other  components  by  0.66% 
and  0.33%.  There  have  been  no  other  changes. 

The  new  formula  is  of  a  proprietary  nature  and  therefore, 
the  formula  has  been  placed  in  a  sealed  envelope  and  de¬ 
posited  in  the  Board’s  safe  so  that  the  constituent  parts  of  the 
formula  will  not  be  disclosed  but  can  be  checked,  if  necessary. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  E.  L.  Conwell  Company,  Phila¬ 
delphia,  Penna.,  who  conducted  the  tests  on  the  original  sub- 
mittal,  the  results  of  the  tests  conducted  on  the  new  formula 
were  comparable  and  compatable  with  the  tests  conducted  on 
the  original  material. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  27,  1962  and  as 
amended  through  February  11,  1969  under  Calendar  Number 
176-61-SM  be  reopened  and  amended  so  as  to  show  a  modifi¬ 
cation  in  the  formula  on  condition  that  the  requirements  of 
t  e  resolution  adopted  February  27,  1962  and  as  amended 
cir  t^h  February  11,  1969  under  Calendar  Number  176-61- 
SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
f31  j 'j6  t0  notify  t^ie  Board  of  change  of  ownership,  change 
ot  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


67-63-SM 

APPLICANT — The  Barrier  Corporation. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amened  in  accordance  with  the  report  and  recommend¬ 
ation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  q 

Absent:  Commissioner  Klein  .  l 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

67-63-SM  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

The  Barrier  Corporation,  Mineral  Wells,  Texas  requested 
that  the  resolution  adopted  March  19,  1963  under  Calendar 
Number  67-63-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer. 

PROPOSED  USE:  Artificial  foliage. 

DESCRIPTION :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  foliage. 

Continental  Fidelity  line.,  Houston  Texas  submitted  an 
affidavit  showing  that  they  have  acquired  all  rights,  assets, 
etc.,  of  Barrier  Corporation  and  they  are  the  new  owner- 
manufacturer,  but  the  name  of  the  operating  company  still 
remains  Barrier  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  19,  1963  under 
Calendar  Number  67-63-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer,  new  owner-manu¬ 
facturer  being  Continental  Fidelity  Corp.  with  the  operation 
of  the  manufacture  being  conducted  by  Barrier  Corporation 
on  condition  that  the  requirements  of  the  resolution  adopted 
March  19,  1963  under  Calendar  Number  67-63-SM  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

I  ailure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


MINUTES 


140-63-SA 

APPLICANT — Upjohn  Russo  Company  for  W.  E.  Cheney 
Company,  owner. 

APPEARANCES— 

For  Applicant:  Dominick  Russo. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commission  Nolan .  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
140-63-SA — Wecolator  Company  of  New  York,  Westbury, 
New  York,  filed  for  approval  of  the  Wecolator  Stair  Climber 
under  the  provisions  of  RS  18  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Stair  climber. 

DESCRIPTION :  The  Wecolator  stair  climber  is  a  chair 
that  moves  on  a  rail  up  and  down  a  flight  of  stairs.  A  carriage 
is  placed  on  the  top  flange  of  the  rail  with  the  electric  cable 
guide  wheels  to_the  back  of  the  rail.  The  carriage  forms  a 
solid  frame  around  the  top  flanges  of  the  rail  and  can  only 
come  off  or  be  put  on  at  the  rail  ends.  The  carriage  is 
bolted  to  the  chair  housing.  The  rail  is  bolted  to  the  chair. 
The  cable  is  fed  to  a  swivel  clamp  and  to  an  electric  outlet. 
The  swivel  clamp  is  located  so  that  the  cable  can  pull  up  or 
down.  The  electric  source  is  110  volt,  60  cycles,  15  to  20  amp 
fuses,  7  amp  running  current.  All  basic  machine  parts  are 
steel.  Shafts,  gears,  racks,  etc.,  are  designed  using  a  factor 
of  safety  of  12  or  more. 

INSPECTION  AND  TEST:  The  stair  climber  has  re¬ 
ceived  the  approval  of  Canadian  Standards  Association  Test¬ 
ing  Laboratories  (Report  No.  LR  23731,  on  file)  and  the 
Manhattan  Borough  Superintendent,  Department  of  Build¬ 
ings,  for  a  specific  installation. 

RECOMMENDATIONS:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  the  Wecolator  Stair  Climber  under 
the  provisions  of  RS  18  of  the  Building  Code.  The  stair 
climber  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  140-63-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship.  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


755-64-SM 

APPLICANT — Drico  Industrial  Corporation,  owner;  El- 
wood  F.  Hansen,  agent. 


APPEARANCES— 

For  Applicant:  Ronald  N.  Chamberlain. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
755-64-SM — Drico  Industrial  Corporation,  Passaic,  New 
Jersey,  filed  for  approval  of  Filtres  Brand,  Fiberglass  Paint 
Arrestors  under  the  provisions  of  C26-702.4  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Spray  paint  arrestor  and  air  filter. 

DESCRIPTION  :  The  paint  arrestor  consists  of  spun  glass 
fibers  having  an  average  diameter  of  .00085".  The  melting 
point  of  the  glass  is  approximately  1800°F.  A  urea  formal¬ 
dehyde  resin  which  will  not  support  combustion  is  used  as 
a  binding  agent  to  hold  the  glass  strands  together.  A  water 
soluble  blue  dye  is  used  to  direct  the  flow  of  air  through  the 
medium.  The  faces  are  of  a  thin  punched  metal  with  a  metal 
brace  or  stiffener  when  needed.  The  assembly  is  bound  to¬ 
gether  at  the  edges  by  cardboard  or  chipboard  approxi¬ 
mately  0.040"  thick  which  overlaps  each  face  by  )4".  The 
medium  is  replaceable  and  is  sold  in  rolls  up  to  67"  wide. 
Available  thicknesses  are  )4",  1",  1)4"  2",  2)4",  3",  and 
3)4". 

INSPECTION  AND  TEST:  Filtres  Brand  Fiberglass 
Paint  Arrestors  have  been  approved  by  Underwriters’ 
Laboratories  (R3364). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Filtres  Brand  Fiberglass  Paint 
Arrestors  under  the  provisions  of  C26-702.4  of  the  Building 
Code  on  condition  that  they  be  used  in  areas  which  are 
ventilated  and  sprinklered  in  accordance  with  C26-702.4  of 
the  Building  Code.  The  paint  arrestors  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
755-64-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal. 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  acordance  with  the  above 
report. 


195-65-SM 

APPLICANT — United  States  Mineral  Prdts.  Co. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  q 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

\\  iierf.aSj  the  report  of  a  Committee  on  Test  reads : 
195-65-SM  Amendment  to  resolution  as  to  replacement  of 
asbestos  fireproofing  material  with  asbestos  free  fireproofing 
material. 

United  States  Mineral  Products  Company,  Stanhope,  New 
Jersey,  requested  that  the  resolution  adopted  July  20,  1965 
and  amended  May  24.  1966  under  Calendar  Number  195-65- 
SM  be  reopened  and  amended  as  to  replacement  of  asbestos 
fiieproofing  material  wfith  asbestos  free  fireproofing  material. 

PROPOSED  USE:  3  hour  fire  rated  1  y2"  thick  (thickness 
excludes  fiber)  steel  floor  and  ceiling  assembly  including  a 
4  hour  fire  rated  structural  steel  wide  flange  I  beam. 

DESCRIPTION:  The  previously  approved  assembly  was 
firepioofed  with  Cafco  Blaze-Shield  Type  D  sprayed  fiber. 
This  fireproofing  contains  asbestos.  The  new  assembly  re¬ 
places  Type  D  with  asbestos  free  Cafco  Blaze-Shield  Type 
D-C/F  sprayed  fiber.  The  exact  formulation  of  Type  D-C/F 
is  confidential  and  is  in  the  confidential  file  at  'the  Board. 
Type  D-C/F  fiber  is  sprayed  to  the  same  thickness  as  Type 
D  fiber.  Type  D-C/F  fiber  varies  in  wet  density  between 
23.5  and  28.9  lbs.  per  cubic  foot  for  thicknesses  between  V2" 
and  2"  as  opposed  to  densities  between  15.6  and  22  9  lbs  per 
cubic  foot  of  Type  D  fiber. 

INSPECTION  AND  TEST :  Underwriters’  Laboratories 
conducted  a  series  of  small  scale  fire  tests  upon  36"  square 
sections  of  steel  deck  protected  with  various  thicknesses 
between  V2"  and  2"  of  Cafco  Blaze-Shield  Type  D  and  Cafco 
Blaze-Shield  Type  D-C/F  sprayed  fiber.  The  Report 
(R3749,  69NK4406,  on  file)  concludes  that  the  two  fibers 
h^\ c  very  similar  heat  transmission  properties  and  listing” 
has  been  extended  to  the  Type  D-C/F  sprayed  fiber  for  floor 
and  ceiling  designs  for  which  the  Type  D  had  been  listed  and 
which  specify  a  blend  of  fluted  and  cellular  steel  deck  units 
and  normal  weight  concrete. 

RECOMMENDATIONS:  The  Committee  on  Test  recom- 
niends  that  the  resolution  adopted  July  20,  1965  and  amended 
May  -4,  1966  under  Calendar  Number  195-65-SM  be  re¬ 
opened  and  amended  as  to  replacement  of  asbestos  fireproof¬ 
ing  material,  Cafco  Blaze- Shield  Type  D  sprayed  fiber 
wnh  asbestos  free  fireproofing  material,  Cafco  Blaze-Shield 

li/»Cu  •  ,  ?PIayed  fi,ber’  for  use  on  a  3  hour  fire  rated 
Y2  thlck  *teel  floor  and  ceiling  assembly  including  a  4  hour 
re  rated  beam,,  on  condition  that  the  requirements  of  the 

with113  reso  utl0n  and  Previous  amendment  be  complied 


(Sgd.)  Solomon  Shef.r,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan 

Negative :  . 

Absent:  Commissioner  Klein  . 

THE  RESOLUTION— 

V  hereas,  the  report  of  a  Committee  on  Test  reads : 
799-65-SA— Amendment  to  resolution  as  to  additional  oil 
fired  furnaces. 

Pow-R-Matic  Inc.,  Palisades  Park,  New  Jersey  requested 
that  the  resolution  adopted  March  29,  1966  under  Calendar 
Number  799-65-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  oil  fired  furnaces. 

PROPOSED  USE:  Gas  fired  furnaces. 

DESCRIPTION :  The  requested  models  are  basically  the 
same  as  the  presently  approved  models,  utilizing  the  same 
approved  burner. 

The  requested  Afodels  designated;  CA  200,  CA  300, 
CA  1500,  CA  1750,  CA  2000  are  the  same  as  the  presently 
approved  except  that  the  BTU  input,  in  1000’s  gives  a  wider 
range  of  sizes. 

The  Models  CF  250,  CF  350,  CF  400,  CF  450,  CF  500  and 
CF  200  are  basically  the  same  as  the  CA  Series  except  as  to 
styling  and  have  BTU  ranges  as  follows : 

CF  200-250,000  BTU/hr  CF  250-312,500  BTU/hr 

CF  350-437,500  BTU/hr  CF  400-500,000  BTU/hr 

CF  450-562,500  BTU/hr  CF  500-625,000  BTU/hr 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 

mends  that  the  resolution  adopted  March  29,  1966  under 
Calendar  Number  799-65-SA  be  reopened  and  amended  so 
as  to  include  the  additional  oil  fired  furnaces,  as  herein 
described,  on  condition  that  all  installations  comply  with  the 
requirements  of  Articles  14  and  15  Building  Code  of  the 
City  of  New  York  and  all  other  requirements  of  the  reso¬ 
lution  of  adopted  March  29,  1966  under  Calendar  Number 
799-65-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


799-65-SA 

APPLICANT — Pow-R-Matic  Inc., 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


880-67-SA 

APPLICANT — Miniveil  Corporation,  owner;  Nils  O.  Old- 
son,  agent. 

APPEARANCES— 

For  Applicant :  Lars  H.  Boman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin.  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan  . . . .’  4 
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Negative:  . : .  Y 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
880-67-S A— Miniveil  Corporation,  New  Castle,  Pennsylvania, 
filed  for  approval  of  the  Miniveil  Direct  Gas  Fired  Climate 
Controller  under  the  provisions  of  C26-141 5.1  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Direct  gas  fired  air  heater  for  heating 
open  doorway  (Commercial  or  Industrial  installation). 
DESCRIPTION :  The  heater  takes  outside  air  and  passes 
it  over  a  gas  flame  in  a  heavy  gauge  steel  housing.  A 
tubular  vane,  axial  fan,  powered  as  required  between  3  and 
30  hp,  blows  air  through  a  cylindrical  aluminum  plenum 
and  out  of  a  lowered  nozzle  aimed  towards  a  doorway.  The 
temperature  controller  has  a  sensing  element  located  in  the 
heated  airstream  and  directs  a  modulating  control  valve  in 
the  gas  line,  which  results  in  the  maintaining  of  a  constant 
air  temperature  at  the  discharge  nozzle.  Safety  features 
include  a  pilot  valve,  main  shut-off  valve,  low  pressure 
switch,  circulating  air  flow  switch,  combustion  air  flow 
switch,  high  temperature  limit,  and  combustion  safeguard. 
The  air  fan  diameter  varies  between  16"  and  42".  The 
plenum  length  ranges  between  6'  and  12'.  The  smallest 
nozzle  width  is  1)4"  and  the  largest  nozzle  width  is  5".  The 
BTU  outputs  of  the  different  models  are  400,000;  800,000; 
1,200,000;  1,600,000  and  2,000,000. 

INSPECTION  AND  TEST:  The  safety  features  of  the 
heater  have  been  approved  by  Factory  Mutual  Engineering 
Corporation,  New  York  Testing  Laboratories  determined 
the  maximum  carbon  monoxide  and  carbon  dioxide  concen¬ 
trations  above  ambient  concentrations  of  air  emitted  from 
the  heater  as  10  ppm  and  1500  ppm,  respectively,  which  are 
well  below  the  safe  allowable  maximums.  The  heater  has 
been  approved  by  the  City  of  Cleveland  Division  of  Air 
Pollution  Control. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Miniveil  Direct  Gas  Fired  Climate 
Controller  for  use  in  New  York  City  to  provide  a  curtain 
of  heated  air  across  a  loading  door  opening  on  condition 
that  the  gas  piping  shall  comply  with  the  requirements  of 
Article  16,  that  the  heater  be  equipped  with  a  door  switch 
so  arranged  that  the  heater  will  not  operate  until  the  door 
is  fully  opened,  that  with  the  exception  of  connection  to  a 
flue,  vent  pipe  or  chimney,  the  requirements  of  Articles 
14  and  15,  Building  Code  of  the  City  of  New  York  shall 
be  complied  with.  Each  heater  shall  bear  a  label,  perma¬ 
nently  affixed,  reading  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  880-67-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  con¬ 
trols  of  the  product  manufactured,  shall  be  filed  annually 
with  this  Board,  certifying  that  such  materials,  processes 
and  controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this  Cal¬ 
endar  Number.  Failure  to  notify  the  Board  of  change  of 
ownershin,  change  of  address  or  to  submit  the  annual  affi¬ 
davit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


381-69-SA 

APPLICANT— E.  W.  Kleinert  for  Windsor  Probe  Test 
Systems  Inc. 

APPEARANCES— 

For  Applicant:  Edwin  W.  Kleinert  and  Rowland  J.  Kopf. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . - .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
381-69-SA— Amendment  to  resolution  as  to  inclusion  of 
recommendations  of  the  Concrete  Industry  Board  Inc. 

E.  W.  Kleinert  for  Windsor  Probe  Test  Systems  Inc.,  re¬ 
quested  that  the  resolution  adopted  June  23,  1970  and  as 
amended  January  26,  1971  under  Calendar  Number  381-69- 
SA  be  reopened  and  amended  so  as  to  modify  the  recom¬ 
mendation  by  including  the  recommendations  of  the  Con¬ 
crete  Industry  Board. 

PROPOSED  USE:  Non-destructive  test  method  for  deter¬ 
mining  the  compressive  strength  of  concrete  in  place  by 
measuring  its  resistance  to  penetration  by  a  probe. 
DESCRIPTION :  There  has  been  no  change  in  the  probe 
nor  in  the  manner  of  conducting  the  tests. 

The  Concrete  Industry  Board  Inc.,  recommendations  are 
as  follows : 

A)  1.  Permit  use  of  probe  for  stripping  purposes. 

2.  Permit  use  of  probe  as  an  equivalent  to  the  use  of  cores 
for  strength  determination. 

3.  Encourage  further  studies  for  use  of  probe  on  early 
stages  of  strength  development. 

B)  The  Committee  of  the  Concrete  Industry  Board,  in 
view  of  the  information  now  available  recommends  that  the 
use  of  the  probe  for  evaluation  purposes  be  used  under  the 
provisions  of  the  Building  Code  of  the  City  of  New  York 
for  controlled  concrete  inspection  procedures,  and  that  prob¬ 
ing  be  done  by  a  certified  operator. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  Windsor  Probe  Test  System  (Model  532CF) 
be  approved  for  use  in  New  York  City  as  a  device  for 
testing  concrete  that  has  been  cured  in-place  not  less  than 
two  days  if  it  results  in  a  compressive  strength  greater  than 
1,500  psi,  for  the  purpose  of  determining  whether  concrete 
forms  and  shoring  be  removed  in  accordance  with  C26-1904.3 
(3)  Building  Code  of  the  City  of  New  York,  or.  as  an 
equivalent  to  the  use  of  cores  for  strength  determination. 
The  following  conditions  are  imposed  upon  this  recommenda¬ 
tion  :  the  driver  tool  shall  be  built,  maintained  and  operated 
in  accordance  with  C26-1910.2,  1910.3  and  Reference 

Standard  RS  19-1 ;  each  user  of  this  Test  System  shall  be 
certified  by  the  owner-manufacturer  or  his  authorized  repre¬ 
sentative;  application  of  the  system  shall  be  by  a  licensed 
concrete  testing  laboratory  as  per  C26-1004,  and  under  the 
supervision  of  a  New  York  State  Professional  Engineer 
or  Registered  Architect,  each  sealed  kit  of  probes  and 
charges  shall  be  certified  by  the  owner-manufacturer;  con¬ 
crete  less  than  four  inches  thick  shall  not  be  probed;  each 
probe  kit  and  driver  tool  shall  bear  a  label  saying:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  381-69-SA.” 

The  Committee  on  Test  is  of  the  opinion  that  this  System 
should  not  be  considered  to  replace  28  day  cylinder  in  New 
York  City  at  least  until  a  standard  for  determining  com¬ 
pressive  strength  of  concrete  by  penetration  resistance  is 
adopted  by  a  national  based  organization,  such  as  ASTM. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


522-69-SA 

APPLICANT— Harrison  Engineering  Corporation,  owner; 
State  Industrial  Sales  Corporation,  agent. 

APPEARANCES— 

For  Applicant :  Edward  M.  Smith. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
522-69-SA — Harrison  Engineering  Corporation,  Livonia, 
Michigan,  filed  for  approval  of  the  appliance  known  as 
Harrison  Air  Rpelacer  Model  MU  2  Series  under  the  pro¬ 
visions  of  Section  14,  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Gas  fired  makeup  air  heater  (Commer¬ 
cial  and  Industrial  Installation). 

DESCRIPTION :  The  heater  is  so  designed  that  it  supplies 
incoming  preheated  air  to  take  the  place  of  air  that  has 
been  exhausted  through  the  ventilating  system. 

The  heater  is  so  constructed  that  it  does  not  have  a  heat 
exchanger  or  flue  and  therefore  the  products  of  combustion 
together  with  the  heated  air  is  discharged  into  occupied 
space. 

The  MU  2  Series  is  available  in  ten  sizes,  ranging  from 
1,000,000  to  6,000,000  BTU/hr. 

The  main  element  of  the  heater  is  the  burner  known  as 
Harrison,  Vare  Port  Burner.  The  burner  consists  of  a 
vertical  gas  tube  with  25  equally  spaced  gas  orifices  and 
25  mixing  tubes  equipped  with  alloy  flame  retention  ring. 
The  gas  tube  is  internally  honed  and  hard  chrome  finished. 
A  weighted  spool  type  free  floating  piston,  machined  to  a 
dimension  of  0.003"  smaller  than  the  tube  diameter,  is 
positioned  inside_  the  tube  and  the  weight  is  such  as  to 
exactly  balance  5"  W.C.  gas  pressure  and  each  orifice  in 
the  tube  is  sized  to  pass  1/25  of  the  rated  gas  input  at  5" 
W.C.  pressure. 

The  gas  tube  is  portioned  ahead  of  the  mixing  tubes  in 
conjunction  with  a  shroud  which  is  sized  to  scoop  the  proper 
amount  of  combustion  air  from  the  air  stream  at  design 
velocity.  Gas  and  air  mixed  in  the  tubes  and  burned  on  the 
self  piloting  flame  retention  burner  tips. 

In  operation,  the  spool  moves  up  or  down  in  response  to 
temperature  demand.  A  change  in  demand  opens  or  closes 


a  modulating  gas  valve.  As  demand  increases,  the  gas  flow 
increases  tending  to  raise  the  pressure.  The  spool  moves  up 
and  exposes  the  next  orifice  causing  the  actual  gas  pressure 
to  remain  at  5"  W.C. 

The  lowest  burner  has  a  separate  gas  supply  and  acts  as 
a  pilot  burner  which  burns  constantly. 

1  he  safety  devices  and  controls  are  as  follows : 

Main  gas  cock,  Pressure  regulator,  Low  gas  pressure 
switch  to  shut  off  the  gas  supply  to  the  pilot  and 
burners  in  the  event  of  insufficient  gas  pressure,  Dual 
safety  shut  off  valves  in  the  main  gas  line  with  a 
normally  open  vent  valve  and  vent  to  the  atmosphere 
located  between  the  two  shut  off  valves,  Leak  test  cock 
downstream  from  the  second  shut  off  valve,  High  gas 
pressure  switch  to  shut  off  the  gas  supply  to  the  pilot 
und  burners  in  the  event  of  excessive  gas  pressure. 
Pilot  gas  cock  and  gas  pilot  regulator,  with  the  pilot 
line  taken  off  upstream  from  the  main  gas  pressure 
i  egulator,  Pilot  gas  solenoid  valve,  Flame  supervision 
control  to  shut  off  the  gas  supply  to  the  pilot  and  burners 
m  the  event  of  flame  failure,  High  temperature  limit 
control  to  shut  off  the  main  gas  supply  when  the  tem¬ 
perature  of  the  discharged  air  exceeds  120°F,  Air  flow 
switch  to  cut  off  the  gas  supply  to  the  pilot  and  burners 
in  the  event  of  insufficient  air  flow,  Preventilation  purge 
period  to  purge  the  burner  housing  before  the  pilot  can 
be  ignited,  Electrical  interlock  between  the  supply  fan 
motor  and  the  gas  supply  to  insure  that  gas  can  not  be 
supplied  to  the  pilot  or  burners  unless  the  fan  is  ener¬ 
gized,  Electrical  circuit  to  the  pilot  to  be  closed  before 
the  main  gas  valve  can  open ;  if  louvers  are  provided 
a  switch  to  insure  that  the  louvers  are  wide  open  before 
the  fan  can  operate  and  any  gas  can  be  supplied. 

INSPECTION  AND  TEST:  The  appliance  has  been  ap- 
pro.vfd  by  New  York  State  Board  of  Standards  and  Appeals 
and  by  the  City  of  Detroit  after  a  test  conducted  by  the  City 
°t  Detroit,  Department  of  Buildings  and  Safety  Engineering 
and  the  Bureau  of  Industrial  Hygiene  of  the  Detroit  Depart¬ 
ment  of  Health. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Harrison  Air 
Renlacer  Model  MU  2  Series  for  use  in  New  York  City  as 
make-up  heaters  to  replace  air  being  exhausted  through 
process  equipment  provided  that  the  exhaust  system  and  air 
heater  are  electrically  interlocked  so  that  the  heater  cannot 
be  operated  unless  the  exhaust  is  in  operation,  that  all  gas 
piping  shall  comply  with  the  requirements  of  Article  16  and 
that  with  the  exception  of  connection  to  a  flue,  vent  pipe  or 
chimney,  the  requirements  of  Articles  14  and  15,  Building 
Code  of  the  City  of  New  York,  shall  be  complied  with.  Each 
heater  shall  bear  a  label,  percanently  affixed,  reading  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  Citv  under  Calendar  Number  522-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
r-mrols  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  ownershin, 
change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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603-70-SA 

APPLICANT— Harrop  Precision  Furnace  Company  for 
Kerns  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Stanley  Zinn. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ..  4 

Negative:  . . . • .  0 

Absent:  Commissioner  Klein  .  1 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
603-70-SA— Harrop  Precision  Furnace  Co.  Columbus  Ohio, 
filed  for  approval  of  the  appliance  known  as  Heat  Treat 
Furnace  GF-S.G-45-2500  under  the  provisions  of  Articles 
14  and  IS  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Furnace  for  heat  treating  metals. 
DESCRIPTION :  The  appliance  is  a  gas-fired  shuttle  kiln 
with  a  setting  space  of  45"  wide  by  42"  high  by  48"  long, 
with  external  dimensions  of  approximately  8'  wide  by  13' 


long  by  9'  high.  _  , 

One  car  is  provided  with  the  kiln  and  the  kiln  door  is  an 
integral  part  of  that  car.  Sand  seals  are  used  along  the 
lower  sides  of  the  car  to  eliminate  air  leakage  and  the  re¬ 


mainder  of  the  car  has  asbestos  seals. 

The  shell  of  the  kiln  is  3/16"  steel  plate  on  a  steel  frame. 

The  insulation  refractories  in  side  the  kiln  consist  of  an 
inner  face  of  4 *4"  of  2800° F.  insulating  fire  brick  and  2 V2" 
of  1900 °F.  block  insulation.  The  arch  of  the  kiln  consists 
of  6"  of  2800  °F.  brick  backed  by  2j4"  of  2000° F.  brick 
and  2J4"  of  block  insulation. 

The  combustion  system  is  capable  of  delivering  air  and 
gas  for  a  maximum  heat  input  of  4,000,000  BTU/hr.  Four 
burners  are  used  to  cross  fire  through  tunnels  under  the 
setting  deck  and  four  over  the  load  for  a  total  of  eight 
burners.  The  combustion  system  consists  of  the  following: 


Combustion  air  blower 
8  Burners 
8  Gas  valves 

1  Main  gas  shut-off  cock 

2  Bleeders  and  filters 
2  Pilot  gas  regulators 


1  Adjustable  port  valve 
8  Air  valves 

8  Pilot  burners 

2  Main  gas  regulators 
1  Pilot  gas  cock 


The  safety  equipment  includes:  Safety  shut-off  valve,  air 
pressure  switch,  gas  pressure  switches,  one  high  and  one  low 
pressure  limit  switch  for  lighting  purge. 


The  safety  features  are: 

1)  No  solenoid  gas  valves  are  open  unless  the  combustion 
air  blower  is  operating. 

Main  gas  is  not  available  until  the  pilots  are  lighted. 

Button  must  be  pushed  manually  to  open  the  pilot 
gas  solenoid  valves. 

Low  air  pressure  shuts  off  the  system. 

Low  gas  pressure  shuts  off  the  system. 

High  gas  pressure  shuts  off  the  system. 

Supervising  gas  cock  system  is  provided. 

High  temperature  switch  is  provided.  This  opens  a 
motorized  valve  which  is  installed  on  a  bleed  line  to 
reduce  the  gas  pressure  which  decreases  the  heat  to  the 
furnace. 


Venting  of  the  furnace  is  by  means  of  4  top  flues  and 
then  ducted  to  the  outside. 

INSPECTION  AND  TEST :  Details  of  the  furnace  were 
examined  by  Assistant  Engineer  J.  A.  Darts  and  the  safety 
features  were  noted: 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Heat  Treat 


Furnace  GF-S.G.-45-2500  as  manufactured  by  Harrop  Pre¬ 
cision  Furnace  Company  under  the  provisions  of  C26-107.0 
Building  Code  of  the  City  of  New  York  on  condition  that  all 
installations  comply  with  the  requirements  of  Articles  14 
and  15  Building  Code  of  the  City  of  New  York  and  further 
each  furnace  shall  bear  a  label  permanently  affixed,  reading 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  603-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

97-71-SA 

APPLICANT — Star  Sprinkler  Corporation. 

APPEARANCES— 

For  Applicant:  Fred  A.  Gloeckler. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . 0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
97-71-SA — Amendment  to  resolution  as  to  additional  sprin¬ 
kler  system  valves. 

Star  Sprinkler  Corporation,  Philadelphia,  Pennsylvania, 
requested  that  the  resolution  adopted  April  27,  1971  under 
Calendar  Number — 97-71-SA  be  reopened  and  amended  as 
to  additional  sprinkler  system  valves. 

PROPOSED  USE:  Check  valve  and  deluge  valve  for 
sprinkler  systems. 

DESCRIPTION:  The  4"  Model  AA  iron  body,  bronze 
mounted,  rubber  faced  swing  check  valve  is  used  in  fire 
protection  systems  to  prevent  reverse  flows.  It  includes  a 
top  cover  and  one  piece  clapper.  The  malleable  iron  clapper 
is  fitted  with  two  sintered  bronze  bushings.  These  bushings 
have  elliptical  holes  to  assure  positive  seating  of  the  one 
piece  clapper  on  the  seat  ring.  The  seat  ring  may  be  either 
copper  or  stainless  steel,  fabricated  from  commercial  tubing 
equivalent  to  schedule  40  pipe.  It  is  press  fitted  to  the  body. 
The  hinge  pin,  on  which  the  clapper  rotates,  may  also  be 
either  brass  or  stainless  steel.  The  hinge  pin  is  supported 
in  the  iron  body  on  sintered  bronze  bushings.  The  rubber 
face  of  the  clapper  is  held  in  position  by  a  stainless  steel 
retaining  ring.  Forward  flows  of  water  are  not  interrupted 
as  the  clapper  swings  open  on  its  hinge  pin.  Reverse  flows 
are  prevented  by  the  clapper  returning  to  its  seat.  The 
weight  of  the  clapper  will  hold  it  on  its  tilted  seat  ring 
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when  the  pressure  is  the  same  on  both  sides  of  the  clapper. 
'Ihe  cover  is  designed  so  that  the  integral  directional  arrow 
will  always  point  in  the  direction  of  flow. 

1  he  Star  Model  1<  deluge  valve  controls  water  flow 
systems.  It  is  available  in  3"  and  6"  sizes.  A  y2"  water 
supply  line  bypasses  the  main  gate  valve  and  supplies  water 
to  the  cast  iron  tripping  chamber  and  to  the  pilot  line  of 
sprinklers  through  a  Vs"  diameter  supply  restriction.  The 
cast  bronze  clapper  member  is  placed  oo  the  seating  surface 
and  the  cover  is  bolted  in  place.  Service  pressure  is  estab¬ 
lished  in  the  tripping  chamber  and  pilot  line  by  opening  a 
valve  in  the  bypass  line.  This  holds  the  clapper  member 
firmly  on  the  seating  surface  and  sets  the  valve.  The  main 
supply  valve  is  then  opened.  Release  of  pressure  in  the  pilot 
line  and  tripping  chamber  allows  the  available  service 
pressure  to  lift  the  clapper  member  and  push  it  to  the  open 
position.  The  release  of  pressure  on  the  tripping  chamber 
is  accomplished  by  operation  of  one  of  the  pilot  line  sprin¬ 
klers  or  operation  of  the  manual  release  valve. 

INSPECTION  AND  TEST:  The  check  valve  and  deluge 
valve  are  approved  by  Factory  Mutual  Engineering  Corpo¬ 
ration  (  Serial  No.  18357,  on  file)  and  Underwriters’  Labora¬ 
tories  (File  Ex  2045,  Assignment  63K4462,  on  file),  respec¬ 
tively. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  27,  1971  under  Cal- 
cn  ar  Number  97-71-SA  be  reopened  and  amended  as  to 
additional  sprinkler  system  valves,  the  4"  Model  AA  swing 
ciieck  valve  and  the  3"  and  6"  Star  Model  F  deluge  valve, 
on  condition  that  the  requirements  of  the  original  resolution 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
t  us  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
ot  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
shm,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

•  solved,  that  the  Board  of  Standards  and  Appeals  does 
iCi  eby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

306-71-SM  '  - - 

j  APPLICANT  James  F.  Reid  for  The  Timken  Company, 

1  owner. 

,  APPEARANCES— 
i  For  Applicant :  Tames  F.  Reid. 

S  ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

.Negative:  .  0 

.  Absent :  Commissioner  Klein  . .  1 

THE  RESOLUTION— 

■  the  report  of  a  Committee  on  Test  reads  • 

^(J6-/1;SM— James  F.  Reid.  Ho  Ho  Kus.  New  Jersey,  for 
tne  limken  Company,  Canton,  Ohio,  filed  for  approval  of 


AI SI-4320  steel  for  use  in  crane  boom  construction  under 
the  provisions  of  C26-1909.2  of  the  Building  Code  of  New 
York. 

PROPOSED  USE:  Steel  for  use  in  crane  boom. 

DESCRIPTION:  The  material  is  identified  as  AISI-4320 
steel.  It  contains:  .26%  carbon,  .71%  manganese,  .32%  sili¬ 
con,  .015%  phosphorus,  .014%  sulfur,  .51%  chromium,  1.76% 
nickel,  .24%  molybdenum,  and  .12%  copper.  The  steel  has  a 
yield  strength  of  143,000  psi,  an  ultimate  strength  of  154  200 
psi,  and  an  elongation  of  15%. 

INSPECTION  AND  TEST:  The  yield  and  ultimate 
strengths  and  a  stress  strain  graph  (on  file)  were  deter¬ 
mined  by  Crobaugh  Laboratories  (No.  K107). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  AISI  4320  steel  under  the  provisions 
of  Section  5  of  Local  Law  73  of  1969,  for  use  in  crane  boom 
constiuction  requiring  steel  with  a  design  strength  of  not 
more  than  45%  of  yield  strength  and  not  to  exceed  64,000 
Pf>-  he  steY  sha11  be  Permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  306-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
oarffi  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

i  AY-ro/wd,  that  the  Board  of  Standards  and  Appeals  does 
report  a^rove  tbls  material  in  accordance  with  the  above 


307-71-SM - 

APPLICANT— James  F.  Reid  for  Lorain-Division,  Koehr- 
mg  Company,  owner. 

APPEARANCES— 

For  Applicant :  James  F.  Reid. 

BOARD— Material  approved  in  accordance 
w  th  the  report  and  recommendation  of  Committee  on  Test 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
ommissioner  Madigan  and  Commissioner  Nolan  4 

.Negative :  .  *  ’ '  *  n 

Absent:  Commissioner  Klein . . .  j 

THE  RESOLUTION— 

307^71  Ec vrS’  rthe  rep°rt  of  a  Committee  on  Test  reads  • 
307-71-SM— James  F.  Reid.  Ho  Ho  Kus,  New  Jersey  for 

,crpany’. Lorain’  0hi°- f°r 

approval  ot  AIM  4130  steel  for  use  in  crane  boom  construe- 
Tttealy'oi  New' Yo"rk°f  C26‘I9°92  °'  "’e  BbM»*  C°* 
PrR°J°SED  USE:  Stee'  f0r  “se  in  boo",  con- 

DESCRIPTION:  The  material  is  identified  as  AISI  4130 

2SW  rJu  3  Cch7r£me  molybdcnumn  steel  with  contents  of 
-83%  carbon,  .57%  manganese,  .28%  silicon,  .012%  phos- 

phorous,  .010%  sulfur,  .92%  chromium,  .10%  nickel  19% 

molybdenum,  and  .06%  copper.  The  steel  has  a  yield 
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strength  of  122,000  psi,  an  ultimate  strength  of  139,000  psi, 
and  an  elongation  of  18%. 

INSPECTION  AND  TEST:  The  yield  and  ultimate 
Strengths  and  a  stress  strain  graph  (on  file)  were  deter¬ 
mined  by  Crobaugh  Laboratories  (No.  L367). 
RECOMMENDATIONS:  The  Committee  on  Test  rec¬ 
ommends  the  approval  of  AISI  4130  steel  under  the  provi¬ 
sions  of  Section  50  (Local  Law  73  of  1969)  for  use  in  crane 
boom  construction  requiring  steel  with  a  design  strength  of 
not  more  than  45%  yield  strength  and  not  to  exceed  55,000 
psi.  The  steel  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  &  Appeals  for  use  in  New  York 
City  under  Calendar  Number  307-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


370-71-SM 

APPLICANT— Dor-O-Matic  Division  Republic  Industries, 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Arthur  Armento. 

ACTION  OF  BOARD— Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative :  . . .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
370-71-SM— Dor-O-Matic  Division,  Republic  Industries, 
Inc.,  Chicago,  Illinois,  filed  for  approval  of  the  Fire-Eye 
Electric  Hold  Open  Door  Control  under  the  provisions  of 
C26-604.4  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Door  closer  and  holder  device. 
DESCRIPTION :  The  Fire  Eye  Electric  Door  Control  con¬ 
tains  a  cam  and  roller  door  closer  mechanism  with  a  hy¬ 
draulic  checking  cylinder  having  two  exhaust  passages  with 
separate  and  independent  metering  valves.  The  metering 
valves  control  the  speed  of  the  closing  door.  The  two  pas¬ 
sages  are  brought  together  into  a  common  passage  on  the 
downstream  side  of  the  metering  valves.  A  solenoid  operated 
shut-off  valve  installed  in  this  common  passage  can  effective¬ 
ly  block  out  the  flow  of  oil  from  the  checking  cylinder  when 
the  solenoid  is  energized.  The  signal  to  the  solenoid  origi¬ 
nates  from  a  heat  or  smoke  detection  device  which  is  provided 
independently  from  the  door  holder  device.  The  port  provid¬ 
ing  access  to  metering  valves  is  sealed  and  isolated  from  the 
oil  chambers  of  the  mechanism.  The  device  may  be  installed 


in  the  floor,  concealed  in  the  door  frame,  on  the  surface  of 
the  door  head  jamb,  or  inverted  above  the  door. 
INSPECTION  AND  TEST:  The  Fire- Eye  Electric  Door 
Control  has  been  approved  by  Underwriters’  Laboratories 
(Assignment  70NK8382). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Fire-Eye  Electric  Hold  Door 
Control  under  the  provisions  of  C26.604.4  of  the  Building 
Code  on  condition  that  it  shall  be  used  with  fire  doors  only 
when  the  doors  are  automatically  closed  when  the  power 
supply  is  interrupted.  The  door  control  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  370-71- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  the 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect,  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

.  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

382-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Fred  A.  Gloeckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
382-71-SA — Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  Models  A  and  D  Spray  Noz¬ 
zles  under  the  provisions  of  RS  17  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Spray  nozzles  for  permanent  pipe  fire 
protection  systems. 

DESCRIPTION :  The  nozzles  are  located  to.  protect  a 
particular  hazard  and  are  connected  to  a  galvanized  piping 
system.  They  are  activated  by  automatic  releasing  devices, 
such  as  rate  of  heat  rise  thermostat.  They  are  available  with 
orifice  sizes  between  J4"  and  17/32",  spray  angles  between 
60°  and  180°,  and  release  device  settings  between  135°F.  and 
500°F.  The  nozzles  have  three  components,  a  body,  a  cap, 
and  an  interor  spiracle  or  spitter.  The  body  is  a  machine 
bronze  casting.  It  has  a  hexagonal  section,  a  pipe  thread 
for  attaching  to  the  supply  piping,  and  a  threaded  section  on 
to  which  the  cap  screws.  The  interior  cylindrical  section  is 
machined  just  large  enough  to  hold  the  spiracle.  The  cap 
is  also  a  machined  bronze  casting  with  a  hexagonal  section. 
The  interior  of  the  cap  is  machined  smooth  and  tapered 


818 


MINUTES 

■■  — . . 


37y2°  in  a  downstream  direction  to  the  orifice.  The  splitter 
is  a  brass  die  casting  with  three  tapered  openings  equally 
spaced  on  the  downstream  end,  and  has  a  divering  central 
jet.  The  three  openings  and  the  size  of  the  discharge  orifice 
and  the  spiracle  jet  control  the  fineness,  cone  angle  and 
total  discharge  of  spray.  The  water  passing  through  the 
nozzle  forms  a  diverging  jet  through  the  center  of  the 
spiracle  and  mixes  with  the  swirling  streams  of  water  pass¬ 
ing  through  the  three  openings  of  the  spiracle  and  the 
tapered  nozzle,  resulting  in  the  emission  of  a  high  velocity 
solid  cone  of  spray  from  the  discharge  orifice. 

INSPECTION  AND  TEST:  The  nozzles  have  been  ap¬ 
proved  by  the  Factory  Mutual  Engineering  Division  (Serial 
Nos.  14877/2025  and  15815,  on  file). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  A  and  D  Spray  Nozzles  under 
the  provisions  of  RS  17  of  the  Building  Code.  The  nozzles 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  382-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  the 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 

384-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  F.  A.  Gloeckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
384-71-SA — Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  the  Model  G  Concealed  Sprink¬ 
ler  under  the  provisions  of  RS  17  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Fire  protection  sprinkler. 

DESCRIPTION :  The  sprinkler  is  available  in  135°,  165° 
and  212°  F.  temperature  ratings.  No  part  of  the  sprinkler 
extends  below  the  ceiling  cover  plate  until  after  the  sprinkler 
has  operated.  The  sprinkler  has  a  7/16"  orifice  and  J4"  ex¬ 
ternal  iron  pipe  thread  for  the  sprinkler  system  fitting.  The 
load  on  the  operating  stem  exerted  by  the  actuator  is  set  at 
8*/2  lb.  by  adjusting  the  relative  position  of  the  retaining  base 
and  body  by  their  screw  threads.  When  the  solder  fastening 
the  retaining  clips  to  the  cover  plate  is  heated  to  117°  or 


135°  F.,  it  melts.  The  plate  is  then  loose  and  falls  from  the 
sprinkler  by  gravity  and  the  spring  force  of  the  tube  pins. 
Cover  plates  utilizing  135°  F.  solder  on  the  clips  are  re¬ 
stricted  to  use  with  165°  F.  and  212°  F.  rated  sprinklers.  The 
tube  pins  straighten  to  extend  below  the  sprinkler  and 
serve  as  heat  collectors  for  the  operating  stem.  When  the 
solder  of  the  stem  is  heated  to  the  rated  temperature  of  the 
sprinkler,  it  melts  and  some  of  it  escapes  past  the  restriction 
disc  to  fill  the  cavity  between  the  disc  and  the  ball.  The  ball 
is  pushed  into  the  stem  by  the  load  on  the  stem.  The  short¬ 
ened  stem  is  pushed  out  of  the  retaining  base  by  the  actuator. 
The  actuator  falls  out.  The  force  of  the  water  pushes  the 
piston  and  compression  cone,  the  deflector,  and  guide  pin 
assembly  downward.  The  upper  ends  of  the  pins  are  stopped 
by  the  base,  and  the  pins  support  the  deflector  below  the 
ceiling.  The  piston  washes  out. 

INSPECTION  AND  TEST:  The  Sprinkler  has  received 
the  approval  of  the  Factory  Mutual  Research  Corporation 
(Serial  No.  19652,  on  file). 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  G  Concealed  Sprinkler 
under  the  provisions  of  RS  17  of  the  Building  Code.  The 
sprinkler  shall  be  permanently  labeled:  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  384-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


385-71-SA 

APPLICANT — Star  Sprinkler  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  F.  A.  Gloeckler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
385-71-SA — Star  Sprinkler  Corporation,  Philadelphia,  Penn¬ 
sylvania  filed  for  approval  of  the  Model  C  Water  Motor 
Alarm  under  the  provisions  of  RS  17  of  the  Building  Code  of 
the  Ctiy  of  New  York. 

PROPOSED  USE:  Fire  protection  water  motor  alarm. 
DESCRIPTION  :  The  water  motor  alarm  bodv  is  made  of 
cast  iron.  The  gong  has  a  plastic  impeller  and  stainless  steel 
cover.  The  ends  of  the  steel  shaft  are  supported  by  the  plastic 
impeller  and  adapter.  The  body  has  a  1"  drain.  The  wall 
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support  pipe  is  Y"-  A  strainer  is  located  in  the  Yt”  line 
between  the  alarm  or  dry  pipe  valve  and  the  water  motor 
gong.  The  alarm  is  used  in  conjunction  with  a  sprinkler. 
When  the  sprinkler  is  actuated,  the  water  from  the  sprinkler 
supply  flows  through  the  inlet  pipe  of  the  motor  alarm.  The 
water  flows  through  a  restricted  nozzle  and  strikes  the  im¬ 
peller,  causing  it  to  rotate.  This  rotation  is  transmitted  to 
the  knocker  arm  by  means  of  a  drive  shaft.  Centrifugal  force 
causes  the  knocker  ring  to  strike  the  gong.  Water  in  the  body 
escapes  through  a  1"  drain  at  the  bottom. 

INSPECTION  AND  TEST :  The  water  motor  alarm  has 
received  the  approval  of  the  Factory  Mutual  Engineering 
Corporation  (Serial  No.  18436,  on  file). 
RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  C  Water  Motor  Alarm 
under  the  provisions  of  RS  17  of  the  Building  Code.  The 
alarm  shall  be  permanently  labeled  :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  385-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


427-71-SM 

APPLICANT — Crawford  Robertson  for  Field  Technical 
Consultant  Continental  Air  Filters,  owner. 

APPEARANCES— 

For  Applicant :  Crawford  Robertson. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
427-71-SM — Crawford  Robertson,  Field  Technical  Consult¬ 
ant,  New  York,  for  Continental  Air  Filters,  Louisville,  Ken¬ 
tucky,  filed  for  approval  of  Dycon  and  Conoglas  Type  R  Air 
Filtering  Media  under  the  provisions  of  RS  13-1  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE.  Air  filtering  media. 

DESCRIPTION :  Conoglas  filtering  medium  is  made  of 
glass  fiber.  Dycon  filtering  medium  is  made  of  synthetic 
fiber.  Conoglas  is  used  to  filter  air  with  high  dust  loads. 
Dycon  is  used  to  filter  air  with  normal  dust  loads.  Both 
media  have  been  rated  at  85%  efficiency.  Conoglas  is  2" 
thick  and  Dycon  is  Yi"  thick.  Both  are  available  in  widths 
of  22",  32",  44",  56"  and  68"  and  in  rolls  65'  long.  The 


media  are  supported  on  Type  VA  front  loading  automatic 
type  air  filters,  Type  VM  front  loading  manual  roll  type  air 
filters,  Type  ELA  end  loading  manual  roll  type  air  filters. 
All  of  these  filters  are  made  of  steel  and  are  either  galvan¬ 
ized  or  cadmium  plated.  The  media  are  supported  by  gal¬ 
vanized  steel  wires.  The  filters  have  Class  2  Underwriters’ 
Laboratories  listings.  The  automatic  filters  include  a  media 
metering  switch  and  adjustable  timer  to  control  the  rate  at 
which  the  medium  is  unwound  from  the  roll,  a  media  over¬ 
load  pressure  switch  to  bypass  the  timer  when  heavy  dust 
loads  occur,  a  media  runout  switch  to  shut  off  the  blower 
when  the  medium  is  used  up,  and  a  media  save  switch  to 
stop  the  timer  and  shut  off  the  fan  during  low  dust  loadings. 
INSPECTION  AND  TEST :  Dycon  and  Conoglas  filtering 
media  have  Class  2  Underwriters’  Laboratories  listings. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Dycon  and  Conoglas  Type  R  Air 
Filtering  Media  under  the  provisions  of  RS  13-1  of  the 
Building  Code  on  condition  that  they  shall  be  used  in  accord¬ 
ance  with  RS  13-1,  Section  5  of  the  Building  Code.  The 
media  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  427-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


430-71-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative: .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
430-71-SM — United  States  Gypsum  Company,  New  York, 
filed  for  approval  of  One  Hour  U.S.G.  Curtain  Wall  under 
the  provisions  of  C26-501.1  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  One  hour  fire  rated  non-load  bearing 
curtain  wall. 

DESCRIPTION :  The  assembly  is  a  5y$"  thick  unsymmet- 
rical  curtain  wall.  The  panel  is  constructed  of  3)4"  steel 
studs  spaced  24"  on  center  with  RC-i  resilient  channels 
placed  horizontally  16"  on  center  and  screw  attached  to  the 
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studs.  The  studs  are  formed  of  four  vertical  wires  and  a 
web  wire,  all  0.180"  in  diameter.  The  resilient  channels  are 
2/4  wide  x  (4  deep  and  are  formed  of  0.021"  thick  electro- 
galvanized  steel.  A  laver  of  vertically  placed  y2"  thick  USG 
Imperial  Plasterbase  Type  X,  is  screw  attached  to  the  chan¬ 
nels.  A  3/32"  thick  finish  coat  of  Imperial  Plaster  is  applied 
to  the  Plasterbase.  Poly-backed  expanded  metal  lath  is 
placed  horizontally  and  secured  to  the  studs  with  Super-Tite 
Clips  on  the  side  opposite  the  Plasterbase. 

The  lath  is  3.4  lbs.  per  square  yard  galvanized  steel  with 
an  attached  2  mil  thick  layer  of  polyethylene  backing.  A  1" 
thick  layer  of  lime-cement  stucco  is  applied  in  a  scratch, 
brown  and  finish  procedure  on  the  lath.  The  mix  proportion 
for  the  scratch  coat  is  1  part  cement  to  34  part  lime  to  6 
parts  sand  by  volume.  The  brown  coat  mix  is  1  part  cement 
to  1/4  p3i  ts  lime  to  7  parts  sand  by  volume.  The  stucco 
finish  is  USG  Oriental  finish  stucco  requiring  only  the 
addition  of ,  water.  The  thicknesses  of  the  coats  are  34", 
|4",  and  y»",  respectively.  The  insulation  used  is  3"  thick 
USG  Thermafiber  Fast-Fit  mineral  fiber  insulating  blankets 
The  insulation  is  fitted  in  the  stud  cavity.  The  floor,  ceiling,’ 
and  wall  tracks  are  334"  wide  x  J4"  deep  runner  channels 
formed  of  20  gauge  painted  steel. 


838-62-SM 


APPLICANT — American  Bridge  Div.  U.  S.  Steel  Corn. 
SUBJECT — Dismissal. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affn  mative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan 

Negative:  . 

Absent :  Commissioner  Klein 


839-62-SM 


APPLICANT— American  Bridge  Div.  of  U.  S.  Steel  Corp. 
SUBJECT — Dismissal. 


INSPECTION  AND  TEST :  The  assembly  was  fire  tested 
by  the  Ohio  State  University  Engineering  Experiment  Sta¬ 
tion  (Report  No.  4866-A,  on  file)  and  received  a  one  hour 
fire  rating. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  One  Hour  U.S.G.  Curtain  Wall  under 
the  provisions  of  C26-501.1  of  the  Building  Code.  Plans 
.  submitted  to  the  Department  of  Buildings  for  use  of  the 
assembly  shall  contain  the  illustrations  in  the  Ohio  State 
report  cited  above  and  shall  be  labeled:  “Approved  by  the 
'  Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  430-71-SM.” 

A  suborn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 
THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan  . .’  4 

■NcgcitlVC  !  .  q 

Absent :  Commissioner  Klein  .  .  j 


840-62-SM 


APPLICANT — American  Bridge  Div.  of  U.  S.  Steel  Corp. 
SUBJECT — Dismissal. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 
THE  VOTE— 


Affirmative Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  4 

Negative:  .  q 

Absent :  Commissioner  Klein  .  ’  j 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr.. 


926-62-SM 


APPLICANT — Coil-Wal  Partitions  Company. 
SUBJECT — Dismissal. 


Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the"  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


794-63-SA 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  4 

Negative:  .  q 

Absent :  Commissioner  Klein  .  j 


APPLICANT — Lennox  Industries,  Inc., 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  zvithdrazim  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 


1017-62-SM 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 


APPLICANT — National  Gypsum  Company. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

AC  TION  OF  BOARD — Application  dismissed. 
THE  VOTE— 


T 
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780-63-SA 

APPLICANT— Electro-Trace  Corporation. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  . : .  ® 

Absent:  Commissioner  Klein  .  1 


865-63-SA 

APPLICANT — Atmos-Pak,  Inc. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madgian  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent:  Commissioner  Klein  .  1 

431-71-SA 

APPLICANT— C.  L.  Eddy  for  America  Standard,  owner. 
SUBJECT— Application  June  22,  1971— SPRA-FLEX, 

Models  7586-019,  7586-027,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1971, 
at  2  P.M.  for  decision;  additional  information. 

135-70-A 

APPLICANT— Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company, 
owner. 

SUBJECT— Application  March  12,  1970— appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner  re-  stand¬ 
pipe  system,  extinguishers. 

PREMISES  AFFECTED— 28th  Street  from  Border  Ave¬ 
nue  to  54th  Street,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Richard  E.  Stokes  and  Wm.  P.  Jones. 
For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 


Petraglia,  F.  D. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . ; . . . .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  3,  1969  and  May  9,  1970  on  Order  No. 
69-7736,  reads : 

“1.  Install  an  approved  standpipe  system  to  cover 
all  portions  of  the  tunnels 

OR 

2.  Install  and  maintain  100  lb.  dry  powder  type 
extinguishers  with  50  feet  of  hose  on  each  unit  at  100 
feet  intervals.  Where  the  tube  involved  has  two  cat¬ 


walks  or  benches  the  units  shall  be  placed  on  alternate 
sides.  491  A.2.2.0  Adm.  Code.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended  that 
the  appeal  be  denied. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  October  3,  1969  and  May  9,  1970,  acting  on 
on  Order  No.  69-7736,  Objections  Nos.  1  and  2,  be  and  it 
hereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 

denied. 

506-70-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— United  House  of  Prayer. 
SUBJECT— Application  September  8,  1970  for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 2310-2322  Eighth  Avenue,  east 
side  of  Eighth  Avenue,  between  West  124th  Street  and 
West  125th  Street,  271  West  124th  Street  and  272-280 
West  125th  Street,  Block  1930,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Petrag¬ 
lia,  F.  D. 

For  Owner  of  Premises:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Madigan  and  Commissioner  Nolan  .... 

Negative:  . . . 

Absent :  Commissioner  Klein . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  24,  1970,  reads  : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building : 

2310-2322  8th  Avenue,  Manhattan— Certificate 
No.  56107. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellars  occupied  by  Whelan  Drug, 
Claridge  Hosiery  and  Chain  Furniture  Stores,  arranged 
and  equipped  as  per  Chapter  26,  Article  17,  Adminis¬ 
trative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  cellars  occupied  by  the 
Whelan  Drug,  Claridge  Hosiery  and  Chain  Furniture  stores; 
and  that  all  other  laws,  rules  and  regulations  applicable  shall 
be  complied  with. 


233-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Ken-Bar  Realty  Corporation. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 2395  Richmond  Avenue,  north¬ 
east  corner  of  Richmond  Hill  Road,  Block  2380,  Lot  1, 
New  Springville,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner  of  Premises:  Hector  Ferreras. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...'4 

Negative:  .  q 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provisions 
of  1804.4.C.6  of  the  City  Charter,  to  modify  Certificate  of 
Occupancy  in  relation  to  the  following  building : 

2395  Richmond  Avenue,  Richmond— Certificate 
No.  31121. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and.  that  the  Certificate  of  Occupancy  be  modified 
to  1  equire  the  installation  of  an  automatic  fire  alarm  system 
with  central  office  connection  throughout  stores  numbers 
2395  and  -399;  and  that  all  other  laws,  rules  and  regulations 
applicable  shall  be  complied  with. 


236-71-A 

APPLICANT-  Robert  O.  Lowery,  Fire  Commissioner. 

OW  NER  OF  PREMISES — Castega  Realty  Corporation. 

SU.BJECT— Application  April  13,  1971-for  Modification  of 
Lertihcate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 2290  to  2294  3rd  Avenue  west 
side  43  feet  south  of  East  125th  Street,  Block  1773,  Lot 
37,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Owner  of  Premises:  M.  D.  Stone. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ..  4 

Negative :  .  0 

Absent :  Commissioner  Klein  . 1 

THE  RESOLUTION— 

V  hereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provisions 
of  1804.4.C.6  of  the  City  Charter,  to  modifv  Certificate 
of  Occupancy  in  relation  to  the  following  building: 

2290-2294  Third  Avenue,  Manhattan — Certificate 
No.  14448. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 


W  hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

hi  solved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  13,  1971,  for  modification  of  the  Certificate  of 
Occupancy  be  and  hereby  is  granted  and  that  the  Certificate 
of  Occupancy  be  modified  to  require  the  installation  of  a 
sprinkler  system  in  the  stairways  and  installation  of  an 
automatic  fire  alarm  system  throughout  the  entire  building 
with  central  connection,  with  an  approved  fire  door  at  the 
opening  between  the  two  buildings  in  the  fire  wall  and  that 
all  other  laws,  rules  and  regulations  be  complied  with. 


265-71-A 

APPLICANT  Frank  A.  Vaccaro  for  Robert  Supina, 
owner. 

SUBJECT  Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 320  George  Street,  south  side, 
108.00  feet  east  of  Sprague  Avenue,  Block  7866,  Lot  37, 
Tottenville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Bill  Newlands. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1971  on  N.  B.  Applic.  1714-69,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not  in¬ 
cluded  on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  26,  1971,  acting  on  N.  B.  Applic.  1714-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  pavement  be  to  the  middle  of  the  street  in  accordance 
with  the.  standards  of  the  Department  of  Highways ;  that 
the  building  shall  substantially  comply  with  drawings  marked 
Received  April  29,  1971,”  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


274-71-A 

APPLICANT — George  J.  Sole  for  Rao  Construction  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT  Application  April  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  III  Build¬ 
ing  office,  egress. 

PREMISES  AFFECTED — 737  to  739  Second  Avenue,  west 
side,  74.03/4  feet  south  of  East  41st  Street,  Block  920, 
Lots  32  and  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  J.  Sole. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  30,  1971  on  Alt.  Applic.  1287-70,  reads : 

“C5)  Proposed  change  of  use  on  the  fifth  floor  from 
dwelling  to  office  in  a  Class  III  building  is  contrary  to 
C26-254  Heights  and  Areas. 

C 7)  All  doors  opening  on  stair  enclosures  must 
swing  in  direction  of  egress  in  accordance  with  C26-284 
A.  C. 

C18)  Doors  at  termination  of  stairs  serving  as 
means  of  egress  shall  open  outwardly  in  direction  of 
egress  in  accordance  with  C26-284b  A.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  April  30,  1971,  acting  on  Alt.  App. 
1287-70  Objection  No.  C5,  C 7,  C18  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  conform  to  drawings  filed,  marked 
received  April  30,  1971,  3  sheets,  and  on  further  condition 
that  objections  numbered  C 7  and  C18  be  complied  with  and 
all  laws,  rules  and  regulations  be  complied  with. 


284-71-A 

APPLICANT — I.  Elliott  Goldberg  of  Singmaster  and 
Breyer,  Incorporated  for  Distrigas  Corporation,  owner. 
SUBJECT — Application  May  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Department  of  Ports  and  Terminals  and  the 
Fire  Commissioner  date  filed  May  3,  1971  re-  installation 
of  three  900,000  barrel  liquefied  natural  gas  tanks,  etcetera. 

APPEARANCES— 

For  Applicant:  I.  Elliott  Goldberg,  J.  Daniel  Mahoney, 
Lawrence  M.  McKenna,  Donald  Ophley  and  John  Lee. 
For  Opposition:  David  Ellenhorn. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 


Manfredi,  F.  D. 

ACTION  OF  BOARD— 

THE  VOTE  TO  REOPEN— Request  to  reopen  denied. 

Affirmative :  .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 
Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  received  a  letter  dated  July  8, 
1971  from  Kronish,  Lieb,  Shainswit,  Weiner  &  Heilman, 
Counsel  for  Joremi  Enterprises,  Inc.,  requesting  reopening 
of  the  hearing  in  the  application  of  Singmaster  &  Breyer 
for  Distrigas  Corp.  under  Cal.  No.  284-71-A;  and 
Whereas,  the  Board  heard  testimony  on  the  application 
to  reopen  on  July  13,  1971,  and  has  received  an  additional 
communication  from  Kronish,  Lieb,  Shainswit,  Weiner  & 
Heilman,  Counsel  for  Joremi  Enterprises,  Inc.,  dated  July 
19,  1971 ;  and 

Whereas,  the  Board  has  examined  the  written  communica¬ 
tions  submitted  and  heard  all  the  testimony  adduced  at  the 
public  hearing  July  13,  1971 ;  and 
Whereas,  the  Rules  of  Procedure  of  the  Board  do  not 
call  for  notification  of  adjoining  property  owners  in  Ad¬ 
ministrative  Appeals. 


Resolved,  that  the  application  to  reopen  Cal.  No.  284-71-A 
be  and  it  hereby  is  denied. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  ® 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  3,  1971  on  F.  D.  Folder  W801  383,  reads: 

“Please  be  advised  that  proposed  installation  is  not  accept¬ 
able  for  the  following  reasons : 

1.  Provide  that  the  LNG  storage  container  (tank) 
be  of  steel  construction  of  a  type  approved  by  the  Inter¬ 
state  Commerce  Commission  or  the  Fire  Commissioner.; 
since  1938  such  container  approval  has  been  given  by  the 
Board  of  Standards  and  Appeals.  C19-91.0-C  Adminis¬ 
trative  Code. 

2.  Discontinue  the  filling  of  any  container  exceeding 
12  inches  in  length  with  liquefied  natural  gas  whose 
pressure  at  70°F  would  exceed  IS  psig.  C19-91-0-a  Ad¬ 
ministrative  Code.  (This  refers  to  the  LNG  storage 
tanks,  and  to  any  barges  or  tankers  filled,  except  for 
for  export). 

3.  Provide  that  the  containers  for  storage  of  lique¬ 
fied  natural  gas  be  tested  initially  and  at  least  once 
every  subsequent  five  years  to  a  uniform  interior  pressure 
tent  in  accordance  with  C19-91.0-C-1  Adm.  Code. 

4.  Submit  evidence  showing  suitability  of  site  for 
storage  of  LNG  in  large  quantities,  for  evaluation  by  the 
New  York  City  Fire  Department,  such  evidence  shall 

include:  .  .  .  . 

(a)  A  submission  and  evaluation  on  the  night 
pattern  and  number  and  type  of  flights  daily  over 
this  site,  including  evidence  from  the  FAA  that  they 
do  not  consider  this  facility  to  be  a  hazard  to  air 
navigation. 

(b)  An  independent  evaluation  of  the  ability  of 
the  tank  and  the  protection  to  withstand  an  airplane 
impact. 

(c)  A  detailed  site  map  showing  oil  structures 
and  occupancies  within  1500  feet  of  the  LNG  tanks. 

5.  Submit  comparative  data  study  relative  to  ad¬ 
vantage  of  proposed  concrete  protected  tank  as  against 
earth  berm  enclosed  tank. 

6.  Submit  study  of  downwind,  vapor  travel  based 
on  ground  spill  due  to  rupture  in  piping  both  inside  and 
outside  the  dike. 

11.  Submit  complete  details  of .  all  underground 
drains,  sewers,  abandoned  pipes,  etc.  within  500  ft.  of  the 
LNG  tanks;  a  minimum  distance  of  500  .feet.shall.be 
provided  from  any  LNG  tank  to  such  drains,  including 
any  septic  tank  or  drain  field  thereof. 

16.  Provide  that  all  structural  materials  used  in  the 
tank  (balsa  wood,  etc.)  shall  be  incombustible  or  fire 
resistant. 

23.  Provide  that  individual  LNG  tank  capacity  shall 
not  exceed  600,000  barrels;  the  Fire  Department  deems 
it  contrary  to  the  interests  of  public  safety  to  permit  the 
use  of  900,000  barrel  tanks  for  LNG  storage.  C19-11.0 
Adm.  Code.” 

and 

Whereas,  the  decision  of  the  Department  of  Ports  and 
Terminals,  dated  May  6,  1971  on  Application  No.  710026, 
reads : 

“1.  The  construction  of  storage  tanks  of  900,000 
barrel  capacity  for  pressurized  gases  exceed  the  capacity 
of  such  containers  as  approved  by  the  Board  of  Standards 
and  Appeals.  This  limit  is  as  defined  in  C19-91.0-C 
Administrative  Code. 
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2.  No  container  shall  be  filled  with  gas  whose  pres¬ 
sure  at  70°  would  exceed  15  psig.  By  definition,  lique¬ 
fied  natural  gas  containers  require  approval  as  defined 
in  C19-91.c-E  Administrative  Code.  The  lng  storage 
tanks,  barges,  and  tankers  except  for  export  must  be 
approved  for  this  purpose. 

3.  The  proposed  use  of  structural  steel  in  a  cyro- 
genic  environment  is  not  a  recognized  construction. 

4.  The  protection  of  the  storage  tanks  by  a  concrete 
wall  is  not  a  recognized  construction  for  this  purpose.” 

and 

Whereas,  drawings  and  information  were  submitted  with 
this  application  and  expert  testimony  was  adduced  at  the 
public  hearings  in  support  thereof  and  all  were  carefully 
studied  by  the  Board;  and 

Whereas,  the  premises  were  inspected  by  a  Committee  of 
the  Board  which  recommended  that  the  Appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  May  3,  1971,  acting  on  Fire  Department  Folder 
#W  801  383,  Items  1,  2,  3,  4,  5,  6,  11,  16  and  23,  and  the  de¬ 
cision  of  the  Department  of  Ports  and  Terminals,  dated  May 
6,  1971,  acting  on  Applic.  No.  710026,  Items  1,  2,  3,  and  4, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  the  construction  and  use  of  the  three 
proposed  tanks  for  the  storage  of  Liquefied  Natural  Gas  is 
...  proved  on  condition  that  the  tank  foundations,  the  tanks 
and  the  dyke  shall  be  constructed  substantially  in  accordance 
with  the  drawings  submitted  with  this  application  marked 
“Received  May  6,  1971,”  4  sheets,  and  “July  1,  1971,”  2 
sheets ;  that  the  gas  pressure  inside  the  tanks  shall  not  exceed 
two  and  one-half  pounds  per  square  inch ;  that  the  gas  tanks 
shall  substantially  conform  to  the  requirements  of  API  Code 
620  Supplement  Q  ;  that  the  structural  drawings  shall  be  ex¬ 
amined  and  approved  by  the  Department  of  Ports  and  Ter¬ 
minals  of  The  Economic  Development  Administration ;  that 
all  fire  detection,  fire  protection  and  fire  extinguishing  equip¬ 
ment  including  lightning  protection,  signalling,  alarms  with 
related  control  instrumentation,  communication  systems,  per¬ 
sonnel  training  for  fire  protection  and  control,  periodic  test¬ 
ing  and  inspection,  pertinent  plant  operating  and  maintenance 
logs,  records  and  reports,  and  the  entire  processing  of  the 
natural  gas  in  its  operation  and  maintenance,  shall  be  to  the 
satisfaction  of  the  Fire  Commissioner  and  the  Commissioner 
of  Ports  and  Terminals  that  the  lO'-O"  thick  concrete  berm 
shall  be  designed  to  withstand  the  impact  of  a  747  aircraft 
at  a  speed  of  200  knots ;  that  the  final  design  of  the  pipe  line 
and  pier  loading  facility  shall  be  subject  to  the  approval  of 
the  Fire  Department,  Department  of  Ports  and  Terminals 
and  the  U.  S.  Coast  Guard;  that  the  tanks  shall  be  con¬ 
structed  by  Wajsh  Construction  Company  in  accordance 
with  the  stipulation  that  the  owners  have  entered  into  and 
who  shall  be  responsible  for  all  sub-contract  work,  and  shall 
~>e  done  under  the  supervision  of  the  Engineer  of  Record,  I. 
Elliott  Goldberg  P.E.,  or  an  authorized  professional  engineer 
Jnder  his  direct  control ;  that  there  shall  be  no  catch  basin 
or  an^  °^er  opening  to  a  sewer  which  is  built  within 
|00  feet  of  the  edge  of  any  tank;  that  the  tanks  shall  be  hy- 
\TiT*a^cally  in  accordance  with  the  requirements  of 

API  Code  620  Supplement  Q  dated  May  2,  1969;  that  in 
ieu  of  the  5  year  tank  tests  required  by  Section  C19-91.0(c) 
m  the  Administrative.  Code,  tests  shall  be  conducted  by  the 
Mre  Department,  using  submerged  plates  of  metal,  pre- 
tressed  concrete  and  balsa  wood  identical  with  the  materials 
'I  the  tanks  to  determine  the  condition  of  the  tanks,  that  the 
■alsa  wood  used  in  the  construction  of  the  tanks  shall  be 
ncapsulated  with  fire  resistant  fibre  glass :  and  that  all  other 
aws,  rules  and  regulations  applicable  shall  be  complied  with. 


SUBJECT  Application  Alay  19,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  K-Mart  Permanent  Type  Antifreeze 
and  Summer  Coolant  in  one  Gallon  metal  container  without 
replaceable  top  or  cap  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 
bor  Applicant:  John  Yaeger. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Hja^ve '  VIce  Chairman  Becker,  Commissioner 

Madigan  and  Commissioner  Nolan .  3 

N egative :  .  .  q 

Absent :  Chairman  Galvin  and  Commissioner  Klein .  2 

THE  RESOLUTION— 

a  die  decision  of  the  Fire  Commissioner,  dated 

April  19,  1971,  reads : 

"We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  ‘K-Mart  Permanent  Type  Anti-Freeze 
icrJ'u  n-mer  Coolant’  a  combustible  mixture  (F.  P 
250  F.)  in  containers  as  follows:  (1)  Gal.  metal  con¬ 
tainer  without  replaceable  top  or  cap  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit :  Sec.  C-19-62.0.b  NYC  Administrative  Code 
requires  that  containers  for  combustible  mixtures  be 
equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  sample  containers  were  inspected  by  a  com- 
nuttee  of  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved  that  the  latter  decision  of  the  Fire  Commis¬ 
sioner  dated  April  19  1971,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  containers  shall  conform  to  drawings  filed,  marked  “Re¬ 
ceived  May  19  1971,”  1  sheet,  that  the  label  be  on  promi- 
nent  display  and  that  the  entire  contents  can  be  emptied ;  that 
t  le  Ubel  be  satisfactory  to  the  Fire  Commissioner  and  that 
in  all  other  respects  all  applicable  laws,  rules  and  regulations 
be  complied  with. 


■24-71-A 

APPLICANT — John  Yaeger  for  BASF  Wyandotte  Corpo¬ 
ration,  owner. 


326-71-A 

APPLICANT— William  H.  Byrne  for  The  Prudential  In- 
surance  Company  of  America,  owner ;  Abraham  and  Straus 
lessee  °n  °*  Fe<^erateci  Department  Stores,  Incorporated, 

SUBJECT— Application  May  19,  1971 — appeal  from  a  de¬ 
cision  ot  the  Borough  Superintendent  re-  exit  doors  and 
panic  bolts. 

I  REMISES  AFFECTED — 159  to  177  Schermerhorn  Street, 
south  side,  200  feet  west  of  Livingston  Street,  178  to  192 
Livingston  Street,  Block  164,  Lot  20,  Borough  of  Brooklyn. 

APPEARANCES— 

I' or  Applicant:  William  H.  Byrne. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan  '  4 

Negative:  .  g 

Absent :  Commissioner  Klein  .  ' '  j 

THE  RESOLUTION— 

1  H ereas,  the  decision  of  the  Borough  Superintendent, 

dated  April  21,  1971  on  N.  B.  Applic.  2927-70,  reads  : 

,  ‘‘V,  Exit  doors  to  comply  with  Section  272(3)  of 

the  NYS  Labor  Law. 
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.  No  door  leading  into  or  out  of  any  factory  or 
any  floor  thereof  shall  be  bolted,  locked  or  fastened 
during  working  hours.’ 

2.  Panic  bolts  which  prevent  entry  from  stair  hall 
into  floor  area  does  not  comply  with  Section  272(3)  of 
the  NYS  Labor  Law. 

‘. . .  Every  door  opening  on  a  stairway  or  other  exit 
shall  open  from  both  sides  so  as  not  to  obstruct 
passage.’  ” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  April  21,  1971  acting  on  N.  B.  App.  2927-70 
Objections  No.  1  and  2  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conform  to  drawings  filed,  marked  “Received  May 
19,  1971,”  8  sheets,  and  that  all  laws,  rules  and  regulations  be 
complied  with. 


338-71-A 

APPLICANT— -Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Burin  Realty  Company,  Incorporated,  owner. 
SUBJECT— Application  May  25,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  alteration  of  a 
catering  establishment. 

PREMISES  AFFECTED— 318  to  330  Grand  Street,  south¬ 
east  corner  of  Havemeyer  Street,  118  to  131  Havemeyer 
Street  and  265  to  271  South  First  Street,  Block  2396, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant.:  Samuel  H.  Lindenbaum  and  Leo  Berger. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative  :  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1971  on  Alt.  Applic.  544-71,  reads: 

“1)  The  building  of  Class  III  construction,  occupied 
by  a  public  use,  is  contrary  to  C26-254  A.  C. 

2)  The  condition  of  the  building  is  contrary  to  643a- 
13.0  on  the  Title  A  of  the  Building  Code,  due  to  the 
excess  area  above  the  tabular  limits. 

3)  The  proposed  horizontal  exists  at  the  second  floor 
through  a  fire  partition,  in  which  there  are  openings 
exceeding  4'  in  width,  are  contrary  to  Sect.  (10.8.2)  b.  c. 

4)  Openings  in  fire  partitions  must  be  protected 
with  \y2  in.  fpsc  doors  as  per  (10.8.2)  for  the  2nd  floor. 

5)  Doors  acting  in  pairs  and  required  to  be  rated, 
must  be  B.  S.  A.  approved  as  a  unit.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  21,  1971,  acting  on  Alt.  App. 
544-71,  Objections  No.  1  to  5,  inclusive,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  the  building  conform  to  drawings  filed  with  the 
application,  marked  “Received  May  25,  1971,”  two  sheets ; 
“June  2,  1971,”  one  sheet,  and  all  laws,  rules  and  regulations 
be  complied  with. 


372-71-A 

APPLICANT — Alfonso  Duarte  for  Daniel  Casriel,  owner. 
SUBJECT — Application  June  1,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  rehabilitation 
center. 

PREMISES  AFFECTED — 47  East  51st  Street,  north  side, 
133  feet  west  of  Park  Avenue,  Block  1287,  Lot  31,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte  and  W.  L.  Steinharter. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 


Madigan  and  Commissioner  Nolan .  3 

Negative:  . . .  0 


Absent :  Chairman  Galvin  and  Commissioner  Klein  ....  2 
THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1971  on  Alt.  Applic.  1864-69,  reads : 

“C35 — The  proposed  use  of  this  building  as  a  re¬ 
habilitation  center  for  addicts  under  H-2  occupancy 
classification  is  not  clearly  classified  under  Local  Law 
76-68,  obtain  approval  for  proposed  use. 

C36 — An  H2  occupancy  in  a  Class  II-B  Building  is 
limited  to  11,200  sq.  ft.  and  (5)  stories  65'-0"  in  height 
proposed  change  from  ‘E’  occupancy  to  ‘H-2’  is  contrary 
to  C26-406.1  and  Table  4-2. 

C37 — Since  the  building  is  primarily  an  H-2  Classi¬ 
fication  provide  fire  division  between  ‘E’  occupancy  and 
‘H-2’  in  accordance  with  Table  5-2  2  hours  C26-504.2. 

C38— Provide  wheelchair  access  in  accordance  with 
C26-601.1. 

C39 — Exit  passageway  must  comply  with  C26-604.3, 
for  capacity  width,  height  and  construction. 

C40 — Construction  of  front  stair  must  be  incom¬ 
bustible  and  enclosed  at  first  floor  C26-604  A.C. 

C41 — Stairs  continuing  to  cellar  must  be  separated 
by  a  1  hour  fire  resistance  rating  C26-602.4. 

C42 — Provide  smoke  detectors  in  all  rooms  as  re¬ 
quired  by  Section  C26-1703.1. 

C43 — Provide  standpipe  as  required  by  C26-1702.1.” 

and 

Whereas,  the  premises  were  inspected  by  a  commitee  of 
the  Board  which  recomended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  10,  1971  acting  on  Alt.  App. 
1864-69  Objections  No.  C-35  through  C-43,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  building  shall  conform  to  drawings 
filed,  marked  “Received  June  1,  1971,”  9  sheets,  and  further 
that  it  complies  with  all  laws,  rules  and  regulations. 


413-71-A 

APPLICANT — Ingram  S.  Carner  for  Herbert  Horowitz, 
owner. 

SUBJECT — Application  June  15,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  interpretation  use, 
use  Group  16. 

PREMISES  AFFECTED— 87-13  55th  Avenue,  north  side, 
96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner  and  Thomas  P.  Crin- 
nion. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 

Madigan  and  Commissioner  Nolan .  3 

Negative:  .  0 

Absent :  Chairman  Galvin  and  Commissioner  Klein  . .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1971  on  N.  B.  Applic.  283-71,  reads: 

“1.  The  layout  and  arrangement  appears  to  be  for 
automobile  repairs  (Use  Group  16). 

A  use  listed  in  Use  Group  16  is  not  permitted  as  of 
right  in  a  Cl  District.  (32-00  Z.  R.).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  18,  1971,  acting  on  N.  B.  Applic. 
283-71,  Objection  No.  1  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conform  to  drawings  filed,  marked  “Received  June 
15,  1971,”  1  sheet,  and  that  all  laws,  rules  and  regulations  be 
complied  with. 


428-71-A 

APPLICANT — Joseph  Pell  Lombardi  for  the  Townhouse 
Restoration  Company  of  New  York,  owner. 

SUBJECT — Application  June  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  increase  of  build¬ 
ing  height  to  four  story  and  basement,  arrangement  of 
living  room,  cellar  apartment. 

PREMISES  AFFECTED— 113  West  78th  Street,  north 
side,  184.0  feet  west  of  Columbus  Avenue,  Block  1150,  Lot 
25,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Lombardi  and  Michael  Hollender. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE„yOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  9,  1971  on  Alt.  Applic.  453-70,  reads : 

“All — The  proposed  increase  of  the  height  of  the 
building  from  three  story  and  basement  to  4  story  and 
basement  is  contrary  to  Sec.  171  sub.  2a  MDL  (including 
extension). 

A12 — The  arrangement  of  the  living  rooms  in  the 
cellar  is  contrary  to  Sec.  177  and  Sec.  34  MDL  and  Sec. 
D26-34.07  HMC.” 

md 

Whereas,  the  premises  were  inspected  by  a  committee  of 
he  Board  which  recommended  that  the  appeal  be  granted 
ander  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Super¬ 
intendent,  dated  June  9,  1971,  acting  on  Alt.  App.  453-70 
Objection  No.  A  11,  A  12  be  and  it  hereby  is  modified  and 
hat  the  appeal  be  and  it  hereby  is  granted  on  condition  the 
building  conform  to  drawings  filed,  marked  “Received  June 
17,  1971.”  17  sheets,  and  that  all  laws,  rules  and  regulations 
>e  complied  with. 


SUBJECT — Application  July  2,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  class  111  Building 
egress. 

PREMISES  AFFECTED— 257  to  267  West  117th  Street 
north  side,  225  feet  east  of  8th  Avenue,  Block  1923,  Lot 
10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harry  Meltzer. 

AC1ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative :  .  q 

Absent :  Commissioner  Klein .  | 

THE  RESOLUTION— 

\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1971  on  Alt.  Applic.  173-71,  reads: 

C-31)  Provide  second  means  of  egress  from  all 
floors  in  accordance  with  C26-603.2. 

C -33)  Item  #2  wood  windows  not  acceptable  pro¬ 
vide  exterior  separation  as  per  Table  3-4.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent 
dated  June  18,  1971,  acting  on  Alt.  App.  173-71  Objections 
No.  C-31 ;  C-33  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  conform  to  drawings  filed,  marked  “Received  July  16, 
1971,  5  sheets,  and  all  laws,  rules  and  regulations  be  com¬ 
plied  with. 


172-71-A 

APPLICANT — Harry  Meltzer  for  Sure  Fire  Realty  Cor¬ 
poration,  owner. 


479-71-A 

APPLICANT — Frank  Lugano  for  Tremont  Rehabilitation 
Corporation,  owner. 

SUBJECT — Abdication  July  8,  1971 — appeal  from  and 
review  of  a  decision  of  the  Borough  Superintendent  re¬ 
egress,  tabular  limits  and  use. 

PREMISES  AFFECTED — 834  to  836  East  156th  Street, 
south  side,  25  feet  east  of  Union  Avenue,  Block  2675,  Lot 
46,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Frank  Lugano  and  Jose  H.  Vazquez. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  q 

Absent :  Commissioner  Klein  . ’  ”  \ 

THE  RESOLUTION— 

W  hereas,  the  decision  of  the  Borough  Superintendent, 

dated  June  18,  1971  on  Alt.  Applic.  187-71,  reads : 

t~.  “1—Conversion  of  a  M.  D.  to  a  Neighborhood 
Drug  Addiction  Center,  located  in  a  R6  district  is  con¬ 
trary  to  Section  22-10  Z.  R. 

2—  Provide  two  properly  enclosed  stairs  from  each 
floor  level  terminating  at  street  and  roof  level  (fire 
escapes  are  not  acceptable  means  of  egress). 

3 —  Show  all  rated  enclosures  around  stair,  halls,  etc. 

4 —  Use  of  a  IIC,  6  story  building  as  a  institutional 
building,  (H-2  occupancy  group)  and  located  inside  the 
fire  limits  with  an  excess  area  and  height  as  required  in 
table  4-2  of  A.  C.  is  contrary  to  Sections  C26-403.1  C26- 
405.1  and  C26-406.1  of  A.  C. 

5 —  Provide  access  to  building  by  individuals  in 
wheel  chairs  is  per  Section  C26-601.1  of  A.  C. 
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6 — Provide  smoke  detectors  or  sprinklers  where 
required. 

Note:  At  the  present  time  Neighborhood  Drug  Addiction 
Center  have  not  been  assigned  a  use  group  which  would  be 
permitted  in  a  residence  district.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1971  acting  on  Alt.  App.  187-71  Objections 
No.  1  to  6,  inch  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  July 
20,  1971,”  8  sheets,  and  on  further  condition  that  the  auto¬ 
matic  fire  alarm  system  be  connected  to  a  Fire  Department 
Protection  System. 

321-70-A 

APPLICANT — Department  of  Buildings,  City  of  New  York 
for  Abe  Maibach,  owner. 

SUBJECT — Application  May  25,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  199,978. 

PREMISES  AFFECTED— 1232  to  1256  East  80th  Street, 
north  side,  from  Paerdegat  8th  Street  to  Paerdegat  9th 
Street,  entire  block  front  36-46  Paerdegat  8th  Street  and 
35-45  Paerdegat  9th  Street,  Block  8058,  Lot  32,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Karl  Plofker,  B.  D. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request  of 
the  Department  of  Buildings. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi  and  Capt.  J.  F.  Pe¬ 
tr  agli  a,  F.  D. 

For  Owner  of  Premises:  Herbert  Newman. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971, 
at  2  P.M.,  for  the  purpose  of  obtaining  a  write-off  on  the 
installation  of  a  sprinkler  system. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  S.  A.  Caradonna. 


ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
2  P.M.,  for  continued  hearing. 


229-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — V.  Camac  and  G.  Greenblat. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 974  to  978  Morris  Park  Avenue, 
southeast  corner  of  Radcliff  Avenue,  Block  4101,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner  of  Premises :  Robert  Camac. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  2  P.M.  for  reinspection  by  the  Board  and  Fire  Depart¬ 
ment. 


230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Murray  Weiner. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Capt  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner  of  Premises :  Vincent  Salvadeo  and  Murray 
Weiner. 

ACTION  OF  BOARD— Laid  over  to  September  8,  1971,  at 
2  P.M.  for  continued  hearing. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner  of  Premises :  Irving  Borenstein. 

ACTION  OF  BOARD — Laid  over  to  September  8,  1971,  at 
2  P.M.  for  continued  hearing  at  the  request  of  the  owner. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner  of  Premises :  James  R.  Meehan  and  Josef 
Ausubel. 
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ACTION  01-  BOARD — Laid  over  to  September  8,  1971,  at 
2  P.M.  for  continued  hearing. 


323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 

SUBJECT— Application  May  18,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  Oils 
unapproved  Tank  Trucks. 

APPEARANCES— 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  T.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  September  21,  1971, 
at  2  P.M.,  for  continued  hearing. 


Adjourned:  5:10  P.M. 


James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  JULY  29,  1971,  10  A.M. 
Present:  Chairman  Galvin,  Vice  Chairman  Becker  and 
Commissioner  Nolan. 

135-70-A 

APPLICANT— Penn  Central  Transportation  Company  for 
Pennsylvania  Tunnel  and  Terminal  Railroad  Company. 


SUBJECT — Application  July  26,  1971 — to  reopen  as  Vol. 
II,  under  Article  V  Section  6  of  the  Rules  of  Procedure 
of  the  Board. 

PREMISES  AFFECTED — 28th  Street  from  Borden 
Avenue  to  54th  Street,  Long  Island  City,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  William  P.  Jones,  Penn  Central,  H.  R. 

Davis,  Penn  Central,  Richard  H.  Stokes,  L.  I.  R  R  - 
M.  T.  A.,  Peter  N.  Burns,  L.  I.  R.  R. 

For  Opposition:  John  T.  O’Hagan,  Chief  of  Dept. 
N.  Y.  C.  F.  D.,  John  F.  Connor,  N.  Y.  C.  F.  D.,  John 
F  Petraglia,  N.  Y.  C.  F.  D.,  John  F.  Manfredi,  Lieut., 
N.  Y.  C.  F.  D. 

Observers:  Rudolph  Andrea,  N.  Y.  C.  T.  A.,  John  W 
Ritchie,  N.  Y.  C.  T.  A.,  Winford  L.  Beebe,’  Fire  Pre¬ 
vention  T.  A.,  Lawrence  W.  Hass,  Director,  N.  Y.  C. 
Transportation  Administration. 

ACTION  OF  BOARD — Application  to  reopen  denied. 

THE  VOTE  TO  REOPEN  AS  VOLUME  II— 

Affirmative :  .  q 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker  and 

Commissioner  Nolan  .  3 

Absent:  Commissioner  Klein  and  Commissioner  Madigan  2 


Adjourned:  1:50  P.M. 


James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Wednesday  Morning,  Sep¬ 
tember  8,  1971,  Affecting  Calendar  Numbers — 


464-38-A 

211-70-BZ 

325-71-BZ 

i  »<* 

561-40-BZ— Vol.  II 

153-70-BZ— Vol.  II 

345-71-BZ 

> 

65-48-BZ— Vol.  II 

154-70-BZ— Vol.  II 

371-71-BZ 

( 

1  i: 

497-56-BZ 

1 55-70- BZ— Vol.  II 

375-71-BZ 

I  ■ 

I I 

509-67-A 

157-70-BZ— Vol.  II 

379-71-BZ 

i 

lit 

367-68-BZ 

160-71-BZ 

400-71-BZ 

,r 

125-70-BZ 

!e 

it 

Minutes  of  Regular  Meeting,  Wednesday  Afternoon,  Sep¬ 
tember  8,  1971,  Affecting  Calendar  Numbers — 

J 

|j 

1905-BZY— Vol.  Ill 

230-71-A 

388-71-A 

r 

361-70-A 

232-71-A 

389-71- A 

l 

ip 

r 

414-70-A 

234-71-A 

390-71-A 

Cl 

t 

623-70-A 

373-71-A 

391-71-A 

r 

1 

223-71-A 

387-71-A 

392-71-A 

226-71-A 

)ffice — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

'elephone— 566-5174. 


Warning  Notice. 
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DOCKET 

New  Cases  Filed  Through  August  31,  1971 

Cal,  No.  Dept.  Premises  Affected 

505-71-A — F.D. — Packaging  of  a  flamable  mixture  known 
as  “Du  Pont  Zerex  pre-mixed  windshield  washer  anti¬ 
freeze  and  cleaner”  in  quart  metal  containers  not 
equipped  with  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code. 


506-71-SM — Sika  Chemical  Corporation,  Colma  Fix  for 
bonding  plastic  concrete  to  structural  materials,  manu¬ 
factured  by  Sika  Chemical  Corporation,  Material. 


507-71-A — B.Q. — 41-80  Little  Neck  Parkway,  west  side, 
56.44  feet  north  of  Marathon  Parkway,  Block  8127,  Lot 
41,  Little  Neck,  Borough  of  Queens,  re-  erection  of  build¬ 
ing  in  bed  of  mapped  street,  General  City  Law. 


508-71-A — B.Q. — 41-82  Little  Neck  Parkway,  west  side, 
3.66  feet  north  of  Marathon  Parkway,  Block  8127,  Lot  39, 
Little  Neck,  Borough  of  Queens,  re-  erection  of  building 
in  bed  of  mapped  street,  General  City  Law. 


509-7 1-S A — Victor  Equipment  Company,  machine  cutting 
torches,  manufactured  by  Victor  Equipment  Company, 
Appliance. 


510-71-SM — E.  I.  Du  Pont  de  Nemours  and  Company 
Incorporated,  Corian  bathtub  wall  kit,  manufactured  by 
E.  I.  Du  Pont  de  Nemours  and  Company  Incorporated, 
Material. 


511-71-A — B.R. — North  Railroad  Avenue,  north  side, 
111.24  feet  west  of  Windermere  Road,  Block  4701,  Lot 
20,  Oakwood,  Borough  of  Richmond,  re-  erection  of 
building  in  bed  of  mapped  street,  General  City  Law. 


512-71-BZ — B.Bx. — 1020  Grand  Concourse,  southeast  cor¬ 
ner  of  East  165th  Street,  Block  2461,  Lot  94,  Borough  of 
The  Bronx,  Alt.  No.  168-71,  re-proposed1  installation  of 
non  accessory  television  antennas  and  T.V.  bulkhead  on 
roof  of  building,  R-8  district. 


513-71-SM — The  Flintkote  Company,  Flintkote  Gypsum 
Wallboard,  super  fire  halt  and  coreboard,  manufactured 
by  The  Flintkote  Company,  Material. 


514-71-A — -F.D. — Packaging  of  combustible  mixture 
known  as  “STP  Diesel  Fuel  Treatment”  in  32  ounce 
metal  cans  with  sealed  tops  not  in  compliance  with  the 
regulations  of  the  Administrative  Code. 


515-71-A — F.D. — Packaging  of  combustible  mixture 
known  as  “STP  Double  Power  Gas  Treatment”  in  8  and 
12  fluid  ounce  metal  cans  with  non-replaceable  tear  caps 
not  in  compliance  with  the  regulations  of  the  Adminis¬ 
trative  Code. 


516-71-A — F.D.— Packaging  of  combustible  mixture 
known  as  Toner  for  copier  model  and  concentrate  for 
copier  model  in  32  ounce  polyethylene  bottle  and  7x/2 
ounce  polyethylene  container  not  in  compliance  with  the 
regulations  of  the  Administrative  Code. 


517-71-BZ — B.Q. — 139-20  109th  Avenue,  southwest  cor¬ 
ner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica,  Bor¬ 
ough  of  Queens,  Alt.  No.  131-71,  re-proposed  factory, 
storage,  office  and  residence,  R3-2  district. 


518-71-BZ — B.R. — 53  Barker  Street,  east  side,  505  feet 
south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond,  Alt.  No.  262-70,  re¬ 
proposed  storage  for  trailer  trucks,  R3-2  district. 


519-71-A — B.B. — 438  Varick  Avenue,  287  to  473  Maspeth 
Avenue,  northeast  corner,  Block  2838,  Lot  1,  Borough 
of  Brooklyn,  Fire  Department  letter  of  6/18/71,  re¬ 
manufacture  refine  of  distill  petroleum  or  coal  tar,  M3-1 
district. 


520-71-BZ — B.Q. — 33-33  13th  Street,  northeast  corner  of 
34th  Avenue,  Block  520,  Lot  1,  Long  Island  City,  Bor¬ 
ough  of  Queens,  N.  B.  724-70,  re-  proposed  High  School, 
R-5  district. 


521-71-SM — The  Central  Foundry  Company,  multi-tite 
gasket  for  joining  drain,  waste  and  vent  cast  iron  pipe 
joints,  manufactured  by  The  Central  Foundry  Company, 
Material. 


522- 71-BZ — B.Q. — 161-31  122nd  Avenue,  121-10  New 
York  Boulevard,  northwest  corner,  Block  12253,  Lot  26, 
Rochdale,  Borough  of  Queens,  N.B.  384-71,  re-  proposed 
multiple  dwelling,  off  street  parking,  R3-2  district. 

523- 71-A — B.Q. — 161-31  122nd  Avenue,  121-10  New  York 
Boulevard,  northwest  corner,  Block  12253,  Lot  26,  Roch¬ 
dale,  Borough  of  Queens,  N.B.  384-71,  re-  front  and  side 
yard,  provide  access  to  entrance  hall  for  wheel  chair 
individuals,  R3-2  district. 


524-71-A — B.R. — 4401  Victory  Boulevard,  west  side  and 
east  side  of  Arthur  Kill,  Block  2735-Dock  area,  2745- 
generating  station,  Lot  10,  Travis,  Borough  of  Rich¬ 
mond,  Fire  Department  letter  of  7/20/71,  re-  fuel  oil 
storage. 


525-71-A — F.D. — Safety  Lines  Marking,  Incorporated, 
Heating  Kettles,  used  to  melt  thermo-plastic  for  highway 
pavement  markings,  F.D.  Item  B814451,  directive  14-66. 


526-71-BZ — B.M. — 320  to  326  East  53nd  Street,  south 
side,  218  feet  4  inches  east  of  Second  Avenue,  Block 
1345,  Lot  41,  Borough  of  Manhattan,  Alt.  No.  220-71,  re¬ 
proposed  change  from  a  fencing  club  to  office  space,  R8 
district. 


527-71-BZ — B.B. — 1760  57th  Street,  south  side,  200  feet 
west  of  18th  Avenue,  Block  5498,  Lot  30,  Borough  of 
Brooklyn,  Alt.  No.  553-71,  re-  proposed  one  story  en¬ 
largement,  R-5  district. 


528-71-BZ— B.Q.— 133-44  150th  Street,  and  149-17  North 
Conduit  Avenue,  northwest  corner,  Block  12116,  Lot  1, 
South  Jamaica,  Borough  of  Queens,  N.B.  562-71,  re¬ 
proposed  automotive  service  station,  R3-2  district. 


529-71-BZ — B.Q. — 84-12  97th  Avenue,  southeast  corner 
of  84th  Street,  Block  9055,  Lots  1,  14,  Ozone  Park,  Bor¬ 
ough  of  Queens,  N.B.  660-71,  re-  proposed  supermarket, 
R5  district. 


530-71-SA — Hobart  Manufacturing  Company,  Kitchen- 
Aid  Dishwasher,  various  models,  manufactured  by 
Hobart  Manufacturing  Company,  Appliance. 


531-71-A — F.D. — Anton  H.  Heller  for  Poweray  Infrared 
Corporation,  F.D.  letter  of  7/6/71,  re-  trailers  using  L.P. 
gas  as  fuel  for  radiant  heaters. 


532-71-A — B.M. — 345  to  347  Avenue  of  Americas,  north¬ 
west  corner  of  West  4th  Street,  Block  592,  Lots  25,  26, 
Borough  of  Manhattan,  Alt.  No.  1688-69,  re-  egress,  Cl-5 
district. 


533-71-SM — Epic  Metals  Corporation,  Epicore  for  use  as 
a  fire  resistive  composite  floor  form,  manufactured  by 
Epic  Metals  Corporation,  Material. 
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534-71-A  B.B. — 448  to  456  Kent  Avenue,  northwest  cor¬ 
ner  South  10th  Street,  Block  2134,  Lot  1,  Borough  of 
Brooklyn,  B.  N.  2766-71,  re-  ladder  to  elevator  machine 
room,  M  3-1  distirct. 


535-7 1-A — B.Bx — 230  East  149th  Street,  and  425  Morris 
Avenue,  southwest  corner  from  East  144th  Street  to 
149th  Street,  Block  2325,  Lot  19,  Borough  of  The  Bronx 
N.  B.  10-70,  re-  floor  decking. 


536- 7 1-A  P.D. — Packaging  of  flammable  mixture  known 
as  Scotch  Brand  Panel  and  Construction  Adhesive  in 
1/10  gallon  calking  cartridge  having  paper  tube  side 
walls  with  seamed  on  metal  ends  not  in  compliance  with 
the  regulations  of  the  Administrative  Code. 


537-71-SA— Utica  Radiator  Corporation,  Utica  series  “O” 
Dil-fired  boiler  various  models,  manufactured  by  Utica 
Radiator  Corporation,  Appliance. 


538-7 1-S  A — Utica  Radiator  Corporation,  Utica  series 
B  oil  or  gas-fired  boilers  various  models,  manufactured 
■Dy  Utica  Radiator  Corporation,  Appliance. 


539-71-SA — W.  C.  Dillon  and  Company,  Dillon  “Crane- 
Kard’  !£ad  indicatin&  alarm  system,  manufactured  by 
;W.  C.  Dillon  and  Company,  Appliance. 


540-7 1-S A — Cee-Gee  Incorporated,  PH100  and  PH300 
?as  buggy  for  safety  tank  on  wheels  to  drain  and  refill 
?as  tanks,  manufactured  by  Cee-Gee  Incorporated,  Ap¬ 
pliance. 


^"71‘SA — W.  C.  Dillon  and  Company,  Incorporated, 
Jillon  Cranegard  boom  angle  indicating  alarm  system, 
nanufactured  by  W.  C.  Dillon  and  Company,  Incorpor¬ 
ated,  Appliance. 


>42-7 1-SM — Flangeklamp  Corporation,  series  X  fire 
ated  metal  suspension  system,  manufactured  by 
-langeklamp  Corporation,  Material. 


71-A  B.M. — 207  to  209  East  21st  Street,  northside, 
22.0  feet  east  of  Third  Avenue,  Block  902,  Lots  9,  10, 
borough  of  Manhattan,  Alt.  No.  395-69,  re-  fire  escapes 
.nd  egress,  R 7-2  district. 


44-71-BZ — B.B. — 5603  Avenue  M,  1246  to  1288  East 
7th  Street,  and  1345  to  1389  East  56th  Street,  north- 
vest  corner,  Block  7854,  Lot  1,  Borough  of  Brooklyn, 
I.  B.  231-71,  re-  proposed  residential,  R3-2  district. 


45-71-BZ — B.Bx. — 4109  to  4119  Third  Avenue,  4115 
fficial,  and  523  Cross  Bronx  Expressway,  northwest 
■  .orner,  Block  2923,  Lot  37,  Borough  of  The  Bronx,  N.  B. 
-4-/ 1,  re-  proposed  automotive  service  station,  C2-4  in 
16  district. 


46-7 1-BZ — B.B. — 5305  to  5317  Avenue  N,  1599  East 
3rd  Street,  and  ^1564  to  1574  East  54th  Street,  northwest 
orner,  Block  7878,  Lot  1,  Borough  of  Brooklyn,  Alt.  No. 
130-71,  re-  enlargement  of  a  catering  establishment. 
1-2  in  R3-2  and  R3-2  district. 


47-71-BZ — B.Q. — 61-10  Maurice  Avenue,  east  side,  49.08 
?et  north  of  61st  Street,  Block  2371,  Lots  112,  120, 
laspeth,  Borough  of  Queens,  N.  B.  346-71,  re-  proposed 
/arehouse,  C8-1  district. 


48-71-A — B.B. — 1298  St.  Marks  Avenue,  southwest  cor- 
er  of  Buffalo  Avenue,  Block  1362,  Lot  1,  Borough  of 
rooklyn,  N.  B.  25-71,  re-  proposed  use  of  medical  offices 
i  class  2D  building,  R6  district. 


549-7 1-A  B.Q. — 34-01  to  34-21  Mott  Avenue,  southwest 
corner  of  Edgewater  Drive,  Block  196,  Lot  1,  Far  Rock- 
away,  Borough  of  Queens,  Alt.  No.  428-71,  re-  change  of 
occupancy  to  philanthropic  institution  enlargement  public 
usage  in  a  frame  structure,  R2  district. 


550-71-BZ — B.Q. — 198-27  47th  Avenue  and  46-40  Francis 
Lewis  Boulevard,  northwest  corner,  Block  5555,  Lot  1 
Bayside,  Borough  of  Queens,  Alt.  No.  776-71,  re-  boiler,’ 
storage,  supermarket,  and  parking  for  more  than  five 
cars,  R2  district. 


551-71-A — B.R. — 3666  Richmond  Terrace,  east  side,  2601 
feet  south  of  Western  Avenue,  Port  Ivory,  Borough  of 
Richmond,  F.  D.  letter  of  7/7/71,  re-  establishment  of 
smoking  area. 


552-7 1-A — B.M. — 2  to  18  Cedar  Street,  and  66  to  78  Pine 
Street,  northwest  corner,  and  171  to  181  Pearl  Street, 
Block  41,  Lot  1,  Borough  of  Manhattan,  Alt.  No.  790-70, 
re-shaft  in  class  one  building,  C5-3  district. 


553-7 1-S  A — Irex  Corporation,  Radplane  models  3800 
series,  3600  series,  manufactured  by  Irex  Corporation, 
Appliance. 


554-71-BZ— B.Bx.— 271  East  149th  Street,  north  side,  120 
feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3,  74 
Borough  of  The  Bronx,  N.  B.  146-71,  re-  proposed 
gasoline  service  station,  C4-4  district. 


555-71-BZ — B.R. — 432  Manor  Road,  west  side,  43.38  feet 
south  of  Joan  Place,  Block  370,  Lot  67,  Castleton  Cor¬ 
ners,  Borough  of  Richmond,  Alt.  No.  19-71,  re-  enlarge¬ 
ment  of  tailor  shop  and  store,  Cl-2  within  R3-2  district. 


556-71-A — B.R. —432  Manor  Road,  west  side  43.38  feet 
south  of  Joan  Place,  Block  370,  Lot  67,  Castleton  Cor¬ 
ners,  Borough  of  Richmond,  Alt.  No.  19-71,  re-  erection 
of  building  in  bed  of  mapped  street,  General  City  Law. 


557-71-BZ — B.R. — 2710  Hylan  Boulevard,  southeast  cor¬ 
ner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New  Dorp, 
Borough  of  Richmond,  Alt.  No.  158-71,  re-proposed 
eating  establishment,  C4-1  district. 


558-7 1-BZ — B.R. — 1949  Richmond  Avenue,  east  side, 
1774.08  feet  north  of  Rockland  Avenue,  Block  2030,  Lot 
1,  Bulls  Head,  Borough  of  Richmond,  Alt.  No.  224-71,  re¬ 
sale  of  agricultural  products,  R3-2  district. 


559-71-BZ — B.B. — 622  to  646  (630  official)  92nd  Street, 
and  155  to  171  Dahlgree  Place,  southeast  corner  and  152 
Battery  Avenue,  Block  6142,  Lot  39,  Borough  of  Brook¬ 
lyn,  N.  B.  293-71,  re-  offices  and  accessory  parking,  R4 
district. 


560-71-BZ — B.M. — 209  to  213  Elizabeth  Street,  16  to  18 
Prince  Street,  southwest  corner,  and  232  Mott  Street, 
Block  493,  Lot  11,  19,  21,  20,  Borough  of  Manhattan,  Alt. 
No.  153-71,  re-  enlargement  of  bakery,  C6-1  district. 


561-71-BZ— B.M. — 139  Spring  Street,  and  94  to  98 
Wooster  Street,  northeast  corner,  Block  500,  Lot  500, 
Borough  of  Manhattan,  F.  D.  letter  of  7/29/71,  re-  manu¬ 
facturing  combustible  mixtures  requiring  a  permit. 


562-71-BZ — B.R. — 8  Occident  Avenue,  south  side,  116 
feet  50  inches  west  of  Sunrise  Terrace,  Block  580,  Lot 
68,  Stapleton,  Borough  of  Richmond,  N.  B.  1329-64,  re¬ 
sky  exposure  plane,  R3-2  district. 


563-71-BZ — B.R.— 4  Occident  Avenue,  south  side,  174 
feet  75  inches  west  of  Sunrise  Terrace,  Block  580,  Lot  66, 
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Stapleton,  Borough  of  Richmond,  N.  B.  1327-64,  re-  sky 
exposure  plane,  R3-2  district. 

564-71-BZ — B.R. — 2  Occident  Avenue,  south  side,  200 
feet  6  inches  west  of  Sunrise  Terrace,  Block  580,  Lot  64, 
Stapleton,  Borough  of  Richmond,  N.  B.  1326-64,  re-  sky 
exposure  plane,  R3-2  district. 


565-71-BZ — B.M. — 165  to  167  Bowery,  east  side,  63  feet 
11  inches  south  of  Delancey  Street,  Block  424,  Lot  8, 
Borough  of  Manhattan,  Alt.  No.  401-7 1 ,  re-  change  of  use 
from  stores  and  transient  hotel  to  a  carpentry  shop, 
C6-1  district. 


566-71-A — B.Bx. — 3311  Colden  Avenue,  west  side,  100 
feet  north  of  Duncan  Street,  Block  4634,  Lot  35,  Borough 
of  The  Bronx,  Alt.  No.  38-71,  re-  proposed  cellar  apt., 
R5  district. 


567-71-BZ — B.M. — 353  to  361  West  57th  Street,  north 
side,  20  feet  east  of  Ninth  Avenue,  Block  1048,  Lot  2, 
Borough  of  Manhattan,  Alt.  No.  783-71,  re-  proposed 
theatre,  C4-7,  Cl-8  and  R-10  district. 


568-71-A — B.M.— 59  East  79th  Street,  north  side,  141  feet 
east  of  Madison  Avenue,  Block  1491,  Lot  27,  Borough 
of  Manhattan,  Alt.  No.  750-71,  re-  cellar  apartment,  R10 
district. 


569-71-SA — Scully  Electronic  Systems,  Incorporated, 
scultrol  and  sculprobe  liquid  level  detection  and  alarm 
equipment,  manufactured  by  Scully  Electronic  Systems, 
Incorporated,  Appliance. 


570-71-BZ — B.M. — 120  East  37th  Street,  south  side,  100 
feet  west  of  Lexington  Avenue,  Block  892,  Lot  73, 
Borough  of  Manhattan,  Alt.  No.  970-71,  re-  change  of 
occupancy  from  apartments  to  offices,  R7-2  district. 


571-71-BZ — B.M. — 164  to  168  West  136th  Street,  south 
side,  125  feet  east  of  Seventh  Avenue,  Block  1920,  Lots 
57,  58,  158,  Borough  of  Manhattan,  Alt.  No.  543-71,  re¬ 
proposed  change  of  use  from  residential  to  funeral  office 
and  chapel,  R7-2  district. 


572-71-A — B.Q. — 173-53  Croydon  Road,  northeast  corner 
Homelawn  Street,  Block  9892,  Lot  19,  Jamaica,  Borough 
of  Queens,  Complaint  No.  2432-70,  re-  use  violation,  Rl-2 
district. 


573-71-A — F.D. — Packaging  of  combustible  mixture 
known  as  Wm  Penn  Anti-Freeze  and  Summer  Coolant, 
and  Cold  Guard  Anti-Freeze  and  Summer  Coolant  in 
one  quart  and  one  gallon  metal  sealed  cans,  for  two  gal¬ 
lon  metal  sealed  can  and  plastic  gallon  container  not  in 
compliance  with  the  regulations  of  the  Administrative 
Code. 


574-71-BZ — B.Q. — 112-47  to  113-15  Queens  Boulevard, 
north  side,  175  feet  west  of  76th  Road,  Block  2264,  Lot 
58,  Kew  Gardens,  Borough  of  Queens,  Alt.  No.  854-71, 
re-  proposed  catering  establishment,  Cl-2  district. 


575-71-BZ — B.B. — 958  to  980  Nostrand  Avenue,  south¬ 
west  corner  of  Montgomery  Street,  Block  1305,  Lot  40, 
Borough  of  Brooklyn,  N.  B.  340-71,  re-  proposed  automo¬ 
tive  service  station,  C2-1  district. 


576-71-BZ — B.Bx. — 2356  University  Avenue,  east  side, 
1163.63  feet  north  of  West  Fordham  Road,  Block  3212, 
Lot  57,  Borough  of  The  Bronx,  Alt.  No.  336-71,  re-  pro¬ 
posed  enlargement  of  funeral  establishment,  Cl-4  in  R-6 
district. 


577-71-BZ — B.Bx. — 3839  to  3851  White  Plains  Road, 
southwest  corner  of  East  221st  Street,  Block  4655,  Lot 
43,  Borough  of  The  Bronx,  Alt.  No.  286-71,  re-  printing 
establishment,  C2-2  district. 


578-71-BZ — B.B. — 833  to  847  4th  Avenue,  southeast  cor¬ 
ner  of  30th  Street,  Block  673,  Lots  1,  5,  Borough  of 
Brooklyn,  N.  B.  339-71,  re-  automotive  service  station, 
C2-1  in  R-6  district. 


Restore  to  Docket 

509-67-A — B.Bx. — 1710  Fowler  Avenue,  east  side,  100 
feet  north  of  Van  Nest  Avenue,  Block  4095,  Lot  31,  Bor¬ 
ough  of  The  Bronx,  Alt.  20-67  re-  cellar  apartment. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


SEPTEMBER  28,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  September  28,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

317-64-BZ — Vol.  II 

APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT — Application  reopened  June  22,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargement 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED — 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 


249-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Stanley  S.  Kil- 
burn,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 207-22  Northern  Boulevard, 
206-35  to  206-49  45th  Road,  south  side,  350  feet  west  of 
Oceania  Street,  Block  7305,  Lots  19,  47,  48,  Bayside,  Bor¬ 
ough  of  Queens. 


407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1971— decision  of  the  Bpt- 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 
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463-71-BZ 

APPLICANT — William  Weinpahl. 

SUBJECT— Application  June  30,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 


470-71-BZ 

APPLICANT — Aaron  Halpern  for  Alstores  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  6,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  at  an  accessory 
parking  facility  for  a  department  store,  the  installation  of  a 
sign  that  exceeds  the  height  above  curb  level. 

PREMISES  AFFECTED — 163-27  Archer  Avenue,  north¬ 
east  corner  of  New  York  Boulevard,  Block  10151,  Lot  65, 
Jamaica,  Borough  of  Queens. 


492-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s,  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpor¬ 
ated,  owners. 

SUBJECT— Application  July  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  a 
retail  shopping  facility  with  an  accessory  parking  facility 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 


493-71-A  " 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s,  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpor¬ 
ated,  owners. 

SUBJECT— Application  July  15,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 
PREMISES  AFFECTED — 90-15  Queens  Boulevard  north- 

1oSt^or^err^f^0th  street’  Blocks  1860-  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 


611-70-BZ 

APPLICANT — Lama  &  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application,  October  9,  1970— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district,  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED — 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lot  377,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  July  13,  1971,  for  continued  hearing. 


160-71-BZ  " 

APPLICANT  Hannibal  F.  Zumbo  for  Nathan  Cohen 
owner. 

SUBJECT  Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 


Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63 
Borough  of  Brooklyn. 

hearing  °VCr  fr0m  September  8-  1971>  for  continued 


400-71-BZ 

APPLICANT— Albert  Melniker  for  Sophia  Maestrone 
owner.  ’ 

SUBJECT— Application  June  9,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  die 
open  area  previously  before  the  Board. 

PI|q  ¥rfES  AFFECTED— 1960  Forest  Avenue,  south  side, 
oU  feet  east  of  Van  Name  Avenue,  Block  1700  Lot  8 
Mariners  Harbor,  Borough  of  Richmond. 

hearing.  °Ver  fr°m  SePtember  8,  1971,  for  continued 


153-70-BZ — Vol.  II  - 

APPLICANT— McGee  and  Morsellino  for  Elsa  Krauss 
owner.  j-vaauas 

SUBJECT-App1ication  reopened  as  Volume  II  April  27 

tion  72d2T Sofnth°e  7e  B°rpUgh,  SuPerintendent,  under  Sec- 
on  /Z-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-/ 

distnct  the  erection  of  a  three  story  two  family  dwelling 
the  Permitted  floor  area  ratio,  has  less  thar 
the  required  open  space  ratio  and  lot  area  per  room  and 

requM  o^n  space.  ”0t  Permi,ted  obstruclio"s  within  the 
Pp£VSES  AFFECTED-42-29  202nd  Street  east  side 

Iorofrghno0frQu°eenird  A™Ue’  ^  L°‘ 

heartdga0,VSefrre^es?e0PtTebrpp,1tan?71' 


154-70-BZ— Vol.  II 


APPLICANT— McGee  and  Morsellino  for  Elsa  Krauss 
owner  auss, 


SUBJECT— Application  reopened  as  Volume  II  April  27 
J.y7™eclsion  of  the  Borough  Superintendent,  under  Sec¬ 
tion  /2-21  of  the.  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

AFFECTED-42-19  202nd  Street,  east  side. 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56  Bayside 
Borough  of  Queens. 

Laid  over  from  September  8,  1971,  for  continued 
hearing  at  the  request  of  the  applicant. 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1.971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
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that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

Laid  over  from  September  8,  1971,  for  continued 
hearing  at  the  request  of  the  applicant. 


157-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

Laid  over  from  September  8,  1971,  for  continued 

hearing  at  the  request  of  the  applicant. 

THOMAS  F.  GALVIN,  Chairman 


SEPTEMBER  28,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  September  28,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

431-71-SA 

APPLICANT — American  Standard  Inc. — Bedpan  cleaner. 


182-59-SM 

APPLICANT — Permacel  Company, — Ribbon  Dope  Thread 
Sealant. 


347-64-SA 

APPLICANT — Harper  Electric  Furnace  Corp. — Harper 
Hump  Mesh  Belt  Sintering  Furnace  &  Atmosphere  Gas 
Flow  Control  Panel. 

117-70-SA 

APPLICANT — I  T  T  Nesbitt, — Direct  Fired  Make-up  Air 
Units. 


397-70-SA 

APPLICANT — Thomas  P.  Crinnion,  P.  E.  for  the  Wing 
Co.  Div.  of  Aero-Flow, — Wing  Thermo-Shield  Combina¬ 
tion  Heater. 


428-70-SA 

APPLICANT — -Aerovent  Fan  Company,  Inc., — Aerovent 
Door  Air  Heaters. 


576-70-SM 

APPLICANT — E.  I.  du  Pont  de  Nemours  &  Co., — Corian 
one  piece  vanity  top  and  bowl. 

67-71-SM 

APPLICANT — Zeston,  Inc., — Pre-Molded  Hi-Lo  Temp 
Insulated  P.  V.  C.  Finish  Fitting  Covers. 


289-71-SA 

APPLICANT — Larry  Castellano  for  Gerosa  Crane  Service 
Inc., — Crane  Boom  Indicator  and  Alarm  System. 

432-71-SM 

APPLICANT — Bethlehem  Steel  Corporation, — Open  and 
Closed  Swaged  Wire  Rope  Sockets. 


1905-BZY — Vol.  VII — B.  Bx.  2666  Netherlands  Avenue, 
N.  B.  1482-60. 


235-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 


373-71-A 

APPLICANT — Fred  W.  Raffo  for  G.  Constantinades, 
owner. 

SUBJECT — Application  June  3,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 60  Winant  Place,  southwest 
corner  of  Kreisher  Street,  Block  7408,  Lot  25,  Charleston, 
Borough  of  Richmond. 


387-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 289  Hillside  Terrace,  southeast 
corner  of  Hylan  Boulevard,  Block  5201,  Lot  1,  Great  Kills, 
Borough  of  Richmond. 


388-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 291  Hillside  Terrace,  east  side, 
27.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68, 
Great  Kills,  Borough  of  Richmond. 


389-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 
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SUBJECT— Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFEC  1  ED — 295  Hillside  Terrace,  east  side, 
51.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 


390-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 297  Hillside  Terrace,  east  side, 
76.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65, 
Great  Kills,  Borough  of  Richmond. 


438-71-A 

APPLICANT— Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT  Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

I  REMISES  AFFECTED — 34  Hardy  Street,  west  side,  51 
feet  south  of  Waverly  Place,  Block  638,  Lot  47,  Stapleton, 
Borough  of  Richmond. 


391-71-A 


E.  Diamond  for  Druid  Homes 


APPLICANT— Harold 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 301  Hillside  Terrace,  east  side, 
100.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64, 
Great  Kills,  Borough  of  Richmond. 


439-71 -A 

APPLICANT— Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

P?^I?ES  AFFECTED-30  Hardy  Street,  west  side, 
26.50  feet  south  of  Waverly  Place,  Block  638,  Lot  46, 
Stapleton,  Borough  of  Richmond. 


392-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT— Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 303  Hillside  Terrace,  east  side, 
125.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  63, 
Great  Kills,  Borough  of  Richmond. 


440-71-A 

APPLICANT— Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Waverly  Place,  south  side, 
100  feet  west  of  Hardy  Street,  Block  638,  Lot  39,  Staple- 
ton,  Borough  of  Richmond. 


402-71-A 

APPLICANT — Max  Siegel  Associates  for  Atlantic  Hard¬ 
ware  and  Supply  C  Corporation,  owner. 

SUBJECT — Application  June  10,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED — 3080  Hull  Avenue,  east  side,  100 
feet  south  of  204th  Street,  Block  3332,  Lot  30,  Borough  of 
The  Bronx. 


441-71- A 

APPLICANT— Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT— Application  June  23.  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

'  AFFECTED — 36  Hardy  Street,  west  side, 

75.50  feet  south  of  Waverly  Place,  Block  638,  Lot  49, 
Stapleton,  Borough  of  Richmond. 


436-71- A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Hardy  Street,  southwest 
corner  of  Waverly  Place,  Block  638,  Lot  44,  Stapleton, 
Borough  of  Richmond. 


448-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — The  Salvation  Army  Incor¬ 
porated. 

SUBJECT  Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1771  Andrews  Avenue,  south- 
west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 


437-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed 
Section  36,  Article  3,  General  City  Law  re¬ 
fronting  legal  street. 

PREMISES  AFFECTED — 62  Waverly  Place,  south  side, 
125  feet  west  of  Hardy  Street,  Block  638,  Lot  38,  Staple- 

ton,  Borough  of  Richmond. 


pursuant  to 
building  not 


449-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OW  NER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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OCTOBER  5,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  5,  1971,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor.  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

313-51-BZ 

APPLICANT — Ingram  S.  Carner  for  Globe  Lumber  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  18,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  business  use  district, 
the  installation  of  power  saws  in  existing  lumber  storage 
building,  to  be  used  as  a  wood  cabinet  making  shop. 
PREMISES  AFFECTED— 2892-2902  Nostrand  Avenue, 
west  side,  540  feet  north  of  Avenue  P,  Block  7690,  Lot  73, 
Borough  of  Brooklyn. 


450-46-BZ 

APPLICANT — Jeffrey  S.  Wood  for  Gerry  Brothers  and 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September  13, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change  of 
occupancy  from  garage  for  eighteen  cars,  storage  and  one 
family  dwellings  to  offices. 

PREMISES  AFFECTED — 41  East  62nd  Street,  north  side, 
165  feet  east  of  Madison  Avenue,  Block  1377,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


958-38— Vol.  Ill 

APPLICANT — Gerhard  Grange  for  Manor  345  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  24,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7i  of  the  Zoning  Resolution,  permitting 
in  a. business  use  district,  the  change  in  occupancy  of  front 
portion  of  first  floor  from  store  to  automobile  repair  shop, 
body  and  fender  repairs  and  painting  of  cars ;  later  amended 
to  permit  use  of  the  premises  as  a  contractor’s  establish¬ 
ment  under  Use  Group  16. 

PREMISES  AFFECTED— 345-347  East  103rd  Street, 
north  side,  100  feet  west  of  1st  Avenue,  Block  1675,  Lots  21 
and  22,  Borough  of  Manhattan. 


300-54-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.,  G.  and  N. 
Aufiero,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  24,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  7a  and  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  C  area 
district,  the  extension  of  existing  commercial  building, 
using  more  than  the  area  permitted,  without  the  required 
rear  yard. 

PREMISES  AFFECTED — 3222  Ely  Avenue,  east  side,  170 
feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 


193-55-BZ 

APPLICANT — F.  J.  Meier  and  Son  and  Arno  Fischer  for 
37-11  Thirty-Fifth  Avenue  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  March  22,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district  the  parking  and  storage 
of  patrons  and  employees  cars  (no  fee  to  be  charged.) 

PREMISES  AFFECTED — 45-05  94th  Street,  southeast 
corner  of  45th  Avenue,  Block  1602,  Lot  1,  Elmhurst,  Bor¬ 
ough  of  Queens. 

867-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  19,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  auto  washing  (non-auto¬ 
matic),  lubrication,  office  and  accessory  sales  for  a  term 
of  15  years. 

PREMISES  AFFECTED— 66-11  to  66-33  Queens  Midtown 
Expressway,  northeast  corner  of  Clinton  Avenue,  Block 
2394,  Lot  8,  Maspeth,  Borough  of  Queens. 


573-59-BZ 

APPLICANT — Charles  M.  Spindler  for  Prudential  Savings 
Bank,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time  to 
complete,  which  expired  December  22,  1960 ;  and  extension 
of  term  of  variance  which  expired  December  22,  1960 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  parking  of 
passenger  motor  vehicles  to  be  used  by  officers,  employees 
and  patrons  of  the  Prudential  Savings  Bank. 

PREMISES  AFFECTED— 3826  to  3830  Kings  Highway 
and  1241  to  1245  Ryder  Street,  southeast  corner.  Block 
7817,  Lot  34,  Borough  of  Brooklyn. 

423-54-BZ— Vol.  II 

APPLICANT — Millard  Bresin  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  31,  1971;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  minor  repairs  (hand  tools  only),  office,  sales  and 
storage  of  auto  accessories  and  open  parking. 

PREMISES  AFFECTED — 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lots  68 
and  69,  Borough  of  The  Bronx. 


334-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Eldorado  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
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Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  previously 
before  the  Board,  the  change  in  occupancy  from  automatic 
car  wash  and  sales  lot  to  automobile  laundry  and  automo¬ 
tive  service  station. 

j  PREMISES  AFFECTED — 166  to  174  Kings  Highway, 
southwest  corner  of  West  12th  Street,  1676  to  1684  West 
12th  Street,  Block  6619,  Lot  42,  Borough  of  Brooklyn. 


version  and  enlargement  of  an  existing  building  to  a  com¬ 
munity  college  with  accessory  offices. 

PREMISES  AFFECTED — 31-10  Thomson  Avenue,  south¬ 
west  corner  of  31st  Place,  Block  278,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 


342-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT  Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-451  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  conversion 
and  maintenance  of  an  off-site  accessory  parking  facility 
for  a  public  housing  development. 

j  PREMISES  AFFECTED— 405  to  421  East  100th  Street, 
north  side,  111.5  feet  east  of  1st  Avenue,  Block  1694, 
Lots  6,  7,  9,  10,  12  and  13,  Borough  of  Manhattan. 


424-71-BZ 


375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT  Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1  Cr)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

^^y^-SES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough 
of  Brooklyn. 

Laid  over  from  September  8,  1971,  for  hearing  at  the 

request  of  the  applicant  to  file  additional  plans. 

THOMAS  F.  GALVIN,  Chairman 


,  APPLICANT— Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 

SUBJECT— Application  June  10,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automo- 
tive  seivice  station  with  accessory  uses  previously  before 
the  Board. 

AFFECTED — 162-08  Cross  Bay  Boulevard, 
V'10  to  91-18  162nd  Avenue,  southwest  corner,  Block 
14066,  Lots  5,  8,  10  and  11,  Howard  Beach,  Borough  of 
Queens. 


435-71-BZ  * 

-APPLICANT— Stanley  L.  Horowitz  for  Deborah  Hospital 
owner.  1  ’ 

SUBJECT  Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  proposed  two 
story  hospital  structure,  the  installation  of  an  illuminated 
sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 135-25  Northern  Boulevard 

fe,etrrwest  of.  Farrington  Street,  Block 
49a8,  Lots  17,  18,  and  55,  Flushing,  Borough  of  Queens. 


OCTOBER  5,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  ties  day  afternoon,  October  5,  1971,  at  2  o’clock  at  80  Lafay- 
ette  Sti  eet,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow- 
mg  matters: 

234-71-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner 
OWNER  OF  PREMISES-Board  of  Higher  Education. 
SUBJECT— Application  April  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

I  REMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


450-71-BZ  ~ 

APPLICANT  McGee  and  Morsellino  for  Wellington  As¬ 
sociates,  owner;  A1  Mounia,  Limited,  lessee. 

.SUBJECT  Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  and  R10  district,  in  an 
existing  hotel,  the  addition  to  the  accessory  restaurant  and 
cocktail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 241  Madison  Avenue,  and  22 
East  38th  Street,  southeast  corner,  Block  867,  Lot  55 
Borough  of  Manhattan. 


455-71-A  - 

APPLICANT — Buckley  and  Kisseloff  for  Uris  55  Water 
Street  Company,  owner. 

SUBJECT— Application  June  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  doors  to  stairs. 

PREMISES  AFFECTED — 55  Water  Street,  southeast  cor¬ 
ner  of  Old  Slip  Street,  Blocks  32  and  34,  Lots  1  7  20  21 
f  -  24,  28,  17  19 ,  29.  30,  34,  35,  37,  39,  8-12,  21-23  and  33, 
Borough  of  Manhattan. 


462-71- A 

APPLICANT  George  G.  Miller  for  Irving  Domnitch 
owner. 

SUBJECT— Application  June  30,  1971 — appeal  from  a  de- 
cision  of  the  Borough  Superintendent  re-  cellar  apartments. 

PREMISES  AFFECTED — 79-11  41st  Avenue,  north  side 
entire  block,  from  79th  Street  to  80th  Street,  Block  1490, 
Lot  18,  Elmhurst,  Borough  of  Queens. 


187-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Higher  Edu- 
cation  City  of  New  York,  owner. 

SUBJECT  Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-19  of  the 
Zoning  Resolution,  to  permit  in  an  M2-1  district,  the  con¬ 


466-71-A 

APPLICANT  D.  A.  Gaffney  for  GAF  Corporation,  owner. 

SUBJECT— Application  July  1,  1971 — appeal  from  a  de- 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  GAF  3416  Blue  Imager  I  in  44 
ounce  polyethylene  bottle  with  plastic  screw  caps  not 
in  compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 
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495-71-A 

APPLICANT — Thomas  B.  Falcofsky  for  The  Carter’s  Ink 
Company,  owner. 

SUBJECT — Application  July  16,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Carter’s  Rubber  Cement  in  4.3 
ounce  Poly  Vinyl  Chloride  Plastic  container  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 


511-71-A 

APPLICANT — Albert  Melniker  for  Lecaman  Park  Estates, 
owner. 

SUBJECT — Application  July  26,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — North  Railroad  Avenue,  north 
side,  111.24  feet  west  of  Windermere  Road,  Block  4701, 
Lot  20,  Oakwood,  Borough  of  Richmond. 

524-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  July  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  fuel  oil  storage. 

PREMISES  AFFECTED- — 4401  Victory  Boulevard,  west 
side,  and  Arthur  Kill,  east  side,  Block  2735  Dock  Area,  2745 
Generating  Station,  Lot  10,  Travis,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


October  12,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  12,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

246-71-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for  Harold 
Lamm,  owner,  Brike  Sharp  Incorporated,  lessee. 

SUBJECT — Application  April  16,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
two  story  building,  the  maintenance  of  a  clothing  manu¬ 
facturing  establishment  on  the  first  floor. 

PREMISES  AFFECTED — 139-19  Jamaica  Avenue,  north 
side,  117.84  feet  west  of  144th  Street,  Block  9673,  Lot  24, 
Jamaica,  Borough  of  Queens. 


335-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 

PREMISES  AFFECTED — 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 


486-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  Wakefield  Asso¬ 
ciates  Limited,  owner. 


SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  lot  area  and  encroaches  on  the  required  front 
and  side  yards. 

PREMISES  AFFECTED— 1326  Siegfried  Place,  east  side, 
35.03  feet  north  of  Parsifal  Place,  Block  5408,  Lot  259, 
Borough  of  The  Bronx. 


491-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  July  14,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  omission  of  a 
foot  bridge  to  a  community  facility  structure  that  creates 
non-compliance  on  the  required  open  space  for  a  conjunc¬ 
tive  residential  structure. 

PREMISES  AFFECTED— 211  to  225  La  Fontaine  Ave¬ 
nue,  west  side  entire  block,  558  to  560  East  181st  Street, 
2120  Quarry  Road,  Block  3062,  Lots  6,  9,  and  21,  Borough 
of  The  Bronx. 


520-71-BZ 

APPLICANT — Marcel  Breur  and  Associates  for  New  York 
City  Board  of  Education,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
five  story  high  school  that  encroaches  on  the  required  front 
yard  and  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 33-33  13th  Street,  northeast 
corner  of  34th  Avenue,  Block  520,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 


550-71-BZ 

APPLICANT — George  J.  Meltzer  for  Nomram  Enterprises 
Incorporated,  owner,  The  Atlantic  and  Pacific  Tea  Com¬ 
pany,  lessee. 

SUBJECT — Application  August  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R2  district,  the  enlargement  in  lot 
area  and  floor  area  of  a  supermarket  previously  before  the 
Board. 

PREMISES  AFFECTED— 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens. 


554-71-BZ 

APPLICANT — Norman  Reiffman  for  Joseph  Prisco,  Pamela 
Prisco  and  Pasquale  Prisco  Gerard  Operating  Corporation, 
owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs. 

PREMISES  AFFECTED — 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chainnan 
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OCTOBER  12,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  12,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol- 
ing  matters : 

361-70-A 

APPLICANT— John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED 


480-71-A 

.  /  LICANT-  Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

Application  July  8,  1971 — appeal  from  a  decision 
ot  the  Borough  Superintendent  re-  egress. 

AFFECTED — 70  West  11th  Street,  south  side, 
14J./  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9 
Borough  of  Manhattan. 


507-71-A 

^  PLICANT — McGee  and  Morsellino  for  Julia  Terzi 
owner.  ’ 

SUBJECT— Application  July  23,  1971 — filed  pursuant  to 
Section  35  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 41-80  Little  Neck  Parkway, 
west  side,  56.44  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  41,  Little  Neck,  Borough  of  Queens. 


142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

163-71-A 

APPLICANT— Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT— Application  March  19,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED — Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 

260-71- A 

APPLICANT — Albert  Melniker  for  Alphonse  Dacey,  owner. 

SUBJECT  Application  April  27,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 120  Grymes  Hill  Road,  south 
side.  90.94  feet  west  of  Bertha  Place,  Block  593,  Lot  159 
Grymes  Hill,  Borough  of  Richmond. 


i  ruLAJN  i — McGee  and  Morsellino  for  Julia  Terzi 
owner. 

UBJECT— Application  July  23,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

REMISES  AFFECTED— 41-82  Little  Neck  Parkway, 
west  side,  3.66  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  39,  Little  Neck,  Borough  of  Queens. 


543-71-A 

^  LICANT  Stephen  B.  Jacobs  for  Second  Generation, 
Incorporated,  owner. 

SUBJECT— Application  August  12,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  escapes 
and  egress. 

PREMISES  AFFECTED — 207  to  209  East  21st  Street 
north  side  122.0  feet  east  of  Third  Avenue,  Block  902  Lots 
9,  10,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


336-71-A 

APPLICANT — Kenneth  H.  Koons  for  David,  Rosel  anc 
Rita  Kebart,  d/b/a  Besbe  Realty  Company,  owner. 

SUBJECT  Application  May  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments 

PREMISES  AFFECTED — 2842  Grand  Concourse,  south¬ 
east  corner  of  East  198th  Street,  Block  3304,  Lot  119, 
Borough  of  The  Bronx. 


MINUTES 


REGULAR  MEETING 

WEDNESDAY  MORNING,  SEPTEMBER  8,  1971, 

10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  July  20,  1971,  were  approved 
as  printed  in  the  Bulletin  of  July  29,  1971,  Vol.  56,  ISlo.  30. 


464-38-A 


APPLICANT— Harold  Kalb  for  Zelin  Realty  Company, 
owner. 

SUBJECT— Appplication  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  14, 
1970 — decision  of  the  Borough  Superintendent— re-  metal 
building  nearer  than  4  feet  to  lot  line. 

PREMISES  AFFECTED— 166-170  Hudson  Street  and  48 
Laight  Street,  northeast  corner,  Block  220,  Lot  34,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Harold  Kalb. 

For  Opposition:  None. 

ACTION  OF  BOARD— Rules  of  Procedure  waiver,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ^ 


THE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  omend 
the  resolution  adopted  on  June  28,  1938,  as  amended  through 
December  14,  1965,  only  as  to  the  term  of.  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“granted  for  a  term  of  five  years  from  December  14, 
1970,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2118-64) 


561-40-BZ— Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Getty  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  June  12,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7f  and.7i  of  the  Zoning 
Resolution,  permitting  in  a  business  use  (district,,  the  erec¬ 
tion  and  maintenance  of  a  gasoline,  service  station,  lubri- 
torium,  auto  laundry  (non-automatic),  motor  vehicle  re¬ 
pairs,  storage  and  sale  of  accessories  and  office. 

PREMISES  AFFECTED— 367-377  Kings  Highway,  and 
1750-1760  West  3rd  Street,  northwest  corner,  Block  6653, 
Lots  27,  31  and  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  7, 
1955,  as  amended  through  October  9,  1956,  only,  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  June  12,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.  B.  1232-54) 


65-48-BZ— Vol.  II 


APPLICANT — Harry  Soled  for  800  Coney  Island  Avenue 
Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  June  20,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  residence  and  business  use  dis¬ 
trict,  mantenance  of  existing  building  uses  and  to  relocate 
the  body  and  fender  work,  painting,  spraying,  wheel  align¬ 
ment  to  the  center  building,  and  to  relocate  the  storage  of 
auto  parts  from  center  building  to  proposed  mezzanine  in 
the  northerly  building,  and  to  install  minor  adjustments  for 
car  department  in  northerly  building,  and  to  cut  a  door,  in 
the  most  southerly  wall  of  the  building  and  use.  adjoining 
vacant  portion  of  plot  for  the  parking  of  cars  waiting  to  be 
serviced. 

PREMISES  AFFECTED— 790-816  Coney  Island  Avenue, 
west  side,  260  feet  8)4  inches  south  of  Cortelyou  Road, 
Block  5393,  Lots  21,  25,  27  and  93,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Reoslved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  17, 
1951,  as  amended  through  June  20,  1961,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  ten  years  from  June  20,  1971,  to 
permit . . . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  3768-50) 


497-56-BZ 

APPLICANT— William  J.  Lubic  for  Michael  De  Matteo, 
owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  December  12, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  use  of  a 
vacant  lot  for  parking  of  more  than  5  motor  vehicles. 
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MINUTES 


PREMISES  AFFECTED — 294-296  East  3rd  Street,  south 
side,  277  feet  east  of  Avenue  C,  Block  372,  Lots  20  and  21, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  C.  Stempel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
23,  1956,  as  amended  through  December  12,  1961,  only  as  to 
the  term  of  the  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  December  12, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  718-56) 


509-67-A 

APPLICANT — Kenneth  H.  Koons  for  Marie  T.  Ruckel, 
owner. 

SUBJECT — Application  for  consideration — reopen  and  re¬ 
store  to  the  docket — decision  of  the  Borough  Superin¬ 
tendent — filed  pursuant  to  Section  310  of  the  Multiple 
Dwelling  Law  for  variation  of  Section  34.  Subd.  6  and 
Section  216  Subd.  2e  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yard  or  courts. 

PREMISES  AFFECTED — 1710  Fowler  Avenue,  east  side, 
100  feet  north  of  Van  Nest  Avenue,  Block  4095,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ’  q 


367-68-BZ  '  " 

APPLICANT — Leonard  F.  Rothkrug  for  845  Gates  Avenue 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  June  25,  1971 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-413  of  the  Zoning 
Resolution,  permitting  in  a  C8-2  and  Cl-3  district  in  an 
existing  one  story  building,  previously  before  the  Board, 
change  in  use  from  garage  and  automotive  sales  and 
service  establishment  to  a  customer  furniture-making  shop 
uith  accessory  upholstery  and  assembly  of  dinettes. 

PREMISES  AFFECTED — 103-111  Empire  Boulevard, 
north  side,  238  feet  2p£  inches  east  of  McKeever  Place, 
Block  1306,  Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 


AC  1  ION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  q 

•  HE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  25, 
19ocS,  as  amended  through  July  14,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  June  25,  1971.”  (Alt.  789-68) 


125-70-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  June  23,  1971- 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  73-452  of  the  Zoning  Resolution, 
permitting  in  an  R3-1  district,  the  construction  of  an  off¬ 
site  accessory  parking  facility  for  a  church. 

PREMISES  AFFECTED — Penn  Avenue,  northwest  corner 
of  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp,  Bor¬ 
ough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Stanley  A.  Applebaum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . q 

THE  RESOLUTION— 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  23, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

that  substantial  construction  shall  be  completed  within 
one  year  from  June  23,  1971.”  (Alt.  218-69) 


211-70-BZ 

APPLICANT — McGee  &  Morsellino  for  162-34  Realty 
Company,  Inc.,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete  which  expired  July  21,  1971 _ 

decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  an  R4  and  C2-2  district  the  erection  of  a  one 
story  building  for  use  as  an  automotive  repair  shop  with 
accessory  uses. 

PREMISES  AFFECTED — 162-34  Pidgeon  Meadow  Road 
west  side,  158.54  feet,  south  of  46th  Avenue,  Block  5461 
Lots  40  and  42,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative .  0 

THE  RESOLUTION— 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  21, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  21,  1971.”  (N.  B.  11-70) 


153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant  for  continued 
hearing. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT- — -Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  10  A.M.,  at  the  request  of  the  applicant,  for  continued 
hearing. 


155-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971- — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 


has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant,  for  continued 
hearing. 


157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  10  A.M.,  at  the  request  of  the  applicant,  for  continued 
hearing. 


160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hannibal  F.  Zumbo. 

For  Opposition:  Ernest  Trummer. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971,  at 
10.  A.M.,  for  continued  hearing. 


325-71-BZ 

APPLICANT — Goldwater  and  Flynn  for  Realties  Equities 
Columbus  Circle  Corporation,  owner. 

SUBJECT — Application  May  18,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-01  (b)  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-6  district,  on  an  existing  44  story 
office  building  previously  before  the  Board,  the  installation 
of  electric  signs  that  exceed  the  height  above  curb  level 
and  encroaches  on  the  distance  to  a  public  park. 

PREMISES  AFFECTED — 15  Columbus  Circle,  entire 
block,  1834  to  1850  Broadway,  1-6  West  61st  Street,  1-12 
Central  Park  West,  Block  1113,  Lot  29,  Borough  of  Man¬ 
hattan. 


846 


MINUTES 


APPEARANCES— 

For  Applicant :  Leon  Liner. 

For  Opposition:  Bertram  A.  Levine. 

For  Administration:  Frank  Papay,  Jr.,  Dept,  of  Parks. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  file  letter. 


345-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Blue  Drop  Realty, 
owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  and  basement  building,  the  conversion 
of  the  doctors’  offices  to  apartments  that  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  lot 
area  per  room. 

PREMISES  AFFECTED— 173  to  175  Hicks  Street,  north¬ 
east  corner  of  Love  Lane,  Block  236,  Lots  78  and  79,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs  and  Kamran  T. 

Elghanayan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971,  at 
10  A.M.,  for  decision ;  hearing  closed. 


371-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  11-413 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under 
construction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 590  to  596  East  183rd  Street, 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lot  16  and 
17,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
information. 


375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1(g)  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  district, 
the  erection  of  a  two  story  enlargement  upon  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-compliance. 

PREMISES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough 
of  Brooklyn. 

appearances— 

For  Applicant :  David  L.  Sohn. 

For  Opposition:  Leon  A.  Katz,  City  Council  and  Charles 
Miller. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
1  ^  A-M.,  for  hearing  at  the  request  of  the  applicant  to  file 
additional  plans. 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-1 1(g)  and  73-65  of 
the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  district, 
the  erection  of  2  additional  stories  to  an  existing  3  story 
telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn,  D.  O.  Pringle,  and  R. 

Rogers.  D.  Beaton  &  P.  Hulsart. 

For  Opposition :  Mary  Giovannucci,  Joseph  Comito. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1971, 
at  10  A.M.,  for  continued  hearing. 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  the 
open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  10  A.M.,  for  continued  hearing. 


Adjourned:  12:15  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON,  SEPTEMBER  8,  1971, 

2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


1905-BZY — Vol.  VII — B.  Bx.  2666  Netherland  Avenue 
N.  B.  1482-60. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  continued  hearing,  the  applicant  to  present 
evidence  to  the  Board  by  September  24,  1971,  of  attempts 
made  to  obtain  financing  for  the  project. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


MINUTES 


APPEARANCES— 

For  Applicant:  Dennis  Rizzo,  B.D. 

For  Opposition:  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
2  P.M.  for  continued  hearing,  the  applicant  to  submit  a 
copy  of  the  contract  for  the  sprinkler  system  in  the  interim. 


414-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES — Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT — Application  July  23,  1970 — revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED — 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Owner  of  Premises :  Clement  Peck. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  2  P.M.  for  continued  hearing,  the  applicant  to  submit 
in  the  interim  a  copy  of  the  sign-off  of  the  installation. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1971, 
at  2  P.M.  for  continued  hearing  and  inspection  by  the 
Fire  Department  the  owner  to  be  instructed  by  the  Board 
to  present  evidence  of  a  write-off. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.D. 

For  Owner :  Philip  Lindenauer. 

ACTION  OF  BOARD — Laid  over  to  September  14,  1971, 
at  2  P.M.,  with  the  consent  of  the  Fire  Department,  for 
continued  hearing,  at  the  request  of  the  applicant. 


226-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Young  Men’s  Christian  Asso¬ 
ciation  of  Greater  New  York. 


SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 177  to  185  Marcy  Avenue, 
southeast  corner  of  South  9th  Street,  Block  2151,  Lot  6, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi ;  F.D. 

For  Owner:  John  H.  Thatcher. 

ACTION  OF  BOARD — Application  withdrawn  at  the 
request  of  the  Fire  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J..  P.  Man- 
fredi,  F.D. 

For  Owner:  None. 

ACTION  OF  BOARD— Laid  over  to  October  21,  1971, 
at  2  P.M.  for  continued  hearing. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.D. 

For  Owner  Irving  Bornstein. 

ACTION  OF  BOARD — Laid  over  to  September  21,  1971, 
at  2  P.M.  for  continued  hearing. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.D. 

For  Owner:  George  R.  Sergeant,  Jr. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
2  P.M.  for  continued  hearing  and  submission  of  final  plans. 
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373-71-A 

APPLICANT — Fred  W.  Raffo  for  G.  Constantinades, 
owner. 

SUBJECT — Application  June  3,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 60  Winant  Place,  southwest 
corner  of  Kreisher  Street,  Block  7408,  Lot  25,  Charleston, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Nicholai  J.  Salvadeo. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing. 


387- 71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 289  Hillside  Terrace,  southeast 
corner  of  Hylan  Boulevard,  Block  5201,  Lot  1,  Great  Kills, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

ACTION  Oh  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing.  Board  to 
confer  with  City  Planning  Commission. 

388- 71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  06,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 291  Hillside  Terrace,  east  side, 

27.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing.  Board  to 
confer  with  City  Planning  Commission. 


389-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT  Application  June  8,  1971 — filed  pursuant  to  Sec¬ 
tion  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 295  Hillside  Terrace,  east  side, 
51.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67, 
Great  Kills,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACIION  Oh  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearings.  Board 
to  confer  with  City  Planning  Commission. 

390-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 297  Hillside  Terrace,  east  side, 

77.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65, 

Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing.  Board  to 
confer  with  City  Planning  Commission. 


391- 71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 301  Hillside  Terrace,  east  side, 
100.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing.  Board  to 
confer  with  City  Planning  Commission. 

392- 71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT  Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 303  Hillside  Terrace,  east  side, 

125.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot 
63,  Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing.  Board  to 
confer  with  City  Planning  Commission. 


Adjourned:  2:50  P.M. 

James  P.  Mulroy,  Secretary 
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University  Of  Illinois  Library 
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Urbana,  Ill*  6l801 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Docket. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Sep¬ 
tember  14,  1971,  Affecting  Calendar  Numbers — 


21-52-BZ — 

Vol.  II  294-70-BZ 

153-71-BZ 

222-54-BZ 

279-71-BZ 

268-71-BZ 

409-55-BZ 

325-71-BZ 

311-71-BZ 

1237-66-BZ 

345-71-BZ 

331-71-BZ 

251-68-BZ 

131-70-BZ— Vol.  II 

332-71-BZ 

295-69-BZ 

311-70-BZ 

371-71-BZ 

Minutes  of 

Regular  Meeting,  Tuesday  Afternoon, 

tember  14,  1971,  Affecting  Calendar  Numbers— 

414-70-A 

121-71-A 

341-71-A 

146-70-A 

223-71-A 

425-71-A 

285-71-A 

228-71-A 

426-71- A 

610- 69-A 

611- 69-A 

229-71-A 

the  library  of  the 

442-71- A 

NOV  4  W71 

' 

UNIVERSITY  Of  ILLINOIS 
/VT  IJRBANA-CHAMPA'GN 

V/arning  Notice. 
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DOCKET 

New  Cases  Filed  Up  to  September  14,  1971 

Cal.  No.  Dept.  Premises  Affected 

579.7 1-BZ — B.R. — 2014  Forest  Avenue,  southeast  corner 
of  Coonley  Avenue,  Block  1696,  Lot  8,  Mariners  Harbor, 
Borough  of  Richmond,  Alt.  No.  163-70,  re-  installation  of 
milk  storage  tanks,  Ml-1  district. 

580-71-BZ — B.B. — 944  East  84th  Street,  west  side,  330.0 
feet  south  of  Flatlands  Avenue,  Block  8020,  Lot  55,  Bor¬ 
ough  of  Brooklyn,  Alt.  No.  1479-69,  re-  proposed  enlarge¬ 
ment  of  synagogue,  R-5  district. 


581-71-BZ — B.B. — 3581  Bedford  Avenue,  east  side,  300 
feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough  of 
Brooklyn,  Alt.  No.  1202-71,  re-  one  family  dwelling,  R2 
district. 


582-7 1- A — B.B. — 2447  Dean  Street,  and  141  and  151  Sack- 
man  Street,  northeast  corner,  Block  1444,  Lot  1,  Borough 
of  Brooklyn,  Alt.  No.  1844-69,  re-  unprotected  opening, 
Ml -2  district. 


583-71- A — B.B. — 2449  Dean  Street,  northeast  corner  of 
Sackman  Street,  Block  1444,  Lot  49,  Borough  of  Brook¬ 
lyn,  Alt.  No.  1845-69,  re-  unprotected  opening,  Ml-2 
district. 


584-71-BZ — B.B. — 9914  to  9924  Farragut  Road,  and  602 
to  616  East  100th  Street,  southwest  corner,  Block  8168, 
Lot  38,  Borough  of  Brooklyn,  N.B.  283-71,  re-  proposed 
factory,  C8-1  district. 


585- 7 1-BZ — B.B. — 1216  to  1218  official,  1226  East  92nd 
Street,  west  side  264.13/8  feet  north  of  Avenue  J,  Block 
8199,  Lot  59,  Borough  of  Brooklyn,  N.B.  350-71,  re-  ac¬ 
cessory  private  garage,  R4  district. 

586- 71-SA— Pyrotronics,  A  Division  of  Baker  Industries, 
Incorporated,  Pyr-A-Larm  Fire  and  Smoke  Detection 
System,  manufactured  by  Pyrotronics,  A  Division  of 
Baker  Industries,  Incorporated,  Appliance. 


587-71-BZ— B.Q.— 147-19  34th  Avenue,  northwest  corner 
of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Borough  of 
Queens,  N.B.  739-71,  re-  two  family  dwelling,  R2  district. 


588-71-BZ — B.Q. — 147-17  34th  Avenue,  north  side,  28.16 
feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flushing, 
Borough  of  Queens,  N.B.  740-71,  re-  two  family  dwelling, 
R2  district. 


589-71-BZ — B.Q. — 147-15  34th  Avenue,  north  side,  48.16 
feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flushing, 
Borough  of  Queens,  N.B.  741-71,  re-  multiple  dwelling, 
R2  district. 


590-71-BZ— B.Q.— 33-30  147th  Place,  west  side,  129.33  feet 
north  of  34th  Avenue,  Block  4986,  Lot  110,  Flushing, 
Borough  of  Queens,  N.B.  742-71,  re-  two  family  dwelling, 
R2  district. 


591-71-BZ— B.Q.— 33-32  147th  Place,  west  side,  100.65 
feet  north  of  34th  Avenue,  Block  4986,  Lot  112,  Flushing, 
Borough  of  Queens,  N.B.  743-71,  re-  two  family  dwelling, 
R2  district. 


592-71-BZ — B.R. — 1010  Forest  Avenue,  southeast  corner 
of  Raymond  Place,  Block  316,  Lot  27,  Castleton  Corners, 
Borough  of  Richmond,  Alt.  No.  247-71,  re-  change  of 
use  from  doctors  offices  to  business  and  professional 
offices,  R3-2  and  R2  districts. 


593-71-BZ — B.R. — 1911  Richmond  Avenue,  east  side, 
2101.81  feet  north  of  Rockland  Avenue,  2030,  Lot  19, 
Bulls  Head,  Borough  of  Richmond,  N.B.  1112-71,  re¬ 
proposed  eating  establishment,  R3-2  district. 


594.71. BZ — B.R. — 40  Giffords  Lane,  northwest  corner  of 
Baltimore  Street,  Block  5436,  Lot  28,  Great  Kills,  Bor¬ 
ough  of  Richmond,  N.B.  835-67,  re-  one  car  garage  ac¬ 
cessory  to  one  family  dwelling,  R3-2  district. 


595-71-BZ — B.B. — 5312  21st  Avenue,  west  side,  100  feet 
south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn,  N.B.  252-71,  re-  contractor’s  establishment,  R5 
district. 


596-71-A — B.M. — 1  Chase  Manhattan  Plaza,  southeast 
corner  of  Nassau  Street  and  Liberty  Street,  Block  45, 
Lot  1,  Borough  of  Manhattan,  Alt.  No.  1544-70,  re¬ 
stairs,  C5-5  district. 


597-71-BZ — B.B. — 1598  East  98th  Street,  west  side,  180 
feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84,  Bor¬ 
ough  of  Brooklyn,  N.B.  242-71,  re-  one  family  dwelling, 
R5  district. 


598-71-BZ — B.R. — 30  Nelson  Avenue,  west  side,  253  feet 
south  of  Ambov  Road,  Block  5215,  Lot  30,  Great  Kills, 
Borough  of  Richmond,  Alt.  No.  292-70,  re-  parking  for 
motor  vehicles  accessory  to  a  bank  building,  Cl-1  and 
R3-2  districts. 


599- 71-A — B.R. — 30  Nelson  Avenue,  west  side,  253  feet 
south  of  Amboy  Road,  Block  5215,  Lot  30,  Great  Kills, 
Borough  of  Richmond,  Alt.  No.  292-70,  re-  erection  of 
building  in  bed  of  mapped  street,  General  City  Law. 

600- 71-BZ — B.R. — 905  Forest  Avenue,  north  side,  137.5 
feet  west  of  Elizabeth  Street,  Block  225,  Lot  52,  West 
New  Brighton,  Borough  of  Richmond,  Alt.  No.  253-71, 
re-  store,  one  apartment,  garage  and  storage,  R5  district. 

601- 71-A — B.R. — 905  Forest  Avenue,  north  side,  137.5 
feet  west  of  Elizabeth  Street,  Block  225,  Lot  52,  West 
New  Brighton,  Borough  of  Richmond,  Alt.  No.  253-71, 
re-  erection  of  building  in  bed  of  mapped  street,  General 
City  Law. 

602- 71-BZ — B.R. — 35  Giffords  Lane,  east  side,  354.32  feet 
north  of  Amboy  Road,  Block  4624,  Lot  20,  Great  Kills, 
Borough  of  Richmond,  N.  B.  1127-71,  re-  plumbing  supply 
company  and  accessory  parking,  Cl-1  and  R3-3  district. 


603-71-A — B.R. — 35  Giffords  Lane,  east  side,  354.32  feet 
north  of  Amboy  Road,  Block  4624,  Lot  20,  Great  Rills, 
Borough  of  Richmond,  N.B.  1127-71,  re-  erection  of 
building  in  bed  of  mapped  street,  General  City  Law. 


604-71-BZ — B.R. — 40  Elias  Place,  south  side,  140.41  feet 
east  of  Jewett  Avenue,  Block  356,  Lot  310,  Castleton 
Corners,  Borough  of  Richmond,  N.B.  918-69,  re-  proposed 
two  family  dwelling,  R3-2  district. 


605-71-BZ— B.Q. — 191-06  Hillside  Avenue,  southeast  cor¬ 
ner  of  191st  Street,  Block  10456,  Lots  12,  15,  Hollis,  Bor¬ 
ough  of  Queens,  Alt.  No.  1104,  re-  enlargement  to  nursing 
home,  R2  district. 


606-71-BZ — B.Q. — 221-14  South  Conduit  Avenue,  south¬ 
west  corner  of  222nd  Street,  Block  13491,  Lots  38,  40,  41, 
43,  Springfield  Gardens,  Borough  of  Queens,  N.B.  822-71, 
re-  automotive  service  station. 


607-71-BZ — B.M. — 1181  to  1197  Avenue  of  the  Americas, 
and  101  to  115  West  46th  Street,  northwest  corner,  and 
100  to  112  West  47th  Street,  Block  999,  Lots  24,  29,  129, 
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30,  31,  36,  39,  40,  Borough  of  Manhattan,  N.B.  33-68,  re- 
floor  area  ratio,  C6-7T  and  C6-6T  districts. 

608- 71-BZ — B.B. — 5408  15th  Avenue,  west  side,  50'  2]/s" 
feet  south  of  54th  Street,  Block  5678,  Lot  38,  Borough 
of  Brooklyn,  Alt.  No.  1148-71,  re-  proposed  extension  of 
two  family  dwelling,  R6  district. 

609- 71-BZ — B.B. — 5410  15th  Avenue,  west  side,  75'  J/fj" 
south  of  54th  Street,  Block  5678,  Lot  39,  Borough  of 
Brooklyn,  Alt.  No.  1147-71,  re-  proposed  extension  of 
two  family  dwelling,  R6  district. 

610- 71-BZ  F.D.  Packaging  of  combustible  mixture 
known  as  Amoco  Outboard  Motor  oil  in  16  ounce  contain¬ 
ers  with  pop  top,  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York 
City. 


Cornelia  Street,  southwest  corner  of 
North  Railroad  Avenue,  Block  3312,  Lot  29,  Old  Town 
Borough  of  Richmond,  N.B.  46-71,  re-  building  not  front- 
mg  legal  street,  General  City  Law. 

623-71-SM— Acoustical  Suspensions  Incorporated,  gal¬ 
vanized  metal  pan  tee  bars  for  metal  pan  ceiling,  manu¬ 
factured  by  Acoustical  Suspensions  Incorporated,  Mate- 


611-71-BZ — B.M. — 41  West  64th  Street,  north  side, 
184.11  feet  east  of  Broadway,  Block  1117,  Lot  13,  Bor¬ 
ough  of  Manhattan,  Alt.  700-71  re-  proposed  coffee  shop 
in  cellar  of  Multiple  Dwelling,  R8  district. 

6120'P;BZ— : B.Q.— ; 179-12  to  179-20  Hillside  Avenue,  88-02 
to  88-14  1  /9th  Place,  southwest  corner,  Block  9914,  Lot 
j  40,  Jamaica,  Borough  of  Queens,  N.B.  80-71,  re-  automo¬ 
tive  service  station,  C2-2  within  R6  district. 

: - - 

613-71-BZ— B.B.— 2164-2190  Ralph  Avenue,  5913-5923 
Avenue  L,  northwest  corner,  Block  7839,  Lot  1,  Borough 
of  Brooklyn,  Alt..  1207-69,  re-  proposed  one  story  en¬ 
largement  to  existing  community  center,  R3-2  district. 


624- 71- A  B.Bx.  230  East  149th  Street  and  425  Morris 

FLefnmooOUc.hweSt^°r!ier’  from  East  144th  Street  to 
East  H9th  Street,  Block  2335,  Lot  19,  Borough  of  The 

Bronx,  N.B.  10-70,  re-  floor  decking,  Ml-2  district. 

625- 71-sM— H.  H.  Robertson  Company,  Q-Lock  Floor 
and  Roof  Deck,  manufactured  by  H.  H.  Robertson  Com¬ 
pany,  Material. 

626- 71-SA— Chattanooga  Wheelbarrow,  model  #S-50N 
fabricated  steel  construction  with  vapor  type  cast  iron 
burner,  manufactured  by  Chattanooga  Wheelbarrow 
Appliance. 

627- 71-BZ— B.M.— 237  to  245  East  40th  Street,  747  to 
/bi>  Second  Avenue,  northwest  corner  and  242  East  41st 
?Ttrpet;  5,Iock  I3.14’  ,L.ot?.  21,  128.  Borough  of  Manhattan, 
N.B.  6-70,  re-  mixed  building,  C6-4  district. 

628- 71-A— B.M.— -237  to  245  East  40th  Street,  747  to  765 
Second  Avenue,  northwest  corner  and  242  East  41st 

pllock  ^14’  Eots  21>  128,  Borough  of  Manhattan, 
N.B.  6-70,  re-  excessive  FAR,  C6-4  district. 


614-71-BZ — B.B. — 2944  Avenue  U,  southwest  corner  of  629-71-BZ — B.Q. — 148-25  59th  Avenue,  north  side,  240 
Haring  Street,  Block  7363,  Lots  5,  67,  Borough  of  Brook-  Leet  ea^  off  148th  Street,  Block  6423,  Lot  26,  Flushing, 
lyn, .  N.B.  374-71,  re-  reconstruction  of  an  automotive  orough  of  Queens,  Alt.  No.  668-71,  re-  three  family 
service  station,  C2-2  district.  multiple  dwelling,  R4  district. 


615- 71-BZ-  B.B.- — 8202  to  8212  7th  Avenue,  southwest 
corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough  of 
Brooklyn,  Alt.  No.  1253-71,  re-  proposed  enlargement  of 
gasoline  sales  and  service  station,  R4  district. 

616- 71-BZ  B.Q. — 231-06  Northern  Boulevard,  southeast 
corner  of  231st  Street,  Block  8164,  Lot  22,  Douglaston, 
Borough  of  Queens,  Alt.  No.  1008-71,  re-  proposed  ex¬ 
tension  of  automotive  service  station,  Rl-2  district. 

■i  — - 

B.Q. — 89-14  Northern  Boulevard,  south  side, 
60  feet  west  of  90th  Street,  Block  1437,  Lot  7,  Jackson 
Heights,  Borough  of  Queens,  Alt.  No.  841-71,  re-  whole- 
sale  bakery,  Cl-2  in  R4  district. 

)  — - - - 

618-71-BZ— F.D. — Packaging  of  combustible  mixture 
known  as  Chrysler  Outboard  oil  in  16  ounce  sealed  metal 
containers,  not  in  compliance  with  the  regulations  of 
the  Administrative  Code. 

B;B-— 890  Coney  Island  Avenue,  west  side, 
118  feet  9-H  inches  north  of  18th  Avenue,  Block  5403, 

Lots  26,  40,  Borough  of  Brooklyn,  Alt.  No.  1282-71  re- 

,  proposed  enlargement  to  synagogue,  C8-2  and  R5  district. 

^?9-71-A— B.  B.— 890  Coney  Island  Avenue,  west  side, 

T  ?Y8  inches  north  of  18th  Avenue,  Block  5403, 

Lots  26,  40,  Borough  of  Brooklyn,  Alt.  No.  1282-71  re- 

proposed  enlargement  to  synagogue,  C8-2  and  R5  district. 

621  -7 i- A—B . R.— 62  Cornelia  Street,  south  side,  50.26  feet 
west  of  North  Railroad  Avenue,  Block  3312,  Lot  28,  Old 
Town,  Borough  of  Richmond,  N.B.  47-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


i^En,Iu^'ATInNSii  D— S><ftartI?5nt  of  buildings;  B.B.— Department 
of  Bmldings  Brooklyn;  B  M.— Department  of  Buildings,  Manhattan; 
*  ,  *  J^ePartm^nt  of  Buildings,  Queens;  B.R. — Department  of  Build- 

.B*l«xW-^£Part2?ent  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  5,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  5,  1971,  at  10  o’clock  at  80  Lafa¬ 
yette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

313-51-BZ 

APPLICANT— Ingram  S.  Carner  for  Globe  Lumber  Cor¬ 
poration.  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  18,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso- 
lution,  permitting  in  a  residence  and  business  use  district, 
the  installation  of  power  saws  in  existing  lumber  storage 
building,  to  be  used  as  a  wood  cabinet  making  shop. 

PREMISES  AFFECTED— 2892-2902  Nostrand  Avenue, 
west  side,  540  feet  north  of  Avenue  P,  Block  7690  Lot  73 
Borough  of  Brooklyn. 


450-46-BZ 

APPLICANT— Jeffrey  S.  Wood  for  Gerry  Brothers  and 
Company,  owner. 
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SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  September  13, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change  of 
occupancy  from  garage  for  eighteen  cars,  storage  and  one 
family  dwellings  to  offices. 

PREMISES  AFFECTED— 41  East  62nd  Street,  north  side, 
165  feet  east  of  Madison  Avenue,  Block  1377,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


958-38— Vol.  Ill 

APPLICANT— Gerhard  Grange  for  Manor  345  Corpora¬ 
tion,  owner. 

SUBJECT— Application  for  consideration— request  to. waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  24,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7i  of  the  Zoning  Resolution,  permitting 
in  a’ business  use  district,  the  change  in  occupancy  of  front 
portion  of  first  floor  from  store  to  automobile  repair  shop, 
body  and  fender  repairs  and  painting  of  cars ;  later  amended 
to  permit  use  of  the  premises  as  a  contractor’s  establish¬ 
ment  under  Use  Group  16. 

PREMISES  AFFECTED— 345-347  East  103rd  Street, 
north  side,  100  feet  west  of  1st  Avenue,  Block  1675,  Lots  21 
and  22,  Borough  of  Manhattan. 


300-54-BZ 

APPLICANT— Atkin  and  Bassolino  for  D.,  G.  and  N. 
Aufiero,  owners. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  24,.  1971 — decision  of  the 
Borough  Superintendent  under  Sections  7a  and  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  C  area 
district,  the  extension  of  existing  commercial  building, 
using  more  than  the  area  permitted,  without  the  required 
rear  vard. 

PREMISES  AFFECTED— 3222  Ely  Avenue,  east  side,  170 
feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Borough 
of  The  Bronx. 


193-55-BZ 

APPLICANT — F.  J.  Meier  and  Son  and  Arno  Fischer  for 
37-11  Thirty-Fifth  Avenue  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to. waive 
the  Rules  of  Procedure  and  reopening  for  extension .  of 
term  of  variance  which  expired  March  22,  1971 — decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district  the  parking  and  storage 
of  patrons  and  employees  cars  (no  fee  to  be  charged.) 

PREMISES  AFFECTED — 45-05  94th  Street,  southeast 
corner  of  45th  Avenue,  Block  1602,  Lot  1,  Elmhurst,  Bor¬ 
ough  of  Queens. 


867-55-BZ 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to. waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  19,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  erection  and  maintenance 


of  a  gasoline  service  station,  auto  washing  (non-auto¬ 
matic),  lubrication,  office  and  accessory  sales  for  a  term 
of  15  years. 

PREMISES  AFFECTED— 66-11  to  66-33  Queens  Midtown 
Expressway,  northeast  corner  of  Clinton  Avenue,  Block 
2394,  Lot  8,  Maspeth,  Borough  of  Queens. 


573-59-BZ 

APPLICANT — Charles  M.  Spindler  for  Prudential  Savings 
Bank,  owner. 

SUBJECT — Application  for  consideration — request  to. waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time,  to 
complete,  which  expired  December  22,  1960 ;  and  extension 
of  term  of  variance  which  expired  December  22,  1.960 — 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  parking  of 
passenger  motor  vehicles  to  be  used  by  officers,  employees 
and  patrons  of  the  Prudential  Savings  Bank. 

PREMISES  AFFECTED— 3826  to  3830  Kings  Highway 
and  1241  to  1245  Ryder  Street,  southeast  corner,  Block 
7817,  Lot  34,  Borough  of  Brooklyn. 


423-54-BZ— Vol.  II 

APPLICANT — Millard  Bresin  for  Shell  Oil  Company, 

owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance  which  expired  January  31,  1971;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  lubri- 
torium,  minor  repairs  (hand  tools  only),  office,  sales  and 
storage  of  auto  accessories  and  open  parking. 

PREMISES  AFFECTED— 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lots  68 
and  69,  Borough  of  The  Bronx. 


334-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Eldorado  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT— Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  previously 
before  the  Board,  the  change  in  occupancy  from  automatic 
car  wash  and  sales  lot  to  automobile  laundry  and  automo¬ 
tive  service  station. 

PREMISES  AFFECTED— 166  to  174  Kings  Highway, 
southwest  corner  of  West  12th  Street,  1676  to  1684  West 
12th  Street,  Block  6619,  Lot  42,  Borough  of  Brooklyn. 


342-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-451  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  the  conversion 
and  maintenance  of  an  off-site  accessory  parking  facility 
for  a  public  housing  development. 

PREMISES  AFFECTED— 405  to  421  East  100th  Street, 
north  side,  111.5  feet  east  of  1st  Avenue,  Block  1694, 
Lots  6,  7,  9,  10,  12  and  13,  Borough  of  Manhattan. 
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424-71-BZ 


APPLICANT— Lama  and  Vassalotti  for  L.  B.  Oil  Com- 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 
SUBJECT  Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district  the 
enlargement  in  lot  area  and  reconstruction  of  an  automo- 
tiye  seivice  station  with  accessory  uses  previously  before 
the  Board. 

— 162-08  Cross  Bay  Boulevard, 
91 162nd  Avenue,  southwest  corner,  Block 
Queens ^°tS  ^  ^  and  Howard  Beach,  Borough  of 


435-71-BZ 

^  PLICANT  Stanley  L.  Horowitz  for  Deborah  Hospital 
owner.  v  ’ 

SUBJECT  Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  proposed  two 
story  hospital  structure,  the  installation  of  an  illuminated 
sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 135-25  Northern  Boulevard, 

2o?tS17i?  ?oS  feet  west  of  Farrington  Street,  Block 
49o8,  Lots  17,  18,  and  55,  Flushing,  Borough  of  Queens. 


450-71-BZ 

APPLICANT— McGee  and  Morsellino  for  Wellington  As¬ 
sociates,  owner;  A1  Mounia,  Limited,  lessee. 

I  SUBJECT  Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  m  an  R7-2  and  RIO  district,  in  an 
existing  hotel,  the  addition  to  the  accessory  restaurant  and 
cocktail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 241  Madison  Avenue  and  22 
East  38th  Street,  southeast  corner,  Block  867,’ Lot  55 
Borough  of  Manhattan. 


487-71-BZ 

APPLICANT— Alfonso  Duarte  for  Board  of  Higher  Edu¬ 
cation  City  of  New  York,  owner. 

SUBJECT  Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-19  of  the 
j  Zoning  Resolution,  to  permit  in  an  M2-1  district,  the  con¬ 
version  and  enlargement  of  an  existing  building  to  a  com¬ 
munity  college  with  accessory  offices. 

PREMISES  AFFECTED — 31-10  Thomson  Avenue,  south¬ 
west  corner  of  31st  Place.  Block  278,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 


375-71-BZ 

APPLICANT  New  York  Telephone  Company,  owner. 
SUBJ'ECT  Application  June  2,  1971 — decision  of  the  Bor- 
’  °«gh  Superintendent,  under  Sections  73-1 1(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

AFFECTED— 1421  Ocean  Avenue,  east  side, 

of  Brooklyn^  °f  AvenUe  T’  Block  7584’  Lot  21 '  B°™ugh 

Laid  over  from  September  8,  1971,  for  hearing  at  the 
request  of  the  applicant  to  file  additional  plans. 


332-71-BZ 

ApPLI,CArNJrLe°nard  F-  RothkruS  for  City  of  New  York, 
iDoarcl  of  Education,  owner. 

SUBJECT  Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district  the  erec¬ 
tion  of  a  four  story  intermediate  school  that  encroaches  on 
t  ie  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exoosure  plane. 

PREMISES  AFFECTED — 1020  East  46th  Street,  south- 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn.  ’ 

Laid  over  from  September  14,  1971,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  5,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  afternoon,  October  5,  1971 ,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters: 

234-71-A 

AIILICANT  Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES-Board  of  Higher  Education. 

SUBJECT— Application  April  13,  1971— for  Modification 
or  Certificate  of  Occupancy  re-  sprinkler  system. 

1  REMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


455-71-A 


APPLICANT — Buckley  and  Kisseloff  for  Uris  55  Water 
Street  Company,  owner. 

SUBJECT  Application  June  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  doors  to  stairs 

PREMISES  AFFECTED — 55  Water  Street,  southeast  cor¬ 
ner  of  Old  Slip  Street,  Blocks  32  and  34,  Lots  1,  7,  20  21 
22,  24,  28,  17  19  29,  30,  34,  35,  37,  39,  8-12,  21-23  and  33’, 
Borough  of  Manhattan. 


Miller  for  Irving  Domnitch, 


462-71-A 

APPLICANT — George  G. 
owner. 

SUBJECT  Application  June  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartments. 

PREMISES  AFFECTED — 79-11  41st  Avenue,  north  side 
entire  block,  from  79th  Street  to  80th  Street,  Block  1490 
Lot  18,  Elmhurst,  Borough  of  Queens. 

466-71-A 

APPLICANT  D.  A.  Gaffney  for  GAF  Corporation,  owner. 

SUBJECT— Application  July  1,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  combus¬ 
tible  mixture  known  as  GAF  3416  Blue  Imager  I  in  44 
ounce  polyethylene  bottle  with  plastic  screw  caps  not 
in  compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


495-71-A 

APPLICANT— Thomas  B.  Falcofsky  for  The  Carter’s  Ink 
Company,  owner. 
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SUBJECT— Application  July  16,  1971— appeal,  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Carter’s  Rubber  Cement  in  4.3 
ounce  Poly  Vinyl  Chloride  Plastic  container  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 


511-71-A 

APPLICANT— Albert  Melniker  for  Lecaman  Park  Estates, 
owner. 

SUBJECT— Application  July  26,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — North  Railroad  Avenue,  north 
side,  111.24  feet  west  of  Windermere  Road,  Block  4701, 
Lot ’20,  Oakwood,  Borough  of  Richmond. 


524-71-A 

APPLICANT— C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  July  30,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  fuel  oil  storage. 

PREMISES  AFFECTED— 4401  Victory  Boulevard,  west 
side,  and  Arthur  Kill,  east  side,  Block  2735  Dock  Area,  2745 
Generating  Station,  Lot  10,  Travis,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  12,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  12,  1971,  at  10  0  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

47-56-BZ 

APPLICANT— Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f,  7i,  7h  and  7 A  of  the 
zoning  resolution,  to  permit  in  a  business  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  storage,  car  washing,  minor 
auto  repairs,  office  sales,  parking  and  storage  of  motor 
vehicles ;  show  window  and  signs  within  75  ft.  of  the  resi¬ 
dence  use  district. 

PREMISES  AFFECTED— 7813-7823  18th  Avenue  and 
1801-1811  79th  Street,  northeast  corner,  Block  6261,  Lot  1, 
Borough  of  Brooklyn. 


808-55-BZ 

APPLICANT— Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  3,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  7h,  7f  and  7i  of  the  Zoning  Resolution,  to 
permit  in  a  retail  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  auto  repairs, 
(hand  tools  only),  auto  washing  (non-automatic),  office 
sales  and  storage  of  auto  accessories,  parking  of  cars  wait¬ 
ing  to  be  serviced. 

PREMISES  AFFECTED— 35-02  to  35-08  (35-04  official) 
Bell  Boulevard  and  213-12  to  213-20  35th  Avenue,  south¬ 


west  corner,  Block  6169,  Lot  6,  Bayside,  Borough  of 
Queens. 


743-42-BZ — Vol.  II 

APPLICANT— Lama  and  Vassalotti  for  Newman  Oil  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  7/19/71 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7f  of  the  Zoning  Resolution  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium.  auto  laundry  and  office,  and 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  the  unbuilt  upon  portion  of  the  plot. 

PREMISES  AFFECTED— 51-59  Maujer  Street  and  451- 
457  Lorimer  Street,  northwest  corner,  Block  2785,  Lot  32 
(formerly  Lots  32,  35  and  36),  Borough  of  Brooklyn. 


462-51-BZ 

APPLICANT— Lama  and  Vassalotti  for  Pharmaceutical 
Society  of  the  State  of  New  York,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  residence  to  lecture  rooms,  library,  offices 
and  caretaker’s  apartment. 

PREMISES  AFFECTED— 117-119  East  69th  Street,  north 
side,  160  feet  west  of  Lexington  Avenue,  Block  1404,  Lot  9, 
Borough  of  Manhattan. 


942-54-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  July  17,  1971 
. — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7a  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  washing  (non-automatic),  storage  and  sale  of  acces¬ 
sories  and  office  with  a  curb  cut  nearer  the  residence  use 
district  than  is.  permitted. 

PREMISES  AFFECTED— 144-21  Liberty  Avenue  and 
138-34  to  138-52  Lloyd  Road,  northwest  corner,  Block 
10020,  Lot  114,  Jamaica,  Borough  of  Queens. 


190-42-BZ— Vol.  II 

APPLICANT— Charles  M.  Spindler  for  New  Utrecht  Park¬ 
ing,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  November  27. 
1971  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f,  7i,  7h '  and  7e  of  the  Zoning  Resolution,  to  permit  in  a 
business  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  car  wash,  lubritorium, 
minor  repairs  with  hand  tools  only,  office  sales  and  storage 
of  accessories,  parking  and  storage  of  more  than  5  cars 
waiting  to  be  serviced. 

PREMISES  AFFECTED— 7602-7622  New  Utrecht  Avenue 
and  1638-1644  76th  Street,  southwest  corner.  Block  6236, 
Lot  23,  Borough  of  Brooklyn. 
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550-55-BZ 


APPLICANT  Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT  Application  for  consideration — reopening'  for 
extension  of  term  of  variance  which  expired  July  24,  1971 
decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  wash,  office  for  sale  of  accessories,  auto  repairs,  storage 
of  auto  accessories,  parking  and  storage  of  more  than  5 
motor  vehicles. 

AFFECTED — 640-666  Conduit  Boulevard  and 
oUU-608  Grant  Avenue,  entire  block  bounded  by  Grant,  Bel- 
rP°nt>  T  Sheridan  Avenues  and  Conduit  Boulevard,  Block 
4_o9,  Lot  1,  Borough  of  Brooklyn. 


153-71-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

SUBJECT  Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 2467  to  2493  Ralph  Avenue 
southeast  corner  of  Mill  Avenue,  Block  8383  Lot  14’ 
Borough  of  Brooklyn. 

Laid  over  from  September  14,  1971,  for  hearing,  at  the 
request  of  the  applicant  to  notify  affected  property 
owners. 


246-71-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for  Harold 
Lamm,  owner,  Brike  Sharp  Incorporated,  lessee. 

SUBJECT  Application  April  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon- 
mg  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
two  story  building,  the  maintenance  of  a  clothing  manu¬ 
facturing  establishment  on  the  first  floor. 

PREMISES  AFFECTED — 139-19  Jamaica  Avenue,  north 
side,  117.84  feet  west  of  144th  Street,  Block  9673,  Lot  24, 
Jamaica,  Borough  of  Queens. 


335-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT— Application  May  25,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 

PREMISES  AFFECTED — 1820  to  1832  Cropsey  Avenue 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16,’ 
Borough  of  Brooklyn. 


486-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  Wakefield  Asso¬ 
ciates  Limited,  owner. 

SUBJECT  Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 


per  room  and  lot  area  and  encroaches  on  the  required  front 
and  side  yards. 

™SES  AFFECTED— 1326  Siegfried  Place,  east  side, 
35.03  feet  north  of  Parsifal  Place,  Block  5408,  Lot  259 
Borough  of  The  Bronx. 


491-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUL1ECT  Application  July  14,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  omission  of  a 
toot  bridge  to  a  community  facility  structure  that  creates 
non-compliance  on  the  required  open  space  for  a  conjunc¬ 
tive  residential  structure. 

1  REMISES  AFFECTED — 211  to  225  La  Fontaine  Ave- 
nue  west  side  entire  block,  558  to  560  East  181st  Street, 

r£,Ql^rry  Road>  Block  3062>  Lots  6>  9,  and  21,  Borough 
ot  the  Bronx. 


520-71-BZ  " 

APPL1  CANT— Marcel  Breur  and  Associates  for  New  York 
City  Board  of  Education,  owner. 

SUBJECT  Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
five  story  high  school  that  encroaches  on  the  required  front 
yard  and  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

I  REMISES  AFFECTED — 33-33  13th  Street,  northeast 
corner  of  34th  Avenue,  Block  520,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 


550-71-BZ 

APPLICANT.  George  J.  Meltzer  for  Nomram  Enterprises 
Incorporated,  owner,  The  Atlantic  and  Pacific  Tea  Com¬ 
pany,  lessee. 

SUBJECT  Application  August  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R2  district,  the  enlargement  in  lot 
area  and  floor  area  of  a  supermarket  previously  before  the 
Board. 

PREMISES  AFFECTED — 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens. 


554-71-BZ  ~ 

APPLICANT  Norman  Reiffman  for  Joseph  Prisco,  Pamela 
Prisco  and  Pasquale  Prisco  Gerard  Operating  Corporation 
owner. 

SUBJECT  Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs. 

PREMISES  AFFECTED — 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1  3 
and  74,  Borough  of  The  Bronx. 


331-71-BZ 

APPLICANT— George  J.  Rusciano  for  Mary  M.  Peschell, 


owner. 


SUBJECT  Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  presently 
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developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 

southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

Laid  over  from  September  14,  1971,  for  continued 
hearing. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  12,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  12,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol- 
ing  matters : 

94-63-SM 

APPLICANT— Waco  Scaffold  and  Shoring  Company- 
Shores. 

216-63-SM 

APPLICANT— Rohm  and  Haas  Company— Lettering,  dec¬ 
orating,  and  facing  of  outdoor  signs. 

642-64-SM 

APPLICANT— National  Gypsum  Company— Floor-ceiling 
system. 

573- 67-SM 

APPLICANT— Kaiser  Gypsum  Company— Floor-ceiling 
system. 

574- 67-SM 

APPLICANT— Kaiser  Gypsum  Company— Partitions. 

597-67-SM 

APPLICANT— Kaiser  Gypsum  Company— Partitions. 

620-67-SM 

APPLICANT— Kaiser  Gypsum  Company— Partitions. 

740- 67-SM 

APPLICANT — Kaiser  Gypsum  Company — Column  protec¬ 
tion. 

741- 67-SM 

APPLICANT— Kaiser  Gypsum  Company— Column  protec¬ 
tion. 

45-69-SA 

APPLICANT— Honeywell  Incorporated— Proprietary  fire 
alarm  recording  system. 

369-70-SM 

APPLICANT — Ross  Engineering  Division— Coating  of 
lacquer  on  polyester  film. 

415-70-SA 

APPLICANT — Petrometer  Corporation — Liquid  level  indi¬ 
cating  device. 


756-70-SA 

APPLICANT — Hans  Maurer — Bidet. 


330-71-SM 

APPLICANT— Yara  Engineering  Corporation— Plastic  tube 
to  steel  pipe  transition  fittings  for  gas  service. 


481-71-SM 

APPLICANT— Flame  Gard,  Incorporated— Filter. 

533-71-SM 

APPLICANT— Epic  Metals  Corporation— Floor  construc¬ 
tion. 

361-70-A 

APPLICANT— John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT— Application  June  22,  1970— Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


228-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 
SUBJECT— Application  May  27,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 
PREMISES  AFFECTED— 430  Kent  Avenue,  east  side, 
entire  block.  Block  2134,  Lot  1,  Borough  of  Brooklyn. 


163-71-A 

APPLICANT— Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT— Application  March  19,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED— Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 


260-71-A 

APPLICANT— Albert  Melniker  for  Alphonse  Dacey,  owner. 

SUBJECT— Application  April  27,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 120  Grymes  Hill  Road,  south 
side.  90.94  feet  west  of  Bertha  Place,  Block  593,  Lot  159, 
Grymes  Hill,  Borough  of  Richmond. 


336-71-A 

APPLICANT— Kenneth  H.  ICoons  for  David,  Rosel  and 
Rita  Kebart,  d/b/a  Besbe  Realty  Company,  owner. 
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SUBJECT — Application  May  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 

PREMISES  AFFECTED — 2842  Grand  Concourse,  south¬ 
east  corner  of  East  198th  Street,  Block  3304,  Lot  119, 
Borough  of  The  Bronx. 


480-71- A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT  Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9, 
Borough  of  Manhattan. 


SUBJECT  Application  January  7,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  enlargement 
°rc an  ex’s^'ri^  two  story  building  occupied  as  store  and 
offices  that  increases  the  degree  of  non-conformity  and 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  yard  encroachment. 

PREMISES  AFFECTED — 69-27  164th  Street,  east  side, 
160  feet  north  of  Jewel  Avenue,  Block  6931,  Lot  36  Flush¬ 
ing,  Borough  of  Queens. 


507-71-A 

APPLICANT — McGee  and  Morsellino  for  Julia  Terzi, 
owner. 

SUBJECT — Application  July  23,  1971 — filed  pursuant  to 
Section  35  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 41-80  Little  Neck  Parkway, 
west  side,  56.44  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  41,  Little  Neck,  Borough  of  Queens. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT  Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
^  ork  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29  30 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 


508-71-A 

APPLICANT — McGee  and  Morsellino  for  Julia  Terzi, 
owner. 

SUBJECT — Application  July  23,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 41-82  Little  Neck  Parkway, 
west  side,  3.66  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  39,  Little  Neck,  Borough  of  Queens. 


543-71-A 

APPLICANT — Stephen  B.  Jacobs  for  Second  Generation, 
Incorporated,  owner. 

SUBJECT  Application  August  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  escapes 
and  egress. 

PREMISES  AFFECTED— 207  to  209  East  21st  Street, 
north  side  122.0  feet  east  of  Third  Avenue,  Block  902,  Lots 
9,  10,  Borough  of  Manhattan. 


261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberta  Aguilar, 
owner. 

SUBJECT  Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED— 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 
Lot  49,  Maspeth,  Borough  of  Queens. 


624-71-A 

APPLICANT— Martin  P.  Walsh,  Jr.  for  Mac-Fab  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT — Application  September  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  rescinding  previ¬ 
ous  grant  re-  floor  decking. 

PREMISES  AFFECTED — 230  East  149th  Street  and  425 
Morris  Avenue,  southwest  corner,  from  East  144th  Street 
to  East  149th  Street,  Block  2335,  Lot  19,  Borough  of  The 

Bronx. 

THOMAS  F.  GALVIN,  Chairman 

OCTOBER  19,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  morning ,  October  19,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

5-71-BZ 

APPLICANT— Wax  Associates  for  69-27  164th  Street  Cor¬ 
poration,  owner. 


273-71-BZ  ' 

APPLICANT — Fredric  R.  Grae  for  Jerry  Sherman,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
one  story  and  basement  building,  the  conversion  of  the  first 
floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 


378-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Anthony  Tortora, 
owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  two  story  clothing 
manufacturing  establishment. 

PREMISES  AFFECTED— 2908  to  2914  Coney  Island  Ave¬ 
nue,  west  side,  62  feet  south  of  Montauk  Court,  Block  7244, 
Lots  94  and  96,  Borough  of  Brooklyn. 


414-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  IS,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  IS,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT- — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R3-2  district,  the  erection  of  a  two  story  and 
basement  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  with  accessory  parking  and  porch  within 
the  front  yard  and  exceeds  the  aggregate  width  of  the 
street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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OCTOBER  19,  1971,  2  P.M. 

NOT  ICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  October  19,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

223-71-A 

■APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT  Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 


456-71-A 

APPLICANT — John  J.  Veltry  for  R.  M.  Hollingshead  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  28,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Purolator  Professional  Use 
Fire  Power  in  15  fluid  ounce  can  with  pop-top  lid  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  New  York  City. 

483-71-A 

APPLICANT — Joseph  J.  Silverstein  for  Engine  Power  Cor¬ 
poration,  owner. 

SUBJECT— Application  July  9,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Engine  Power  Gas  Treatment  in 
16  fluid  ounce  metal  container  with  Aluminum  Rip  Away 


Top  with  Plastic  overcap  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

500-71-A  - 

API  LICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES-Eugene  Zimmerman. 

SUBJECT  Application  July  19,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78 
Borough  of  The  Bronx. 


532-71-A 

APPLICANT — Millard  Bresin  for  Vittoria  Realty  Corpora¬ 
tion,  owner. 

SUBJECT  Application  August  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 345  to  347  Avenue  of  the 
Americas,  northwest  corner  of  West  4th  Street,  Block 
592,  Lots  25,  26,  Borough  of  Manhattan. 

551-71-A 

APPLICANT — Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT  Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  establishment  of 
smoking  area. 

PREMISES  AFFECTED — 3666  Richmond  Terrace,  east 
side,  2601  feet  south  of  Western  Avenue,  Block  1338,  Lot 
1,  Port  Ivory,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  14,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan. 

21-52-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  1,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7f,  7e  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  business  and  residence  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  repairs  (hand  tools  only),  auto  laundry,  non-auto¬ 
matic,  office,  storage  and  sales  of  auto  accessories,  parking 
for  more  than  5  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 379-389  Kings  Highway  and 
1753-1763  West  3rd  Street,  northeast  corner,  Block  6654, 
Lots  27,  39  and  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  1,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved, ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  1,  1956,  as  amended  through 
May  20,  1958,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  May  1,  1971,  to 
permit . . . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.  B.  2004-55) 


222-54-BZ 

APPLICANT — Eugene  Krai  for  95-26  Sutphin  Boulevard 
Corporation,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  June  7,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7f  and  7e  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district  the  parking  and 
storage  of  motor  vehicles  of  patrons  and  employees  of 
adjoining  building,  loading  and  unloading  with  a  business 
entrance  (curb  cut). 

PREMISES  AFFECTED— 95-25  Waltham  Street,  east 
side,  150  feet  north  of  97th  Avenue,  Block  10026,  Lots  35, 
37  and  39,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Samuel  L.  Meltz. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  25,  1955,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on  ! 
September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
25,  1955,  as  amended  through  June  7,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  June  7,  1971,  to 
permit . . . ;  that  other  than  as  herein  amended  the  reso-  | 
lution  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  | 
obtained.”  (Alt.  493-54) 


409-55-BZ 

APPLICANT— Robert  Gottlieb  for  Walter  Testa,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  May  17,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district,  the  motor  vehicle 
repair  shop  with  hand  tools  only. 

PREMISES  AFFECTED— 1601  Bussing  Avenue,  west  side, 
6.25  feet  north  of  East  232nd  Street,  Block  4857,  Lot  76, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


— -  -  ,  —  ^ 

Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  17,  1956,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
17,  1956,  as  amended  through  May  17,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  May  17,  1971,  to 
permit . . . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  327-55) 


1237-66-BZ 

APPLICANT — Charles  M.  Spindler  for  F.  J.  W.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-211  and  73-212  of  the  Zoning  Resolution,  permitting  in 
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a  C2-2  district,  the  erection  of  an  automotive  service  sta¬ 
tion  with  accessory  uses. 

PREMISES  AFFECTED — 1  East  233rd  Street,  northeast 
corner  of  Van  Cortlandt  Park  East,  Block  3363,  Lots  18 
and  23,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

AC  I  ION  OT  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  11,  1967,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  11, 
1967,  by  adding  thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised  draw¬ 
ing  of  proposed  conditions  marked  ‘Received  June  17, 
1971’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
m  all  respects.”  (Misc.  Applic.  351-70) 


251-68-BZ 

APPLICANT — Charles  M.  Spindler  for  The  Protestant 
Dutch  Reformed  Church  of  Town  of  Flatlands,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  9,  1971 — 
decision. of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
permitting  in  a  C2-2  and  R5  district,  in  conjunction  with 
the  erection  of  a  supermarket,  the  expansion  of  the  acces¬ 
sory  parking  into  the  R5  district  and  with  curb  cut  within 
50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — ‘1891-1907  Flatbush  Avenue, 
nearest  intersecting  street  Alton  Place.  Block  7812,  Lots 
28,  33,  39,  40  and  50,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  9,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  6,  1970;  and 

.Whereas,,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  9, 
1968,  as  amended  through  October  6,  1970,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  9,  1971.”  (N.B.  288-68) 


295-69-BZ 

APPLICANT— Charles  F.  Murphy  for  St.  Vincent’s  Hos¬ 
pital  and  Medical  Center  of  New  York,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  22.  1971 
decision  of  the  Borough  Superintendent ;  previously 
granted,  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C2-7  district,  the  erection  of  a 
17-story  community  facility  structure  that  exceeds  the  per¬ 
mitted  tower  coverage. 

PREMISES  AFFECTED — 2  to  18  Seventh  Avenue  west 
side,  from  Greenwich  Avenue  to  West  12th  Street,  Block 
617,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions  ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1969,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  22,  1971.”  (N.B.  7-69) 


294-70-BZ 

APPLICANT — Charles  F.  Murphy  for  S.  P.  I.  A.,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete  which  expired  July  21,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  structural 
alteration  and  rearrangement  in  area  of  a  machine  shop. 

PREMISES  AFFECTED — 14-10  123rd  Street,  west  side, 
69.10  feet  _north  of  15th  Avenue,  and  122-13  15  th  Avenue, 
Block  4085,  Lot  36,  College  Point,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  21, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  21,  1971.”  (Alt.  275-70) 
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279-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Kings  County 
Lafayette  Trust  Company,  owner. 

SUBJECT — Application  May  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C5-2  district,  the  maintenance 
of  an  illuminated  non-flashing  sign  for  a  bank. 
PREMISES  AFFECTED— 200  Montague  Street,  south 
side,  125  feet  west  of  Court  Street,  Block  250,  Lot  39, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  16,  1971,  acting  on  E.S.  Applic.  33/1971,  reads: 

“3.  Proposed  use  of  a  non-flashing  illuminated  busi¬ 
ness  sign  on  a  building  located  in  a  C5-2  Zone  is  not  a 
permitted  use  under  Sec.  32-64  Zoning  Resolution. 

Note :  Since  a  separate  sign  application  was  not 
filed  for  the  electric  sign  shown  on  drawing  A-2  Appli¬ 
cation  N.B.  548/59  for  which  C.O.  173748/61  was  issued, 
it  was  unlawful  to  erect  such  a  sign  and  may  not  be 
altered  at  this  time.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution;  and 

Whereas,  inspection  shows  that  the  building  is  located 
in  an  area  with  similar  signs  above  the  height  limits  set 
forth  in  Section  32-655  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-01 (b)  of  the  Zoning  Resolution, 
to  permit  in  a  C5-2  district,  the  maintenance  of  an  illumi¬ 
nated  non-flashing  sign  for  a  bank,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  May  4,  1971,”  3  sheets ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


325-71-BZ 

APPLICANT — Goldwater  and  Flynn  for  Realties  Equities 
Columbus  Circle  Corporation,  owner. 

SUBJECT — Application  May  18,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-01  (b)  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-6  district,  on  an  existing  44  story 
office  building  previously  before  the  Board,  the  installa¬ 
tion  of  electric  signs  that  exceed  the  height  above  curb 
level  and  encroaches  on  the  distance  to  a  public  park. 

PREMISES  AFFECTED— 15  Columbus  Circle,  entire 
block,  1834  to  1850  Broadway,  1-6  West  61st  Street,  1-12 


Central  Park  West,  Block  1113,  Lot  29,  Borough  ot 
Manhattan. 

APPEARANCES— 

For  Applicant:  Anna  C.  McNamara  and  M.  Cahn. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  8,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  14,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  11,  1971,  acting  on  E.  S.  Applic.  239,  240,  241  and 
242/1970,  reads: 

“Cl— Height  of  sign  above  curb  level  is  more  than 
40  feet.  Z.  R.  32-655. 

C2 — Since  the  sign  is  within  100  ft.  of  a  street  line 
of  a  street  which  adjoins  a  public  park;  (Z.  R.  32-67) 
a  sign  with  a  surface  area  greater  than  50  sq.  ft.  is  not 
permitted.  Z.  R.  32-643.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b )  of  the  Zoning  Resolution;  and 
Whereas,  inspection  shows  that  the  buildings  within  close 
proximity  of  this  building  have  similar  signs  above  the  height 
limits  set  forth  in  Section  32-655  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C6-6  district,  on  an  existing  44-story  office  building 
previously  before  the  Board,  the  installation  of  electric  signs 
that  exceeds  the  height  above  curb  level  and  encroaches  on 
the  distance  to  a  public  park,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  May  18,  1971,”  7  sheets;  on  further  condition  that  the 
sign  be  eliminated  on  the  north  facade  of  the  building ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


345-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Blue  Drop  Realty, 
owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-62  of 
the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  four  story  and  basement  building,  the  conversion 
of  the  doctors’  offices  to  apartments  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area 
per  room. 

PREMISES  AFFECTED — 173-175  Hicks  Street,  northeast 
corner  of  Love  Lane,  Block  236,  Lots  78  and  79,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stephen  R.  Jacobs. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  8,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  14,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  May  11,  1971,  acting  on  Alt.  Applic.  120/1971,  reads: 

"1.  Proposed  alteration  to  increase  the  floor  area  of 
the  above  bldg,  creates  a  non-compliance  in  floor  area 
under  Sec.  23-142  Z.R. 

2.  Proposed  alteration  to  increase  the  floor  area  of 
the  above  bldg,  creates  a  non-compliance  in  open  space 
ratio  under  Sec.  23-142  Z.R. 

3.  Proposed  alteration  increases  the  degree  of  non- 
compliance  of  the  bldg,  in  lot  area/room  under  Sec.  54- 
311  of  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  existing  four-story  and  basement  building,  the  conversion 
of  the  doctors’  offices  to  apartments  that  creates  non-com¬ 
pliance  in  floor  area  ratio,  open  space  ratio  and  lot  area  per 
room,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  May  20,  1971,” 
16  sheets ;  and. that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


131-70-BZ — Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as  Vol¬ 
ume  II- — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml -4  and  RIO  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED — 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Richard  Siegler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


311-70-BZ 

APPLICANT — David  L.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner. 

SUBJECT — Application  May  21,  1970 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 


tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACT  ION  OF  BOARD — Laid  over  to  September  28,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  be  notified. 


153-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mill  Harbour 
School  Incorporated. 

SUBJECT  Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  mainte¬ 
nance  of  an  accessory  pool  for  a  school  that  encroaches  on 
the  required  front  and  side  yard. 

PREMISES  AFFECTED — 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Gaspare  J.  Gallo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant  to 
notify  affected  property  owners. 


268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SLBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair 
shop  extending  into  the  R4  district. 

PREMISES  AFFECTED — 28  to  32  Marginal  Street  West, 
west  side,  154.11 14  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  Tames  E.  Vassalotti. 
For  Opposition:  Michael  Petrone,  Joseph  and  William 
Beldy,  Rose  Crella,  Margaret  D’grosi,  Guelino  Montanez, 
Mike  Martone  and  Oskar  Breuning  Petrone. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971,  at 
.10  A.M.,.  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Thomas  Butera, 
owner. 

SUBJECT — Application  May  14,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  reduction  in 
floor  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 
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ACTION  OF  BOARD— Laid  over  to  September  28,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  drawings; 
previously  inspected. 

331- 71-BZ 

APPLICANT— George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT— Application  May  21,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit,  in  an  R4  district,  on  a  plot  presently 
developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  use. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 

southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  J.  Rusciano  and  Seymour  Wein¬ 
stein. 

For  Opposition:  John  Zenir,  Pia  M.  Miller,  Antionette 
Copozolli,  Salvatore  La  Morte,  Frank  J.  D’amato,  An¬ 
gelina  Peputo  and  Mariana  De  Nettis. 

ACTION  OF  BOARD— Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  continued  hearing. 

332- 71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT— Application  May  21,  1971— decision  of  the  Bor¬ 
ough  Superintendent  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2  and 
37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Joseph  C.  Schmitt 
and  Joseph  Belfatto. 

For  Opposition:  Irving  Klein,  Dorothy  Bresnick,  Mary 
V.  Brennan,  Kathryn  Aversano,  Ida  Gursky,  Margaret 
Folan,  Fortunata  Zizza,  Marie  Stiuso,  Joyce  Petrosino, 
Sophie  Santano,  Frank  Santano,  Joseph  Frankel,  Adeline 
Messana  and  others. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing. 

371-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT— Application  May  28,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under  con¬ 
struction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 590  to  596  East  183rd  Street, 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lots  16 
and  17,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  amend  appli¬ 
cation. 


Adjourned:  12:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON, 

SEPTEMBER  14,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan. 

414-70-A 

APPLICANT— John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES— Fourems,  Inc.,  c/o  Manvocher- 
ian  Bros. 

SUBJECT— Application  July  23,  1970— revocation  of  Cer¬ 
tificate  of  Occupancy  No.  66581. 

PREMISES  AFFECTED— 78  Fifth  Avenue,  west  side,  73 
feet  south  of  West  14th  Street,  Block  577,  Lot  41,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  I.  E.  Minkin,  B.  D. 

For  Owner:  None. 

ACTION  OF  BOARD— Application  withdrawn  at  the  re¬ 
quest  of  the  Building  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


146-70-A 

APPLICANT— Gustave  Zipser  for  Concord  Glazing  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT— Application  March  18,  1970— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  Packaging  of  com¬ 
bustible  mixture  known  as  Concord  Caulking  Compound 
packaged  in  spiral  wound  paper  cartridges  (containers  not 
in  accordance  with  the  Administrative  Code). 

APPEARANCES— 

For  Applicant:  Gustave  Zipser. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
February  24,  1970  reads: 

“2.  Discontinue  use  of  1/10  gallon  paperboard 
cartridge  for  packaging  of  combustible  mixtures. 
(C19.62.0.b  Adm.  Code).” 

and 

Whereas,  the  applicant  states  that  the  contents  are  not 
pressurized;  that  caulking  compound  is  packaged  in  fibre 
cartridges  and  cartoned  ten  per  carton  with  one  separator 
dividing  five  cartridges  from  the  remaining  five  cartridges; 
that  bursting  test  of  carton — only  if  dropped  it  could  break; 
that  ICC  approval  obtained  by  Philadelphia  Container  Com¬ 
pany;  that  caulking  compound  is  used  for  caulking  of  joints 
on  exterior  of  buildings ;  that  it  is  marketed  nationally ;  that 
this  cartridge  has  been  approved  filled  with  material^  that 
has  a  much  lower  flash  point;  that  ingredients  of  caulking 
are  as  follows : 
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Calcium  carbonate  with  vegetable  oils  added. 

Oils  comprise  40%  of  material. 

Calcium  Carbonate — inert. 

Vegetable  acid— RO-10— Flashpoint  390°  F. 

Indopol  H-100  —Flashpoint  380°  F. 

Special  T  Blown  Soya— Flashpoint  500°  F. 

Bean  #Z2-Z4 

Solvasol  #6  —Flashpoint  145.TCC  FO 

Flashpoint  of  Caulking  Compound  is  210°  F.  (see  lab 
report)  Cleveland  Open  Cup. 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  determined  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  February  24,  1970,  acting  on  Order  No. 
70-1635,  Item  No.  2,  be  and  it  hereby  is  granted  on  the  con¬ 
dition  that  the  container  comply  with  drawing  filed  July  16, 
1970,  one  sheet;  on  further  condition  that  the  label  on  the 
container  be  in  such  style  and  wording  as  is  satisfactory 
to  the  Fire  Commissioner,  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


Edison  Company,  Borough  of  Brooklyn,  and  that  this  ap¬ 
proval  is  granted  for  a  period  of  five  years,  and  that  in  all 

f,  f.r  L  resPect?;  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476  36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  at  the  request  of  the  applicant. 


285-71-A  ~ 

APPLICANT — Sol  Feinberg  for  Premium  Coal  and  Oil 
Company,  owner. 

i  SUBJECT  Application  May  7,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tank  trucks  through  city  streets  not  in  conformity 
with  the  requirements  of  the  Administrative  Code  of  City 
of  New  York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  T.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . ’  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  12,  1971  on  Transportation  Permit  No.  61874,  reads: 
Your  request  of  April  6,  1971,  on  behalf  of  Premium 
Coal  &  Oil  Co.  to  use.  5,500  gallon  tank  trucks  for  trans¬ 
porting  #2  fuel  oil  in  New  York  City  is  contrary  to 
the  Administrative  Code  and  the  specifications  for  tank 
trucks  as  issued  by  the  Fire  Commissioner,  and  therefore 
permission  is  denied.” 

and 

< 

Whereas,  the  application  was  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
April  12,  1971,  acting  on  Transportation  Permit  No.  61874 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  the  condition  that  the  trucks  shall  con¬ 
form  to  drawings  marked  “Received  June  28,  1971,”  2  sheets  • 
and  on  further  condition  that  the  6  tank  trailer  trucks  bear 
the  following  serial  numbers:  Vehicle  No.  252,  Serial  No 
1424;  Vehicle  No.  257,  Serial  No.  506974;  Vehicle  No.  259 
Serial  No.  911078;  Vehicle  No.  260,  Serial  No.  91 1080  - 

\rehlrieri^°-  262’  Serial  No-  9H081;  Vehicle  No.  265,  Serial 
Wo.  505772;  that  they  traverse  the  City  of  New  York  alon°- 
a  route  to  be  approved  by  the  Fire  Department  between  the 
Kmesland  Avenue,  Brooklyn,  plant  of  Mobil  Oil  Company 
and  the  Hudson  and  Kent  Avenue  plants  of  Consolidated 


61 1-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT  Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 82  Brook  Avenue,  west  side 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98,’ 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  at  the  request  of  the  applicant. 


121-71-A 

APPLICANT — Charles  M.  Spindler  for  28  Fulton  Street 
Corporation,  owner. 

SUBJECT — Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 28-44  Fulton  Street,  southeast 
corner  of  Elizabeth  Street,  Block  202,  Lots  1  and  9,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.  M.  for  continued  hearing,  applicant  to  submit  re¬ 
vised  plans. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Harold  Weinberg. 
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ACTION  OF  BOARD— Laid  over  to  October  19,  1971,  at 
2  P.  M.  at  the  request  of  the  applicant,  with  the  con¬ 
currence  of  the  Fire  Department. 


228-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  I.  J.  Minkin,  B.  D. 

ACTION  OF  BOARD— Laid  over  to  October  12,  1971,  at 
2  P.M.  on  the  advice  of  the  Board’s  counsel. 


229-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— V.  Camac  and  G.  Greenblat. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 974  to  978  Morris  Park  Avenue, 
southeast  corner  of  Radcliff  Avenue,  Block  4101,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  Robert  Camac. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  for  re-inspection. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 
SUBJECT— Application  May  27,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 
PREMISES  AFFECTED— 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Elgin  D.  Sallee. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  October  12,  1971,  at 
2  P.M.  for  re-inspection  and  continued  hearing. 


425- 71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment,  owner. 

SUBJECT— Application  June  16,  1971— filed  pursuant  to 
Section  36,  Art.  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 64  Brook  Avenue,^  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1971, 
at  2  P.  M.  at  the  request  of  the  applicant. 

426- 71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment,  owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Art.  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.  at  the  request  of  the  applicant. 


442-71-A 

APPLICANT— Michael  W.  Frudakis  for  Warren  E.  Davis, 
owner,  Arthur  Kotick,  lessee. 

SUBJECT— Application  June  23,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress  and  stair¬ 
way. 

PREMISES  AFFECTED— 57  Murray  Street,  north  side, 
50.7J-2  feet  east  of  West  Broadway,  Block  133,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Michael  W.  Frudakis. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1971, 
at  2  P.  M.  for  inspection  and  continued  hearing. 


Adjourned:  2:35  P.  M. 

James  P.  Mulroy,  Secretary 
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NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each- 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE 
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New  Cases  Filed  up  to  September  21,  1971 
Cal.  No.  Dept.  Premises  Affected 

630- 71-SM — Pneumercator  Company,  Incorporated,  Tank 
Gages,  various  models  manufactured  by  Pneumercator 
Company  Incorporated,  Material. 

631- 71-SA — Division  of  AFE  Industries,  Incorporated, 
Propane  portable  space  heaters,  various  models,  manu¬ 
factured  by  Division  of  AFE  Industries,  Incorporated, 
Appliance. 

632- 71-SM — Crown-Metro  Incorporated,  Fyran  DWG 
for  cellulosic  fabrics,  manufactured  by  Crown-Metro 
Incorporated,  Material. 

633- 71-A — B.M. — 1201  to  1217  Avenue  of  Americas,  west 
side  (Block  Front)  101  to  143  West  47th  Street,  and  102 
to  136  West  48th  Street,  Block  1000,  Lots  15  thru  18,  20, 
22,  24,  27  thru  34,  39  thru  42,  45,  47,  126,  130,  137,  138, 
Borough  of  Manhattan,  N.B.  50-70,  re-  exit  passageway 
openings  C6-6T  and  C6-7T  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  12,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  12,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

47-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f,  7i,  7h  and  7 A  of  the 
zoning  resolution,  to  permit  in  a  business  and  residence 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  storage,  car  washing,  minor 
auto  repairs,  office  sales,  parking  and  storage  of  motor 
vehicles ;  show  window  and  signs  within  75  ft.  of  the  resi¬ 
dence  use  district, 

PREMISES  AFFECTED— 7813-7823  18th  Avenue  and 
1801-1811  79th  Street,  northeast  corner.  Block  6261,  Lot  1, 
Borough  of  Brooklyn. 


808-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  3,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Section  7h,  7f  and  7i  of  the  Zoning  Resolution,  to 
permit  in  a  retail  use  district,  the  erection  and  maintenance 
of  a  gasoline  service  station,  lubritorium,  auto  repairs, 
(hand  tools  only),  auto  washing  (non-automatic),  office 
sales  and  storage  of  auto  accessories,  parking  of  cars  wait¬ 
ing  to  be  serviced. 

PREMISES  AFFECTED— 35-02  to  35-08  (35-04  official) 
Bell  Boulevard  and  213-12  to  213-20  35th  Avenue,  south¬ 
west  corner,  Block  6169,  Lot  6,  Bayside,  Borough  of 
Queens. 


743-42-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Newman  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  7/19/71 — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition,  under 
Section  7f  of  the  Zoning  Resolution  to  permit  in  a  business 
use  district  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  laundry  and  office,  and 
the  parking  and  storage  of  more  than  five  motor  vehicles 
on  the  unbuilt  upon  portion  of  the  plot. 

PREMISES  AFFECTED— 51-59  Maujer  Street  and  451- 
457  Lorimer  Street,  northwest  corner,  Block  2785,  Lot  32 
(formerly  Lots  32,  35  and  36),  Borough  of  Brooklyn. 


462-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  Pharmaceutical 
Society  of  the  State  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  residence  to  lecture  rooms,  library,  offices 
and  caretaker’s  apartment. 

PREMISES  AFFECTED— 117-119  East  69th  Street,  north 
side,  160  feet  west  of  Lexington  Avenue,  Block  1404,  Lot  9, 
Borough  of  Manhattan. 

942-54-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  July  17,  1971 
—decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7a  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  washing  (non-automatic),  storage  and  sale  of  acces¬ 
sories  and  office  with  a  curb  cut  nearer  the  residence  use 
district  than  is  permitted. 

PREMISES  AFFECTED— 144-21  Liberty  Avenue  and 
138-34  to  138-52  Lloyd  Road,  northwest  corner,  Block 
10020,  Lot  114,  Jamaica,  Borough  of  Queens. 


190-42-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  New  Utrecht  Park¬ 
ing,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  27, 
1971  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f,  7i,  7h  and  7e  of  the  Zoning  Resolution,  to  permit  in  a 
business  and  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  car  wash,  lubritorium, 
minor  repairs  with  hand  tools  only,  office  sales  and  storage 
of  accessories,  parking  and  storage  of  more  than  5  cars 
waiting  to  be  serviced. 

PREMISES  AFFECTED — 7602-7622  New  Utrecht  Avenue 
and  1638-1644  76th  Street,  southwest  corner,  Block  6236, 
Lot  23,  Borough  of  Brooklyn. 


550-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  24,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
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granted  on  condition  under  Sections  7e  and  7 h  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use  district  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
car  wash,  office  for  sale  of  accessories,  auto  repairs,  storage 
of  auto  accessories,  parking  and  storage  of  more  than  5 
motor  vehicles. 

PREMISES  AFFECTED — 640-666  Conduit  Boulevard  and 
600-608  Grant  Avenue,  entire  block  bounded  by  Grant,  Bel¬ 
mont,  Sheridan  Avenues  and  Conduit  Boulevard,  Block 
4239,  Lot  1,  Borough  of  Brooklyn. 


153-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

SUBJECT — Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED— 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14, 
Borough  of  Brooklyn. 

Laid  over  from  September  14,  1971,  for  hearing,  at  the 
request  of  the  applicant  to  notify  affected  property 
owners. 


246-71-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for  Harold 
Lamm,  owner,  Brike  Sharp  Incorporated,  lessee. 

SUBJECT — Application  April  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
two  story  building,  the  maintenance  of  a  clothing  manu¬ 
facturing  establishment  on  the  first  floor. 

PREMISES  AFFECTED — 139-19  Jamaica  Avenue,  north 
side,  117.84  feet  west  of  144th  Street,  Block  9673,  Lot  24, 
Jamaica.  Borough  of  Queens. 


33S-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 

PREMISES  AFFECTED— 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 


486-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  Wakefield  Asso¬ 
ciates  Limited,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  lot  area  and  encroaches  on  the  required  front 
and  side  yards. 

PREMISES  AFFECTED — 1326  Siegfried  Place,  east  side, 
35.03  feet  north  of  Parsifal  Place,  Block  5408,  Lot  259, 
Borough  of  The  Bronx. 

491-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 


SUBIECT — Application  July  14,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  omission  of  a 
foot  bridge  to  a  community  facility  structure  that  creates 
non-compliance  on  the  required  open  space  for  a  conjunc¬ 
tive  residential  structure. 

PREMISES  AFFECTED — 211  to  225  La  Fontaine  Ave¬ 
nue,  west  side  entire  block,  558  to  560  East  181st  Street, 
2120  Quarry  Road,  Block  3062,  Lots  6,  9,  and  21,  Borough 
of  The  Bronx. 


520-71-BZ 

APPLICANT — Marcel  Breur  and  Associates  for  New  York 
City  Board  of  Education,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
five  story  high  school  that  encroaches  on  the  required  front 
yard  and  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED— 33-33  13th  Street,  northeast 
corner  of  34th  Avenue,  Block  520,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 


550-71-BZ 

APPLICANT — George  J.  Meltzer  for  Nomram  Enterprises 
Incorporated,  owner,  The  Atlantic  and  Pacific  Tea  Com¬ 
pany,  lessee. 

SUBJECT — Application  August  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R2  district,  the  enlargement  in  lot 
area  and  floor  area  of  a  supermarket  previously  before  the 
Board. 

PREMISES  AFFECTED— 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens. 


554-71-BZ 

APPLICANT — Norman  Reiffman  for  Joseph  Prisco,  Pamela 
Prisco  and  Pasquale  Prisco  Gerard  Operating  Corporation, 
owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs. 

PREMISES  AFFECTED— 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 


331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  presently 
developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 

southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

Laid  over  from  September  14,  1971,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 
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OCTOBER  12,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  October  12,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol- 

ing  matters : 

94-63-SM 

APPLICANT — Waco  Scaffold  and  Shoring  Company — 
Shores. 

216-63-SM 

APPLICANT — Rohm  and  Haas  Company — Lettering,  dec¬ 
orating,  and  facing  of  outdoor  signs. 

642-64- SM 

APPLICANT — National  Gypsum  Company — Floor-ceiling 
system. 

573- 67-SM  " 

APPLICANT — Kaiser  Gypsum  Company — Floor-ceiling 

system. 

574- 67-SM 

APPLICANT — Kaiser  Gypsum  Company — Partitions. 

597-67-SM 

APPLICANT — Kaiser  Gypsum  Company — Partitions. 

620-67-SM 

APPLICANT — Kaiser  Gypsum  Company — Partitions. 

740- 67-SM 

APPLICANT — Kaiser  Gypsum  Company — Column  protec¬ 
tion. 

741- 67-SM 

APPLICANT — Kaiser  Gypsum  Company — Column  protec¬ 
tion. 

45-69-SA 

APPLICANT — Honeywell  Incorporated — Proprietary  fire 
alarm  recording  system. 

369-70-SM 

APPLICANT — Ross  Engineering  Division — Coating  of 
lacquer  on  polyester  film. 

415-70-SA 

APPLICANT — Petrometer  Corporation — Liquid  level  indi¬ 
cating  device. 

756-70-SA 

APPLICANT — Hans  Maurer — Bidet. 

330-71-SM 

APPLICANT — Yara  Engineering  Corporation — Plastic  tube 
to  steel  pipe  transition  fittings  for  gas  service. 

481-71-SM 

APPLICANT — Flame  Gard,  Incorporated — Filter. 


533-71-SM 

APPLICANT — Epic  Metals  Corporation — Floor  construc¬ 
tion. 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT— Application  June  22,  1970— Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 
SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 
PREMISES  AFFECTED— 430  Kent  Avenue,  east  side, 
entire  block.  Block  2134,  Lot  1,  Borough  of  Brooklyn. 


323-71-A 

APPLICANT— Marshall  Service,  Incorporated,  owner. 
SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 


163-71-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT- — Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED — Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 


260-71-A 

APPLICANT — Albert  Melniker  for  Alphonse  Dacey,  owner. 

SUBJECT — Application  April  27,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 120  Grymes  Hill  Road,  south 
side.  90.94  feet  west  of  Bertha  Place,  Block  593,  Lot  159, 
Grymes  Hill,  Borough  of  Richmond. 


336-71-A 

APPLICANT — Kenneth  H.  Koons  for  David,  Rosel  and 
Rita  Kebart,  d/b/a  Besbe  Realty  Company,  owner. 

SUBJECT — Application  May  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 

PREMISES  AFFECTED— 2842  Grand  Concourse,  south¬ 
east  corner  of  East  198th  Street,  Block  3304,  Lot  119, 
Borough  of  The  Bronx. 
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480-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9, 
Borough  of  Manhattan. 


507-71-A 

APPLICANT — McGee  and  Morsellino  for  Julia  Terzi, 
owner. 

SUBJECT — Application  July  23,  1971 — filed  pursuant  to 
Section  35  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 41-80  Little  Neck  Parkway, 
west  side,  56.44  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  41,  Little  Neck,  Borough  of  Queens. 


508-71- A 

APPLICANT — McGee  and  Morsellino  for  Julia  Terzi, 
owner. 

SUBJECT — Application  July  23,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 41-82  Little  Neck  Parkway, 
west  side,  3.66  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  39,  Little  Neck,  Borough  of  Queens. 


543-71-A 

APPLICANT — Stephen  B.  Jacobs  for  Second  Generation, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  escapes 
and  egress. 

PREMISES  AFFECTED— 207  to  209  East  21st  Street, 
north  side  122.0  feet  east  of  Third  Avenue,  Block  902,  Lots 
9,  10,  Borough  of  Manhattan. 


624-71-A 

APPLICANT — Martin  P.  Walsh,  Jr.  for  Mac-Fab  Prod¬ 
ucts,  Incorporated,  owner. 

SUBJECT — Application  September  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  rescinding  previ¬ 
ous  grant  re-  floor  decking. 

PREMISES  AFFECTED — 230  East  149th  Street  and  425 
Morris  Avenue,  southwest  corner,  from  East  144th  Street 
to  East  149th  Street,  Block  2335,  Lot  19,  Borough  of  The 
Bronx. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  19,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  19,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


357-60-BZ — Vol.  II 

APPLICANT — Charles  F.  Murphy  for  Contractor’s  Supply 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  of  the  accessory  parking  per¬ 
mitted  under  357-60-BZ  Volume  I,  which  expired  July  5, 


1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  erection  of 
a  one  story  extension  to  an  existing  contractors  building 
extending  into  the  residence  portion  of  the  premises. 

PREMISES  AFFECTED— 11-20  30th  Road  and  30-55 
Vernon  Boulevard,  southeast  corner,  Block  505,  Lots  14, 
21,  24,  25  and  26,  Long  Island  City,  Borough  of  Queens. 


843-46-BZ— Vol.  II 

APPLICANT — Robert  Gottlieb  for  Lillian  F.  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  store,  storage, 
parking  and  storage  for  more  than  5  motor  vehicles,  car 
washing,  lubritorium,  motor  vehicle  repair  shop,  accessory 
sales  and  office. 

PREMISES  AFFECTED — 861  East  169th  Street,  (for¬ 
merly  857  East  169th  Street),  northwest  corner  of  Lyman 
Place,  Block  2970,  Lot  1,  Borough  of  The  Bronx. 


749-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  Yolanda  Radice, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  July  24,  1971 —  decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7e,  7 a  and  7h  of  the  Zoning  Resolution  to 
permit  in  a  local  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car  wash, 
motor  vehicle  repairs  and  office  and  to  permit  the  parking 
of  cars  waiting  to  be  serviced,  with  a  business  entrance 
(curb  cut)  nearer  the  residence  use  district  than  is 
permitted. 

PREMISES  AFFECTED — 222-19  Linden  Boulevard,  north¬ 
west  corner  of  223rd  Street,  Block  11323,  Lot  1,  Spring- 
field  Gardens,  Borough  of  Queens. 


116-56-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  June  26,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  under  Section 
7f  and  7i  of  the  Zoning  Resolution,  to  permit  in  a  retail 
use  district  the  construction  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing,  minor  repairs 
(using  hand  tools  only),  office  and  sales  of  auto  accessories. 

PREMISES  AFFECTED — 2451-2459  Westchester  Avenue 
and  1400-1408  Rowland  Street,  northeast  corner.  Block 
3974,  Lot  1,  Borough  of  The  Bronx. 


799-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  4, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Res¬ 
olution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  storage  of  more  than  five 
motor  vehicles. 
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PREMISES  AFFECTED— 33-35  Overlook  Terrace,  west 
side,  716  feet  south  of  West  187th  Street,  Block  2180,  Lot 
62,  Borough  of  Manhattan. 


5-71-BZ 

APPLICANT — Wax  Associates  for  69-27  164th  Street  Cor¬ 
poration,  owner. 

SUBJECT— Application  January  7,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  enlargement 
of  an  existing  two  story  building  occupied  as  store  and 
offices  that  increases  the  degree  of  non-conformity  and 
creates  non-comoliance  in  floor  area  ratio,  open  space 
ratio  and  yard  encroachment. 

PREMISES  AFFECTED— 69-27  164th  Street,  east  side, 
160  feet  north  of  Jewel  Avenue,  Block  6931,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberta  Aguilar, 
owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 
Lot  49,  Maspeth,  Borough  of  Queens. 


273-71-BZ 

APPLICANT — Fredric  R.  Grae  for  Jerry  Sherman,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
one  story  and  basement  building,  the  conversion  of  the  first 
floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 


378-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Anthony  Tortora, 
owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  two  story  clothing 
manufacturing  establishment. 

PREMISES  AFFECTED — 2908  to  2914  Coney  Island  Ave¬ 
nue,  west  side,  62  feet  south  of  Montauk  Court,  Block  7244, 
Lots  94  and  96,  Borough  of  Brooklyn. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 
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420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R3-2  district,  the  erection  of  a  two  story  and 
basement  two  family  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  with  accessory  parking  and  porch  within 
the  front  yard  and  exceeds  the  aggregate  width  of  the 
street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 


456-71-A 

APPLICANT — John  J.  Veltry  for  R.  M.  Hollingshead  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  28.  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Purolator  Professional  Use 
Fire  Power  in  15  fluid  ounce  can  with  pop-top  lid  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  New  York  City. 


483-71-A 

APPLICANT — Joseph  J.  Silverstein  for  Engine  Power  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Engine  Power  Gas  Treatment  in 
16  fluid  ounce  metal  container  with  Aluminum  Rip  Away 
Top  with  Plastic  overcap  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


500-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Eugene  Zimmerman. 
SUBJECT — Application  July  19,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78, 
Borough  of  The  Bronx. 


532-71-A 

APPLICANT — Millard  Bresin  for  Vittoria  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 345  to  347  Avenue  of  the 
Americas,  northwest  corner  of  West  4th  Street,  Block 
592,  Lots  25,  26,  Borough  of  Manhattan. 


551-71-A 

APPLICANT — Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  establishment  of 
smoking  area. 

PREMISES  AFFECTED — 3666  Richmond  Terrace,  east 
side,  2601  feet  south  of  Western  Avenue,  Block  1338,  Lot 
1,  Port  Ivory,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 
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OCTOBER  19,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  October  19,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


OCTOBER  26,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  26,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 
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374-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUB  JECT— Application  June  1,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2  dis¬ 
trict,  at  an  existing  automobile  sales  and  service  establish¬ 
ment  previously  before  the  Board,  the  addition  to  the  use 
to  include  the  parking  of  new  cars. 

PREMISES  AFFECTED— 205-11  Northern  Boulevard, 
north  side,  from  43-02  to  43-46  Clearview  Expressway, 
43-25  to  43-31  205th  Street,  Block  6269,  Lots  9  and  20, 
Bayside,  Borough  of  Queens. 


409-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT— Application  June  11,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-452  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  enlargement 
in  area  of  an  accessory  off-site  parking  facility  for  a 
church  previously  before  the  Board. 

PREMISES  AFFECTED — 215  Penn  Avenue,  northwest 
corner  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp, 
Borough  of  Richmond. 


464-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AFFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 


467-71-BZ 

APPLICANT — Norman  Reifman  for  Raymond  E.  Esposito, 
Linda  E.  Esposito,  and  Edith  Esposito,  owner,  Save  Way 
Midway,  Incorporated,  lessee. 

SUBJECT- — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  C4  district,  the  re¬ 
habilitation  and  rearrangement  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED- — 5601  Main  Street,  south  side, 
150  feet  east  56th  Avenue,  Block  5165,  Lot  28,  Flushing, 
Borough  of  Queens. 


558-71-BZ 

APPLICANT — Albert  Melniker  for  Gennaro  Bifulco,  Jr., 
Umberto  Bifulco,  owners. 

SUBJECT — Application  August  19,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  rearrangement  of 
an  existing  nursery  and  greenhouse  establishment  and  the 
addition  to  the  uses  to  include  the  sale  of  agricultural  prod¬ 
ucts  produced  off-site. 

PREMISES  AFFECTED — 1949  Richmond  Avenue,  east 
side,  1774.08  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  1.  Bulls  Head,  Borough  of  Richmond. 

579-71-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Weissglass  Gold 
Seal  Dairy  Corporation,  owner. 


SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-33 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
at  an  existing  dairy  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  instal¬ 
lation  of  tanks  for  the  storage  of  non-flamable  liquids. 

PREMISES  AFFECTED — 2014  Forest  Avenue,  southeast 
corner  of  Coonley  Avenue,  Block  1696,  Lot  8,  Mariners 
Harbor,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  26,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  October  26, 1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

505-71-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  Du  Pont  De 
Nemours  and  Company,  owner. 

SUBJECT — Application  July  22,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Du  Pont  Zerex  Pre-mixed  Windshield 
Washer  Anti-freeze  and  Cleaner  in  Quart  metal  containers 
not  equipped  with  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


525-71-A 

APPLICANT— Robert  H.  Higinbotham  for  Safety  Lines 
Marking,  Incorporated,  owner. 

SUBJECT — Application  July  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Heating  Kettles  for 
highway  pavement  markings. 


531-71-A 

APPLICANT — Anton  H.  Heller  for  Poweray  Infrared 
Corporation,  owner. 

SUBJECT- — Application  August  5,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  trailers  using  L.  P. 
Gas  as  fuel  for  radiant  heaters. 


534-71-A 

APPLICANT — Alvin  E.  Heutchy  for  The  F  and  M  Schae¬ 
fer  Brewing  Company,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ladder  to  ele¬ 
vator  machine  room. 

PREMISES  AFFECTED — 448  to  456  Kent  Avenue,  north¬ 
west  corner  of  South  10th  Street,  Block  2134,  Lot  1, 
Borough  of  Brooklyn. 


548-71-A 

APPLICANT — Philip  P.  Agusta  for  Catholic  Diocesan  Of 
Brooklyn,  New  York,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 

decision  of  the  Borough  Superintendent  re-  proposed  use  of 
medical  offices  in  class  11  D  building. 

PREMISES  AFFECTED — 1298  St.  Marks  Avenue,  south¬ 
west  corner  of  Buffalo  Avenue,  Block  1362,  Lot  1,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  21,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Wednesday  morning  and  afternoon  September  8,  1971,  were 
approved  as  printed  in  the  Bulletin  of  September  16,  1971, 

Vol.  56,  Nos..  31-37. 

543-59-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  New  York  University,  owner. 

SUBJECT — Application  for  consideration — request  to  waiver 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  December  8,  1969 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  live  load,  class  3  and  4  construction,  business  use. 
PREMISES  AFFECTED— 206  West  180th  Street,  south¬ 
east  corner  of  Osborne  Place,  Block  3228,  Lot  34,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  . 3 

Negative :  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  1,  1959,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  if  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  1,  1959,  as  amended 
through  December  8,  1964,  only  as  to  the  term  of  the 
variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  626-59) 

471-58-BZ 

APPLICANT — Millard  Bresin  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7f,  7e  and  7i  of  the  Zoning  Resolution  to  permit  in  a 
retail  use  district  a  gasoline  service  station,  lubritorium, 
non-automatic  car  wash,  motor  vehicle  repair  shop  using 
hand  tools  only,  parking  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 801-821  Sound  View  Avenue, 
1701-1751  Lafayette  Avenue,  northwest  corner  and  800- 
830  Rosedale  Avenue,  Block  3637,  Lot  64,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 


ACT  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative: .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 

Klein .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  25,  1959,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
25,  1959,  as  amended  through  July  11,  1961,  by  adding 
thereto : 

“that  the  gasoline  pumps  shall  conform  to  revised 

drawing  of  proposed  conditions  marked  ‘Received  July 

13,  1971’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Misc.  28S-70) 


337-60-BZ— Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company 
— Long  Term  Lessee;  Gianco  Realty,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7 a  of  the  Zoning  Resolution,  to  permit  in  a  local  retail  and 
residence  use  district,  the  reconstruction  of  an  existing 
gasoline  service  station  to  include  the  uses  of  lubrication, 
non-automatic  car  washing,  office,  sale  of  accessories,  minor 
repairs  with  hand  tools  only,  safety  inspection  station  and 
the  parking  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED— 6451-6469  Broadway,  west  side, 
97  feet  south  of  Mosholu  Avenue,  Block  5851  (formerly 
Block  3421),  Lot  2098,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan .  3 

N  egative :  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  26, 
1962,  by  adding  thereto : 

“that  the  accessory  building  shall  substantially  conform 
to  revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  August  13,  1971’,  two  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  261-71) 


753-63-BZ 

APPLICANT — Charles  Samowitz,  Assistant  Commissioner, 
Director  of  Water  Pollution  Control  for  Department  of 
Water  Resources,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
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time  to  complete  which  expired  October  7,  1970 — decision 
of  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  a  R7-2  district,  the  erection  of  a  sewage  pumping 
station  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 184  Avenue  D,  east  side,  20  feet 
south  of  East  13th  Street  Extended,  Block  36 7,  Lot  25, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  W.  Lee. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

a». 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  3,  1963,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  last  extended  on  October  7,  1969;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  the  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  3,  1963,  as  amended 
through  October  7,  1969,  only  as  to  the  time  to  complete  the 
work,  so  that  as  amended  this  portion  of  the  resolution  shall 
read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  42-63) 


840-68-BZ 

APPLICANT — McGee  and  Morsellino,  Esqs.  for  J.  A.  W. 
Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  obtain  required  permits  and  a  Cer¬ 
tificate  of  Occupancy,  which  expired  April  1,  1971 — deci¬ 
sion  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  District,  the  change  in  occupancy  of 
an  existing  one  story  building  from  a  wholesale  auto  parts 
warehouse  and  store  to  automotive  repair  shop. 

PREMISES  AFFECTED— 8680-8684  18th  Avenue,  north¬ 
east  corner  of  Benson  Avenue,  Block  6368,  Lot  61,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD- — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  1,  1969;  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  May  19,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  1,  1969,  as  amended  through 


May  19,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(Alt.  1685-68) 


917-68-BZ 

APPLICANT — McGee  and  Morsellino,  and  Joseph  M. 
Mattone,  for  Caldo  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete,  which  expired  July  22,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  72-21  of  the  Zoning  Resolution 
and  Section  666  of  the  New  York  City  Charter,  to  permit 
in  a  Cl -2  and  R6  district,  at  an  existing  two  story  office 
and  store  building,  the  erection  of  a  six  floor  enlargement 
that  exceeds  the  permitted  floor  area  ratio,  penetrates  the 
sky  exposure  plane  and  extends  into  the  residence  district. 

PREMISES  AFFECTED — 41-60  to  41-80  Main  Street, 
southwest  corner  of  Sanford  Avenue,  Block  5121,  Lot  23, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative:  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  22,  1969,  on  certain  conditions;  and 

W hereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  July  21,  1970;  and 

_  Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  22, 
1969,  as  amended  through  July  21,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  22,  1971.”  (Alt.  945-68) 


76-70-BZ 

APPLICANT — Murray  Rudman  for  City  of  New  York, 
owner ;  New  York  City  Educational  Construction  Fund, 
lessee. 

SUBJECT — Application  January  30,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -8,  C6-3  dwelling  and 
store  mixed  building  that  has  less  than  the  minimum  lot 
area. 

PREMISES  AFFECTED — 401  to  409  2nd  Avenue,  north¬ 
west  corner  of  East  23rd  Street,  Block  904,  Lots  14,  22  and 
24,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 

Klein .  2 
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APPLICANT — Ingram  S.  Carner  for  Leonard  Coniglio, 
owner. 

SUBJECT — Application  for  consideration— reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  Rl-2 
district,  the  erection  of  a  one  story  enlargement  to  an  ex¬ 
isting  restaurant  and  the  addition  to  the  uses  to  include 
cabaret. 

PREMISES  AFFECTED — 231-10  Northern  Boulevard, 

southwest  corner  of  mapped  232nd  Street,  Block  8164,  Lot 

30,  Douglaston,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent:  Vice  Chairman  Becker  and  Commissioner 

Klein .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  19,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
19,  1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  July 
13,  1971’,  three  sheets,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  210-70) 


329-70-BZ 

APPLICANT — Robert  S.  Lundberg  for  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
73-ll(g)  and  73-65  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  four  story  enlargement 
to  an  existing  telephone  exchange  that  increases  the  degree 
of  non-compliance. 

PREMISES  AFFECTED — 118-15  115th  Avenue,  114-50 

Lefferts  Boulevard,  northwest  corner,  Block  11645,  Lot  29, 

Ozone  Park,  Borough  of  Queens. 

*  APPEARANCES— 

For  Applicant :  Martin  D.  Raab. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

;  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 

Klein  .  2 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1970,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  reopen  and  amend  the  resolution  adopted  on  July  21, 

1970,  by  adding  thereto: 

“that  emergency  standby  power  plant  equipment  may  be 
installed  on  the  roof  substantially  as  shown  on  revised 
drawings  of  proposed  conditions  marked  ‘Received 
August  31,  1971’,  four  sheets,  on  condition  that  all  laws, 
rules  and  regulations  applicable  thereto  shall  be  com¬ 
plied  with ;  and  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (Alt.  135-70) 

654-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bronx  Third 
Avenue  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
73-63  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and 
R6  district,  the  erection  of  a  one  story  enlargement  to  an 
existing  factory  extending  into  the  residence  district. 

PREMISES  AFFECTED — 3462  Third  Avenue,  east  side, 
69.07  feet  north  of  East  167th  Street  and  535  East  167th 
Street  and  535  East  167th  Street,  Block  2609,  Lots  4  and 
58,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Request  to  reopen  and  amend  the 


resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  0 

Negative:  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein  .  2 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
January  19,  1971,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  the  Board  considers  that  the  terms  and  con¬ 
ditions  of  the  resolution  should  be  complied  with. 

_  Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied. 


742-70-BZ 

APPLICANT — Hector  Ferreras  for  Pat  Fusco,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-1  district, 
the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 830  Bay  Street,  southwest 
corner  of  Vanderbilt  Avenue,  Block  2836,  Lot  16,  Clifton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative:  .  Q 


Absent:  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  18,  1971,  on  certain  conditions;  and 


! 
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Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  18, 
1971,  by  adding  thereto: 

“that  the  premises  shall  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  August  5,  1971’, 
one  sheet,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.B.  957-70) 


81-71-BZ 

APPLICANT — David  Blinder  for  Shellbank  Jewish  Center, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  dis¬ 
trict,  the  installation  of  an  accessory  recreation  area  and 
swimming  pool  for  an  existing  synagogue  and  school. 

PREMISES  AFFECTED — 2124  Bragg  Street,  west  side, 
180  feet  south  of  Avenue  U,  Block  7368,  Lots  15  and  16, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan .  3 

Negative:  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  4,  1971;  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  4, 
1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
August  13,  1971’,  two  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (N.B.  393-70) 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED— 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  d/b/a  Sound  Associates,  Incorporated,  owner. 


SUBJECT— Application  April  13,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  the  enlargement  in 
area  of  the  first  floor  of  an  existing  four  story  building  and 
the  change  in  occupancy  from  stores  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED— 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug  and  T.  Richard 
Fitzgerald. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  financial 
statement;  previously  inspected. 


277-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUBJECT — Application  May  5,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  with  an 
existing  used  car  lot,  the  erection  of  a  one  story  building 
for  use  as  an  automobile  repair  shop. 

PREMISES  AFFECTED— 204-10  Northern  Boulevard, 
south  side,  30.81  feet  east  of  204th  Street,  Block  7301, 
Lot  9,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Miriam  S.  Matthews. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


355-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  or  surplus  tenants  spaces. 

PREMISES  AFFECTED— 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing ;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


356-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 
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ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


357-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT— Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  in  an  accessory  parking  facility  for  a 
housing  development,  the  addition  to  the  uses  to  include 
transient  parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 999  Co-op  City  Boulevard, 
southeast  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


358-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southeast  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing ;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


359-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwellirig  Law  of  the  Zoning  Resolution,  to  permit 
in  an  R6  district,  in  an  accessory  parking  facility  to  a 
housing  development  the  addition  to  the  uses  to  include 
transient  parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  south¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


360-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 


SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  the  street 
parking. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


361-71-BZ 

APPLICAN  T — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

AC  riON  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  State  Division  of  Housing,  giving  their  concurrence 
for  this  application. 


362-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant,  to  submit  letter 
from  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


363-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  Multiple  Dwell¬ 
ing  Law  of  the  Zoning  Resolution,  to  permit  in  R6  district, 
in  an  accessory  parking  facility  for  a  housing  development, 
the  addition  to  the  uses  to  include  transient  parking  for  the 
unused  and  surplus  tenants’  spaces. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5145,  Lot  90,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 
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ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


364-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5135,  Lot  90,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


365-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Einstein  Loop  North,  south¬ 
east  corner  of  Hutchinson  River  Parkway,  Block  5135,  Lot 
210,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


366-71- A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — -2099  Bartow  Avenue,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  100, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


367-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 

PREMISES  AFFECTED — 99  Dreiser  Loop  East,  south¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  500, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  J.  Jessor. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  letter 
from  the  State  Division  of  Housing,  giving  their  concur¬ 
rence  for  this  application. 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 —  decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn. 

For  Opposition  :  Vincent  Scamardella. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
objectors  to  retain  counsel. 


565-69-BZ 

APPLICANT — Hector  Ferreras  for  Virginia  Van  Daley, 
owner. 

SUBJECT — Application  September  2,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  the  maintenance 
of  a  one  family  dwelling  that  encroaches  on  the  required 
front  yard. 

PREMISES  AFFECTED— 155  Weed  Avenue,  northwest 
corner  of  Clayboard  Street,  Block  4040,  Lot  1,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative :  .  0 


Absent:  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971,  acting  on  Alt.  Appiic.  32/1949,  reads: 

“6.  The  change  in  side  yard  from  15  to  6.31  on 
Weed  Avenue  increases  the  degree  of  non-complying 
with  regard  to  Section  23-45  of  tbe  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
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an  R3-2  district,  the  maintenance  of  a  one-family  dwelling 
that  encroaches  on  the  required  front  yard,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Rceived  September  2,  1969,”  6 
sheets;  on  further  condition  that  sidewalks  and  curbs  be 
installed  along  the  street  frontage  in  accord  with  the  rules 
and  regulations  of  the  Department  of  Highways;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


152-71-BZ 

APPLICANT — Benjamin  F.  Nolan  for  The  Greek  Ameri¬ 
can  Soccor  Club  Incorporated,  owner ;  Isaak  Papadopoulos, 
lessee. 

SUBJECT — Application  March  15,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  addition  to  the  use  of  the  first  floor 
restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 31-06  to  31-08  Astoria  Boule¬ 
vard,  southwest  corner  of  32nd  Street,  Block  620,  Lot  16, 
Astoria,  Borough  of  Queens. 

:  APPEARANCES— 

For  Applicant:  Benjamin  F.  Nolan. 

For  Opposition:  Mario  J.  Cariello,  Leo  Carollo,  Josephine 
Carollo,  James  Halvey,  Antonina  Carollo,  Masciarelli 
Modesto,  Rose  Ronacher,  Aurora  Locke  and  Christina 


Pape. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  0 

Negative:  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein  .  2 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  6,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  September  21,  1971,  hearing  closed;  then  hear¬ 
ing  reopened;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971,  acting  on  Alt.  Applic.  925/1969,  reads: 

“1.  Proposed  use  of  eating  and  drinking  place  with¬ 
out  restrictions  on  entertainment  or  dancing  (Use  Group 
12)  within  a  Cl-2  district  is  contrary  to  Section  32-21 
of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  c,  under  Section 
72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  8,  1971,  acting  on  Alt.  Applic.  925/1969,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appli¬ 
cation  be  and  it  hereby  is  denied. 

Adjourned:  11:10  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  21,  1971, 

2  P.M. 

Present :  Chairman  Galvin,  Commissioner  Madigan  and 
Commissioner  Nolan. 


410-71-A 

APPLICANT — The  Barcolene  Company,  owner. 

SUBJECT — Application  June  11,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  Cloud  Nine  Windshield  Washer  Anti- 
Freeze  in  one  gallon  plastic  bottle  with  tight  metal  screw 
cap  not  in  compliance  with  the  regulations  of  the  Admin¬ 
istrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  Joseph  Toplan. 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  _  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan .  3 

Negative :  .  0 


Absent :  Vice  Chairman  Becker  and  Commissioner  Klein.  2 
THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  24,  1971  on  Folder  #122-2521,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Cloud  Nine  Windshield  Washer  Anti- 
Freeze,  a  combustible  mixture  having  a  flash  point  of 
115°F.  in  containers  as  follows:  Cloud  Nine — a  plastic 
gallon  bottle  with  tight  metal  and  to  be  used  as  a 
Windshield  Washer  Anti-Freeze  and  solvent,  protecting 
to  — 20°F.  is  Disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Section  C-19- 
62.0  b  requires  that  combustible  mixtures  be  packaged,  in 
metal  or  glass  containers.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
May  24,  1971,  acting  on  Folder  #122-2521,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  container  comply  with  drawing  filed  “July 
13,  1971,”  one  sheet;  on  further  condition  that  the  label  on 
the  container  be  in  such  style  and  wording  as  is  satisfactory 
to  the  Fire  Commissioner ;  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amwav  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

APPEARANCES— 

For  Apolicant:  Cameron  Clark. 

For  Administration:  Lt.  John  P.  Manfredi,  and  Capt. 
John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971,  at 
2  P.M.  at  the  request  of  the  applicant. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

For  Owner:  Priscilla  Hrabousky. 
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ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
2  P.M.,  for  continued  hearing;  owner  to  submit  proof  of 
write  off. 


230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

For  Owner:  Murray  Weiner. 

ACTION  OF  BOARD— Laid  over  to  September  28,  1971, 
at  2  P.M.,  for  decision;  hearing  closed. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
2  P.M.,  for  continued  hearing  for  the  purpose  of  obtaining 
a  progress  report;  Fire  Department  concurs;  applicant  to 
be  notified. 


323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 
SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 

APPEARANCES— 

For  Applicant:  Morton  E.  Kiel. 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt. 
John  Petraglia,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  October  12,  1971,  at 
2  P.M.,  for  continued  hearing ;  applicant  to  submit,  material 
modifying  information. 


444-71-A 

APPLICANT — Sol  Feinberg  for  Duncan  Petroleum  Trans¬ 
port,  Incorporated,  owner. 

SUBJECT — Application  June  24,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tanks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 

APPEARANCES— 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt. 
John  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
2  P.M.,  for  hearing;  Fire  Department  concurs. 


445-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 


OWNER  OF  PREMISES — Allied  Storage  Warehouse 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 4268  to  4270  Third  Avenue,  east 
side,  55  feet  north  of  East  178th  Street,  Block  3061,  Lot  3, 
Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John  F. 

Petraglia,  F.  D. 

For  Owner:  None. 

ACTION  OF  BOARD- — Laid  over  to  October  5,  1971,  at 
2  P.M.,  at  the  request  of  the  Assemblyman,  and  for  in¬ 
spection. 


446- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 460  to  474  Knickerbocker  Av¬ 
enue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

For  Owner:  Benedict  Brucia. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
2  P.M.,  for  continued  hearing,  at  the  request  of  the  owner’s 
representive. 

447- 71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John 
Petraglia,  F.  D. 

For  Owner:  None. 

ACTION  OF  BOARD— Laid  over  to  October  5,  1971,  at 
2  P.M.,  for  hearing,  at  the  request  of  the  owner;  Fire 
Department  concurs. 


535-71-A 

APPLICANT — Nicholas  J.  Bouras,  Incorporated  for  Epic 
Metals  Corporation,  owner. 

SUBJECT— Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  rescinding  previous 
grant  re-  floor  decking. 

PREMISES  AFFECTED — 230  East  149th  Street,  and  425 
Morris  Avenue,  southwest  corner  from  East  144th  Street 
to  149th  Street,  Block  2335,  Lot  19,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Dewey  Rothkrug, 
Frank  A.  Sauk,  Vincent  Dertrano,  Jr.  and  Nicholas  J. 
Bouras. 

ACTION  OF  BOARD — Laid  over  to  September  28,  1971, 
at  2  P.M.,  for  inspection  and  continued  hearing. 

Adjourned:  3:10  P.M. 
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Att:  Serial  Dept* 

Urbana,  Ill*  6l801 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 
appeal  or  application  forms. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor.  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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THE  NEW  YORK  LAW  JOURNAL 
September  17,  1971 

Justice  Gellinoff 

MATTER  OF  KEN  BAR  DEVELOPMENT  CORP.  (Board  of 
Standards  and  Appeals  of  the  City  of  N.  Y.)  -Motions  127  and 

127a  of  Sept.  1,  1971,  are  consolidated  herein  and  disposed  of  as 
follows: 

In  this  article  78  proceeding,  petitioner,  owner  of  property  ad¬ 
joining  the  Staten  Island  Mall  currently  under  construction,  attacks 
certain  zoning  variances  granted  the  mall  by  respondent  Board  of 
Standards  and  Appeals.  Respondent  has  moved  to  dismiss  the  peti¬ 
tion  on  the  ground  that  petitioner  has  no  standing  to  initiate  this 
proceeding,  in  that  it  is  not  a  person  “aggrieved”  by  the  board’s 
action. 

The  motion  to  dismiss  must  be  granted,  as  petitioner  has  not  estab¬ 
lished  that  he  is  an  “aggrieved”  person  (New  York  City  Administrative 
Code,  section  688e-1.0).  It  is  true,  as  petitioner  asserts,  that  an  ad¬ 
joining  landowner  may  be  adversely  affected  by  the  granting  of  a 
variance  (Paris  v.  Eisenberg,  231  N.  Y.  S.  2d  189,  192  [Sup.  Ct. 
Nassau  Co.  19621),  but  proximity  alone  does  not  automatically  con¬ 
fer  standing.  “The  law  is  well  settled  that  to  be  a  ‘person  aggrieved’ 
one  must  be  specially,  personally  and  adversely  affected  as  distinguished 
from  one  who  is  merely  in  the  general  class  of  a  taxpayer  whose  only 
interest  is  to  have  strict  enforcement  of  zoning  regulations  for  the 
welfare  of  the  entire  community.  There  must  be  a  special  injury  or 
damage  to  one’s  personal  or  property  rights”  (Hattem  v.  Silver,  19 
Misc.  2d  1091,  1092  [Sup.  Ct.  Nassau  Co.  1959];  Application  of 
Jones,  3  A.  D.  2d  668  [2d  Dept.  1957]). 

Here,  as  in  Hattem  (supra),  although  petitioner’s  property  is  “in 
the  immediate  vicinity  of  the  property  involved”  (ibid),  petitioner  does 
not  allege  specific  injury  or  damage.  Indeed,  petitioner’s  affidavits 
and  briefs  make  no  claim  of  injury  except  to  complain  that,  unlike 
the  Mall,  petitioner  was  compelled  to  conform  to  the  zoning  rules  at 
an  economic  detriment.  This  contention,  however,  is  irrelevant  to  the 
instant  case,  and  is  not  grounds  for  relief.  If  petitioner  was  injured 
— and  it  is  not  clear  from  the  papers  before  the  court  that  petitioner 
sought  and  was  refused  variances  by  the  board —  the  “iniury”  occur¬ 
red  at  the  time  petitioner  constructed  its  own  building.  No  injury  is 
shown  as  a  result  of  the  ruling  now  being  attacked. 

Not  having  demonstrated  any  injury,  financial  or  otherwise,  by  the 
instant  ruling  of  the  board,  petitioner  lacks  standing  to  prosecute  this 
proceeding.  The  motion  to  dismiss  is  therefore  granted.  Petitioner’s 
cross-motion,  seeking  to  replead  and  amend  its  petition  by  adding  a 
conclusionary  claim  of  “economic  injury  to  his  personal  and  property 
rights,”  is  in  light  of  the  foregoing,  denied. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Sep 
tember  28,  1971,  Affecting  Calendar  Numbers — 


1193-21-SA 

760-67-SM 

1058-62-SM 

437-71-A 

373-50-SA 

351-55-SM 

1015-63-SM 

438-71-A 

56-54-SA 

177-61-SA 

279-64-SA 

439-71-A 

180-58-SM 

689-61-SA 

280-64-SA 

440-71-A 

182-59-SM 

1254-61-SA 

542-64-SA 

441-71-A 

1688-61-SA 

1614-61-SM 

36-68-SM 

230-71-A 

223-62-SA 

89-62-SA 

432-71-SM 

1374-61-A 

365-62-SA 

497-63-SA 

1905-BZY — 

1375-61-A 

483-62-SM 

716-63-SM 

Vol.  VII 

610-69-A 

259-64-SA 

159-64-SM 

229-71- A 

611-69-A 

347-64-SA 

1014-63-SA 

373-71-A 

121-71-A 

117-70-SA 

265-64-SM 

387-71-A 

235-71-A 

362-70-SM 

502-64-SM 

388-71-A 

425-71-A 

397-70-SA 

859-64-SM 

389-71-A 

426-7 1-A 

428-70-SA 

727-65-SA 

390-71-A 

442-71-A 

576-70-SM 

474-59-SA 

391-71-A 

448-71-A 

289-71-SA 

421-64-SA 

392-71-A 

449-71-A 

67-71-SM 

588-70-SM 

402-71-A 

519-71-A 

431-71-SA 

736-60-SM 

436-71-A 

535-71-A 

Correction  Affecting  Calendar  Numbers — 

1687-BZY— Vol.  VI  1688-BZY-Dt*bUfV^RY  0£  JjNg 

Warning  Notice. 

OCT  2  6  1971 


UNIVtRSII  Y  OF  ILLINOIS 
AT  URBANA-CHAMPAiGN 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  September  28,  1971 

Cal.  No.  Dept.  Premises  Affected 

634-71-SM — Orion  Fitting  Incorporated,  Orion  Corro¬ 
sive  resistant  piping  system,  various  models,  manufac¬ 
tured  by  Orion  Fitting  Incorporated,  Material. 


635-71-SA — Three  B.  Electronics  Incorporated,  Fire¬ 
guard  Model  TBE300,  fire  alarm,  manufactured  by  Three 
B.  Electronics  Incorporated,  Appliance. 


636-71-SM — Swedlow  Incorporated,  Swedcast  300  for 
plastic  glazing  material,  manufactured  by  Swedlow  In¬ 
corporated,  Material. 


637-71-A — B.B. — 1467  57th  Street,  north  side,  120  feet 
west  of  15th  Avenue,  Block  5692,  Lot  44,  Borough  of 
Brooklyn,  N.  B.  202-71,  re-  lot  line  openings  and  lot  line 
windows,  R-6  district. 


638-71-A — B.Q. — 436-Beach  36th  Street,  east  side,  155.35 
feet  south  of  Norton  Avenue,  Block  15952,  Lot  19,  Edge- 
mere,  Borough  of  Queens,  Alt.  No.  670-71,  re-  proprie¬ 
tary  home  for  adults,  R4  district. 


639-71-SA — Huebsch  Originators  American  Laundry 
Machinery  Industries,  Division  of  McGraw-Edison  Com¬ 
pany,  Loadmaster  drying  tumbler  for  water  washed  cloth¬ 
ing,  manufactured  by  Huebsch  Originators,  Appliance. 


640-71-SA — Forney  Engineering  Company,  gas  combus¬ 
tion  and  ignition  devices  for  large  steam  generators,  vari¬ 
ous  models,  manufactured  by  Forney  Engineering  Com¬ 
pany,  Appliance. 

Restored  to  Docket 

1290-66-BZ — Vol.  II — B.B. — 1836-1846  Rockaway  Park¬ 
way,  9625  Avenue  M,  northwest  corner,  Block  8261,  Lot 
1,  Borough  of  Brooklyn,  N.  B.  243-71  re-  retail  store, 
R4  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens:  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  14,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Thursday  morning,  October  14,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

519-71-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  July  16,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  synthetic  gas  plant  to 
manufacture,  refine  and  distill  petroleum  or  coal  tar. 
PREMISES  AFFECTED— 438  Varick  Avenue,  287  to  473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  continued 
hearing  at  10  A.M. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  19,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  19,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

357-60-BZ— Vol.  II 

APPLICANT — Charles  F.  Murphy  for  Contractor’s  Supply 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  of  the  accessory  parking  per¬ 
mitted  under  357-60-BZ  Volume  I,  which  expired  July  5, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  erection  of 
a  one  story  extension  to  an  existing  contractors  building 
extending  into  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED— 11-20  30th  Road  and  30-55 
Vernon  Boulevard,  southeast  corner,  Block  505,  Lots  14, 
21,  24,  25  and  26,  Long  Island  City,  Borough  of  Queens. 


843-46-BZ— Vol.  II 

APPLICANT — Robert  Gottlieb  for  Lillian  F.  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7f  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  store,  storage, 
parking  and  storage  for  more  than  5  motor  vehicles,  car 
washing,  lubritorium,  motor  vehicle  repair  shop,  accessory 
sales  and  office. 

PREMISES  AFFECTED— 861  East  169th  Street,  (for¬ 
merly  857  East  169th  Street),  northwest  corner  of  Lyman 
Place,  Block  2970,  Lot  1,  Borough  of  The  Bronx. 


749-53-BZ 

APPLICANT — Lama  and  Vassalotti  for  Yolanda  Radice, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  July  24,  1971 —  decision  of  the 
Borough  Superintendent;  previously  granted  on  condition 
under  Sections  7e,  7 a  and  7h  of  the  Zoning  Resolution  to 
permit  in  a  local  retail  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  car  wash, 
motor  vehicle  repairs  and  office  and  to  permit  the  parking 
of  cars  waiting  to  be  serviced,  with  a  business  entrance 
(curb  cut)  nearer  the  residence  use  district  than  is 
permitted. 

PREMISES  AFFECTED — 222-19  Linden  Boulevard,  north¬ 
west  corner  of  223rd  Street,  Block  11323,  Lot  1,  Spring- 
field  Gardens,  Borough  of  Queens. 


116-56-BZ 

APPLICANT — Millard  Bresin  for  Leemilt  Petroleum, 
Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  June  26,  1971 — decision  of  the 
Borough  Superintendent ;  previously  granted  under  Section 
7f  and  7i  of  the  Zoning  Resolution,  to  permit  in  a  retail 
use  district  the  construction  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  auto  washing,  minor  repairs 
(using  hand  tools  only),  office  and  sales  of  auto  accessories. 

PREMISES  AFFECTED — 2451-2459  Westchester  Avenue 
and  1400-1408  Rowland  Street,  northeast  corner,  Block 
3974,  Lot  1,  Borough  of  The  Bronx. 
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799-60-BZ 

APPLICANT — Frederick  A.  Ketcher  for  Louis  Fayne, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  4, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Res¬ 
olution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 33-35  Overlook  Terrace,  west 
side,  716  feet  south  of  West  187th  Street,  Block  2180,  Lot 
62,  Borough  of  Manhattan. 


5-71-BZ 

APPLICANT — Wax  Associates  for  69-27  164th  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  7,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  enlargement 
of  an  existing  two  story  building  occupied  as  store  and 
offices  that  increases  the  degree  of  non-conformity  and 
I  creates  non-comoliance  in  floor  area  ratio,  open  space 
ratio  and  yard  encroachment. 

PREMISES  AFFECTED— 69-27  164th  Street,  east  side, 
160  feet  north  of  Jewel  Avenue,  Block  6931,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 

_ 

154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

if 

— 

261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberta  Aguilar, 
i  owner. 

‘  SUBJECT — Application  April  27,  1971 — decision  of  the  Bor- 
1  ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
<  the  permitted  floor  area  ratio,  has  less  than  the  required 
,  open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED— 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 

1  Lot  49,  Maspeth,  Borough  of  Queens. 


273-71-BZ 

APPLICANT — Fredric  R.  Grae  for  Jerry  Sherman,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
j  one  story  and  basement  building,  the  conversion  of  the  first 
floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 


378-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Anthony  Tortora, 
owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  two  story  clothing 
manufacturing  establishment. 

PREMISES  AFFECTED — 2908  to  2914  Coney  Island  Ave¬ 
nue,  west  side,  62  feet  south  of  Montauk  Court,  Block  7244, 
Lots  94  and  96,  Borough  of  Brooklyn. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  strejt 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 
21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 
21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zonine 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
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PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — ■•filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  oortion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R3-2  district,  the  erection  of  a  two  story  and 
basement  two  family  dwelling  that  exceeds  the  permitted 


floor  area  ratio,  has  less  than  the  required  open  space  ratio, 
lot  area  per  room  with  accessory  parking  and  porch  within 
the  front  yard  and  exceeds  the  aggregate  width  of  the 
street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 


160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 

Hearing  closed. 


249-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Stanley  S.  Kil- 
burn,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 207-22  Northern  Boulevard, 
206-35  to  206-49  45th  Road,  south  side,  350  feet  west  of 
Oceania  Street,  Block  7305,  Lots  19,  47,  48,  Bayside,  Bor¬ 
ough  of  Queens. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  19,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  October  19,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 


1374- 71-A 

APPLICANT — Clinton  Brown  for  Zenna  Textile  Corpora¬ 
tion,  owner. 

SUBJECT — Application  filed  August  18,  1961 — appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  sprinkler  system. 

PREMISES  AFFECTED — 76-78  Leonard  Street,  south 
side,  139  feet  4%  inches  east  of  Church  Street,  Block-  173, 
Lot  18,  Borough  of  Manhattan. 

1375- 71-A 

APPLICANT— Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 
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SUBJECT — Application  August  25,  1961 — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprin¬ 
kler  system. 

PREMISES  AFFECTED — 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan. 

456-71-A 

APPLICANT — John  J.  Veltry  for  R.  M.  Hollingshead  Cor¬ 
poration,  owner. 

SUBJECT — Application  June  28.  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Purolator  Professional  Use 
Fire  Power  in  15  fluid  ounce  can  with  pop-top  lid  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  New  York  City. 


483-71-A 

APPLICANT — Joseph  J.  Silverstein  for  Engine  Power  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Engine  Power  Gas  Treatment  in 
16  fluid  ounce  metal  container  with  Aluminum  Rip  Away 
Top  with  Plastic  overcap  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 


500-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Eugene  Zimmerman. 

SUBJECT — Application  July  19,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78, 
Borough  of  The  Bronx. 

532-71-A 

APPLICANT — Millard  Bresin  for  Vittoria  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 345  to  347  Avenue  of  the 
Americas,  northwest  corner  of  West  4th  Street,  Block 
592,  Lots  25,  26,  Borough  of  Manhattan. 


551-71-A 

APPLICANT — Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  establishment  of 
smoking  area. 

PREMISES  AFFECTED— 3666  Richmond  Terrace,  east 
side.  2601  feet  south  of  Western  Avenue,  Block  1338,  Lot 
1,  Port  Ivory,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  26,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  October  26,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

816-59-BZ 

APPLICANT — Blumberg,  Singer,  Ross,  Gottesman  and 
Gordon,  for  Joma  Manufacturing  Company,  Incorporated, 
owner. 


SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  17,  1970 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Section  7h  of  the  Zoning  Resolution,  to  permit  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  of  motor  vehicles  of  employees  of  the  Joma 
Manufacturing  Company  on  the  adjacent  plot,  no  fees  to 
be  charged. 

PREMISES  AFFECTED— 2346-2350  Bruckner  Boulevard, 
south  side,  190.86  feet  west  of  Zerega  Avenue,  Block  3700, 
Lots  31,  32,  33  and  34,  Borough  of  The  Bronx. 


1131-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  21, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 2758-2762  (2760  official)  Sedge- 
wick  Avenue,  east  side,  100.97  feet  north  of  West  195th 
Street,  Block  3249,  Lot  184,  Borough  of  The  Bronx. 


418-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  James  E.  Vassa¬ 
lotti,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  19, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  pro¬ 
posed  erection  and  maintenance  of  a  gasoline  service 
station,  car  washing  (non  automatic),  minor  repairs  with 
hand  tools  only,  office  and  sales,  storage  of  accessories, 
parking  for  more  than  5  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 7101-7127  New  Utrecht  Ave¬ 
nue,  1573  72nd  Street,  northeast  corner,  1572  71st  Street 
and  7102-7124  16th  Avenue,  Block  6180,  Lot  63  (formerly 
Lots  63,  70,  71  and  72),  Borough  of  Brooklyn. 


345-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  Charles  Bcnsley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7c,  7i  and  7h  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district, 
the  reconstruction  of  accessory  building  on  existing  gaso¬ 
line  service  station  to  be  used  for  auto  washing,  lubri- 
torium,  repairing,  accessory  sales  and  office  and  to  permit 
existing  ten  individual  metal  garages  used  for  storage  of 
motor  vehicles  and  the  parking  and  storage  of  motor 
vehicles  to  remain. 

PREMISES  AFFECTED — 83-91  Macombs  Place,  north¬ 
west  corner  of  West  153rd  Street,  Block  2039,  Lot  15, 
Borough  of  Manhattan. 


915-61-BZ 

APPLICANT — Donald  D.  Fisher  for  Elizabeth  S.  Ekblom, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
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term  of  variance  which  expired  May  12,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  residential  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 448-450  West  48th  Street,  south 
side,  125  feet  east  of  10th  Avenue,  Block  1057,  Lots  58 
and  59,  Borough  of  Manhattan. 


317-64-BZ — Vol.  II 

APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT- — Application  reopened  June  22,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  erlargment 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED— 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  hearing  at  the 

request  of  the  Community  District  Planning  Board  No. 

14. 


463-71-BZ 

APPLICANT — William  Weinpahl. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  hearing  at  the 

request  of  the  Community  District  Planning  Board  No. 

14. 


374-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2  dis¬ 
trict,  at  an  existing  automobile  sales  and  service  establish¬ 
ment  previously  before  the  Board,  the  addition  to  the  use 
to  include  the  parking  of  new  cars. 

PREMISES  AFFECTED— 205-11  Northern  Boulevard, 
north  side,  from  43-02  to  43-46  Clearview  Expressway, 
43-25  to  43-31  205th  Street,  Block  6269,  Lots  9  and  20, 
Bayside,  Borough  of  Queens. 


409-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-452  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  enlargement 
in  area  of  an  accessory  off-site  parking  facility  for  a 
church  previously  before  the  Board. 

PREMISES  AFFECTED — 215  Penn  Avenue,  northwest 
corner  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp, 
Borough  of  Richmond. 


464-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AFFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 


467-71-BZ 

APPLICANT — Norman  Reifman  for  Raymond  E.  Esposito, 
Linda  E.  Esposito,  and  Edith  Esposito,  owner,  Save  Way 
Midway,  Incorporated,  lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  C4  district,  the  re¬ 
habilitation  and  rearrangement  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 5601  Main  Street,  south  side, 
150  feet  east  56th  Avenue,  Block  5165,  Lot  28,  Flushing, 
Borough  of  Queens. 


558-71-BZ 

APPLICANT — Albert  Melniker  for  Gennaro  Bifulco,  Jr., 
Umberto  Bifulco,  owners. 

SURJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  rearrangement  of 
an  existing  nursery  and  greenhouse  establishment  and  the 
addition  to  the  uses  to  include  the  sale  of  agricultural  prod¬ 
ucts  produced  off-site. 

PREMISES  AFFECTED — 1949  Richmond  Avenue,  east 
side,  1774.08  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  1.  Bulls  Head,  Borough  of  Richmond. 


579-71-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Weissglass  Gold 
Seal  Dairy  Corporation,  owner. 

SUBJECT- — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-33 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
at  an  existing  dairy  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  instal¬ 
lation  of  tanks  for  the  storage  of  non-flamable  liquids. 

PREMISES  AFFECTED — 2014  Forest  Avenue,  southeast 
corner  of  Coonley  Avenue,  Block  1696,  Lot  8,  Mariners 
Harbor,  Borough  of  Richmond. 


407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 

Laid  over  from  September  28,  1971,  for  continued 
hearing;  applicant  to  submit  additional  information;  pre¬ 
viously  inspected. 
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268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair 
shop  extending  into  the  R4  district. 

PREMISES  AFFECTED — 28  to  32  Marginal  Street  West, 
west  side,  154.1154  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  continued 

hearing.  Applicant  to  submit  additional  plans  as  to  use. 

493-71-A 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpor¬ 
ated,  owners. 

SUBJECT — Application  July  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  26,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  October  26,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

401-71-SA 

APPLICANT — Control  Air,  Incorporated — Direct  gas  fired 
heaters. 

478-71-SM 

APPLICANT — Inland-Ryerson  Construction  Products  Com¬ 
pany — Two  hour  floor-ceiling  decks. 

494-71-SM 

APPLICANT — Southern  Extrusions,  Incorporated — Grids 
for  ceilings. 

498-71-SM 

APPLICANT — Johns-Manville  Sales  Corporation — Roof 
coverings. 

510-71-SM 

APPLICANT — E.  I.  duPont  de  Nemours  and  Company, 
Incorporated — Panels  for  covering  walls  around  bathtubs. 

542-71-SM 

APPLICANT — Flangeklamp  Corporation — Three  hour  ceil¬ 
ing  suspension  system. 

630-71-SA 

APPLICANT — Pneumercator  Company,  Incorporated — 

Flammable  liquid,  liquid  level  gauges. 

1325-61-SM 

APPLICANT — Keelan  Hardware  Company,  Incorporated — 
To  restore  approval — Grease  filter. 


524-67-SM 

APPLICANT — Frankel  Associates,  Incorporated — To  re¬ 
store  to  docket — Flameproof  fabrics. 


448-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— The  Salvation  Army  Incor¬ 
porated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1771  Andrews  Avenue,  south¬ 
west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


505-71-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  Du  Pont  De 
Nemours  and  Company,  owner. 

SUBJECT — Application  July  22,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Du  Pont  Zerex  Pre-mixed  Windshield 
Washer  Anti-freeze  and  Cleaner  in  Quart  metal  containers 
not  equipped  with  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


525-71-A 

APPLICANT — Robert  H.  Higinbotham  for  Safety  Lines 
Marking,  Incorporated,  owner. 

SUBJECT — Application  July  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Heating  Kettles  for 
highway  pavement  markings. 


531-71-A 

APPLICANT — Anton  H.  Pleller  for  Poweray  Infrared 
Corporation,  owner. 

SUBJECT — Application  August  5,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  trailers  using  L.  P. 
Gas  as  fuel  for  radiant  heaters. 


534-71-A 

APPLICANT — Alvin  E.  Heutchy  for  The  F  and  M  Schae¬ 
fer  Brewing  Company,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ladder  to  ele¬ 
vator  machine  room. 

PREMISES  AFFECTED — 448  to  456  Kent  Avenue,  north¬ 
west  corner  of  South  10th  Street,  Block  2134,  Lot  1, 
Borough  of  Brooklyn. 


548-71-A 

APPLICANT — Philip  P.  Agusta  for  Catholic  Diocesan  Of 
Brooklyn,  New  York,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
medical  offices  in  class  11  D  building. 

PREMISES  AFFECTED — 1298  St.  Marks  Avenue,  south¬ 
west  corner  of  Buffalo  Avenue,  Block  1362,  Lot  1,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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NOVEMBER  3,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  3,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

131-70-BZ — Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

Laid  over  from  September  14,  1971,  for  hearing  at 
request  of  applicant. 


666-66-BZ— Vol.  II 

APPLICANT — Rathkopf  and  Rathkopf  for  Ford  Leasing 
Development  Company,  owner ;  Robin  Ford,  lessee. 

SUBJECT — Application  reopened  as  Volume  II  June  1, 
1971— decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  construction  of  an  automobile  sales  lot 
with  accessory  office  for  use  in  conjunction  with  a  new 
car  agency  previously  before  the  Board. 

PREMISES  AFFECTED — 2375  Richmond  Avenue,  south¬ 
east  corner  of  Nome  Avenue,  465  Nome  Avenue,  Block 
2380,  Lot  30,  New  Springville,  Borough  of  Richmond. 


405-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

SUBJECT — Application  June  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED — 3355  East  Tremont  Avenue, 
northeast  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 


458-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 15  Soren  Street,  east  side,  102 
feet  south  of  McDonald  Street,  Block  1985,  Lot  139,  Wil- 
lowbrook,  Borough  of  Richmond. 


459-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 


PREMISES  AFFECTED — 21  Soren  Street,  east  side,  164 
feet  south  of  McDonald  Street,  Block  1985,  Lot  136,  Wil- 
lowbrook,  Borough  of  Richmond. 


460-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 27  Soren  Street,  east  side,  162 
feet  north  of  Oakville  Street,  Block  1985,  Lot  133,  Wil- 
lowbrook,  Borough  of  Richmond. 


461-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED— 33  Soren  Street,  east  side,  100 
feet  north  of  Oakville  Street,  Block  1985,  Lot  130,  Wil- 
lowbrook,  Borough  of  Richmond. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner ;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 118-09  to  118-15  Atlantic 
Avenue,  northwest  corner  of  Lefferts  Boulevard,  Block 
9350,  Lots  32,  34,  35,  and  36,  Richmond  Hill,  Borough  of 
Queens. 

567-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Hudson  House  Asso¬ 
ciation  Theatre  Group,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-20  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C4-7,  Cl-8 
and  R10  district,  the  conversion  of  a  portion  of  the  first 
floor  and  mezzanine  of  an  existing  hotel  from  a  ballroom 
to  a  theatre. 

PREMISES  AFFECTED— 353  to  361  West  57th  Street, 
north  side,  20  feet  east  of  Ninth  Avenue,  Block  1048,  Lot 
2,  Borough  of  Manhattan. 


576-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Aileen  P.  McCabe, 
McCabe  Funeral  Home,  owner. 

SUBJECT — Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -4  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to  an 
existing  funeral  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 2356  University  Avenue,  east 
side,  1163.63  feet  north  of  West  Fordham  Road,  Block 
3212,  Lot  57,  Borough  of  The  Bronx. 
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627-71-BZ 

L’ LI  CANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C6-4  district,  on  a  plot  with  a  pro¬ 
posed  34  story  mixed  building  previously  before  the  Board, 
the  rearrangement  of  the  first,  second  and  third  floors 
and  installation  of  a  pool  and  recreational  facilities  on  the 
34th  floor  and  roof. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21,  128,  Borough  of  Man¬ 
hattan. 


628-71- A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  September  1,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  multiple  dwell¬ 
ing  floor  area  ratio. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21,  128,  Borough  of  Man¬ 
hattan. 

THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  SEPTEMBER  28,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker,  and 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  September  14,  1971,  were 
approved  as  printed  in  the  Bulletin  of  September  23,  1971, 
Vol.  56,  No.  38. 

796-66-A 

APPLICANT— Edward  M.  Dweck  for  Parks,  Recreation 
and  Cultural  Affairs  Administration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  4, 
1971,  and  for  amendment — appeal  from  a  decision  of  the 
Borough  Superintendent,  re-  Class  1  Building,  construction 
plastic  roofing,  roof  cables  trusses  exceed,  floor  area,  stairs, 
untreated  timber  piles,  etc.,  previously  granted  on  condition. 
PREMISES  AFFECTED — Flushing  Meadows  Park  in 
acerage,  northeast  corner  of  Corona  Avenue  and  Horace 
Harding  Boulevard,  Block  2018,  Lot  1,  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  J.  Muller. 

ACTION  OF  BOARD — Application  reopened,  term  of 
variance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  4,  1966,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  the  term 
of  variance  and  an  amendment  of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
4,  1966,  by  adding  thereto : 

“that  this  variance  shall  continue  for  a  term  of  five  years 
from  the  date  of  this  amended  resolution ;  that  instead 
of  the  inspection  force  heretofore  referred  to  in  the  reso¬ 
lution  adopted  by  the  Board  on  October  4,  1966,  the  in¬ 
spection  team  shall  consist  of.  a  representative  of  the 
Parks,  Recreation  and  Cultural  Affairs  Administration 
and  a  representative  of  the  Department  of  Buildings  on 
condition  that  the  building  shall  be  repaired  and  main¬ 
tained  in  a  safe  condition,  to  the  satisfaction  of  the 
Borough  Superintendent ;  that  the  entire  structure  shall 
be  inspected  at  six  month  intervals  during  the  five  year 
period ;  that  a  report  of  each  inspection  shall  be  made  to 
the  Borough  Superintendent,  who  will  see  that  any  de¬ 
fects  are  corrected ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.  B.  788-66) 


797-66-A 

APPLICANT — Edward  M.  Dweck  for  Parks,  Recreation 
and  Cultural  Affairs  Administration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  4, 
1971  and  for  amendment — appeal  from  a  decision  of  the 
Borough  Superintendent  re-  Class  1  Building,  wood  roof, 
structural  steel  not  fire  proofed,  untreated  timber  piles, 
live  loads,  etc.,  previously  granted  on  condition. 


PREMISES  AFFECTED — Flushing  Meadows  Park  in 
acreage,  northeast  corner  of  Corona  Avenue  and  Horace 
Harding  Boulevard,  Block  2018,  Lot  1,  Flushing,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Harry  J.  Muller. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 

October  4,  1966,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 

resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  reopen  and  amend  the  resolution  adopted  on  October 

4,  1966  by  adding  thereto  : 

“that  this  variance  shall  continue  for  a  term  of  five  years 
from  the  date  of  this  amended  resolution;  that  instead 
of  the  inspection  force  heretofore  referred  to  in  the  reso¬ 
lution  adopted  by  the  Board  on  October  4,  1966,  the  in¬ 
spection  team  shall  consist  of  a  representative  of  the 
Parks,  Recreation  and  Cultural  Affairs  Administration 
and  a  representative  of  the  Department  of  Buildings ;  on 
condition  that  the  building  shall  be  repaired  and  main¬ 
tained  in  a  safe  condition,  to  the  satisfaction  of  the  Bor¬ 
ough  Superintendent ;  that  the  entire  structure  shall  be 
inspected  at  six-month  intervals  during  the  five  year 
period ;  that  a  report  of  each  inspection  shall  be  made  to 
the  Borough  Superintendent,  who  will  see  that  any  de¬ 
fects  are  corrected ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (N.  B.  788-66) 

39-65-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent,  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C3  district, 
the  erection  and  maintenance  of  an  automotive  service  sta¬ 
tion  with  accessory  uses  including  the  storage  of  boats 
and  public  parking. 

PREMISES  AFFECTED — 2701-2711  Knapp  Street  and 
3124-3146  Voohries  Avenue,  southeast  corner.  Block  8839, 
Lot  1  (formerly  Lots  1  and  6),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
March  16,  1965,  on  certain  conditions ;  and 
Whereas,  the  resolution  was  amended  on  September  23, 
1969 ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  April  7,  1970,  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  reopen  and  amend  the  resolution  adopted  on  March 

16,  1965,  as  amended  through  April  7,  1970,  by  adding 

thereto : 

“that  the  premises  may  be  reduced  in  area  by  omitting 
the  boat  yard  on  Lot  6,  substantially  as  shown  on  revised 
drawing  of  proposed  conditions  marked  ‘Received  August 
31,  1971’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  N.  B.  1316-64) 

797-68-BZ 

APPLICANT — Harry  A.  Yarish  for  Mary  Goldstein, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
11-412  and  11-413  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  on  a  plot  previously  before  the  Board,  the 
enlargement  in  lot  area  and  the  change  in  occupancy  from 
parking  lot  and  diner  to  a  supermarket  with  accessory 
parking  in  the  open  area. 

PREMISES  AFFECTED— 341-349  9th  Street,  north  side, 
245.9  feet  west  of  6th  Avenue,  312-332  8th  Street,  Block 
1005,  Lots  24  to  36  and  57  to  62  inclusive,  Borough  of 
Brooklyn. 

.  APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  18,  1969,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
18,  1969,  by  adding  thereto: 

“that  the  accessory  building  shall  substantially  conform 
to  revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  July  30,  1971/  two  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  1628-68) 

830-68-BZ 

APPLICANT — Ingram  S.  Carner  for  Renwin  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  September 
15,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  building  for  use  as  a  warehouse. 

PREMISES  AFFECTED — 71-39  Metropolitan  Avenue, 
north  side,  160.48  feet  west  of  Pleasantview  Street,  Block 
3055,  Lot  18,  Middle  Village,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  1,  1969,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  September  15,  1971  ;  and 
W hereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  1, 
1969,  as  amended  through  September  15,  1970,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  September  15,  1971.”  (N.  B.  986-68) 

225-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
\  oung  for  New  York  University  (owner  of  record,  long 
term  lessee  and  designated  sponsor). 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  September  30, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  72-21  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  a  C2-5  and  R8  district, 
the  erection  of  a  13  story  dental  school  that  exceeds  the 
permitted  floor  area  ratio  and  lot  coverage,  encroaches  on 
the  required  rear  yard  equivalent  and  penetrates  the  sky 
exposure  plane. 

PREMISES  AFFECTED — 415  First  Avenue,  northwest 
corner  of  24th  Street  East,  Block  930,  Lots  34,  38,  41 
and  part  of  Lot  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  30,  1969;  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  June  8,  1971; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  30,  1969,  as  amended  through  June  8,  1971,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  September  30,  1971.”  (N.B.  124-68) 


665-69-BZ 

APPLICANT — M.  Martin  Elkind  for  Constantine  G.  Kef- 
fas,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  extension  of  time  to  complete, 
which  expired  April  29,  1971 — decision  of  the  Borough 
Superintendent,  under  Section  73-62  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-3  district  the  erection  of  a  one 
story  enlargement  to  an  existing  building  three  story  mixed 
building  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio  and  the  lot  area  requirements. 

PREMISES  AFFECTED— 40-15  to  40-17  82nd  Street,  east 
5  side,  140  feet  south  of  Roosevelt  Avenue,  Block  1493,  Lots 
0  34,  33,  Jackson  Heights,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant :  M.  Martin  Elkind. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative  :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  29,  1970,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  July  21,  1970; 
and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  29,  1970,  as  amended  through 
July  21,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  April  29,  1971.”  (Alt.  1327-68) 


729-69-BZ 

APPLICANT — Robert  S.  Lundberg  for  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
73-65  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  enlargement  in  area  of  the  third  floor  of  an  existing 
telephone  exchange  that  increases  the  degree  of  non-com¬ 
pliance  in  floor  area  ratio  and  encroachment  into  the  re¬ 
quired  side  and  rear  yards. 

PREMISES  AFFECTED— 28-27  30th  Street,  east  side,  92 
feet  south  of  Newton  Avenue,  Block  595,  Lot  10,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Martin  Raab  and  Stuart  Cantor. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  10,  1970;  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
10,  1970,  by  adding  thereto: 

“that  emergency  standby  power  plant  equipment  may  be 
installed  on  the  roof  of  this  building,  substantially  as 
shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  August  31,  1971’,  three  sheets,  on 
condition  that  all  laws,  rules  and  regulations  applicable 
thereto  shall  be  complied  with ;  and  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  within  all  respects.”  (Alt.  1290-69) 

115-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Nick  Saia  and 
Angelo  Dolce,  doing  business  as  S  and  D  Autobody  Col¬ 
lision  Company,  owner. 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-3  district, 
the  expansion  of  an  existing  automobile  repair  shop  into 
an  adjoining  building  and  the  erection  of  an  enlargement 
that  creates  non-compliance  in  floor  area  ratio. 

PREMISES  AFFECTED— 1305-1307  36th  Street,  north¬ 
west  corner  of  Louisa  Street,  Block  5310,  Lots  29  and  30, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  22,  1971,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  22, 
1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
September  3,  1971,’  two  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  1875-70) 


763-45-BZ — Vol.  1 

APPLICANT — Robert  F.  Germain  for  Raymond  Brick, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7c  and  7i  of  the  Zoning  Resolution,  to  permit  in  retail  and 
unrestricted  use  district,  the  erection  of  two  buildings  ac¬ 
cessory  to  a  gasoline  station. 

PREMISES  AFFECTED— 153-169  7th  Avenue,  161-167 
West  19th  Street,  northeast  corner  and  158-164  West  20th 
Street,  southeast  corner  7th  Avenue,  entire  block,  Block 
795,  Lot  U  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  to  reopen  and  amend 
the  resolution  withdrawn,  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


136-69-BZ 

APPLICANT — Albert  J.  Mario  for  C  and  R  Enterprises, 
Incorporated,  owner. 

SUBJECT — Application  March  14,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  catering  establishment 
that  increases  the  degree  of  non-compliance  within  the 
front  yard. 

PREMISES  AFFECTED— 6301-6309  17th  Avenue,  south¬ 
east  corner  of  63rd  Street,  Block  5539,  Lot  8,  Borough  of 
Brooklyn. 


904 


MINUTES 


APPEARANCES— 

For  Applicant :  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


944-68-BZ 

APPLICANT — Melvin  Miller  lessee  for  Six  Jays  Realty 
Corporation,  owner. 

SUBJECT — Application  December  24,  1968 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  addition  to 
the  use  of  an  existing  restaurant  to  include  cabaret. 

PREMISES  AFFECTED — 3-02  127th  Street,  south  side, 
of  Powells  Cove  Boulevard,  from  126th  Street  to  127th 
Street,  Block  3923,  Lot  23,  College  Point,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


26-69-BZ 

APPLICANT — George  Fuchs  for  Meadow  Village  Homes 
Incorporated,  owner. 

SUBJECT — Application  January  14,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-01  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  Cl-2  district,  in  an  existing  two 
story  building,  the  change  of  occupancy  of  the  second 
floor  from  offices  to  a  business  school. 

PREMISES  AFFECTED— 124-22  to  124-28  Queens  Boule¬ 
vard,  south  side,  48.18  feet  east  of  82nd  Avenue,  Block 
3359,  Lot  21,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein.  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


35-69-BZ 

APPLICANT — Henry  George  Greene  for  Hazard  E. 
Reeves,  owner. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  and  Section  666  of  the  New  York  City 
Charter,  to  permit  in  a  C6-4  district,  the  erection  of  a  19 
story  commercial  building  that  exceeds  the  permitted  floor 
area  ratio  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 309-315  East  48th  Street,  north 
side,  125  feet  east  of  2nd  Avenue,  Block  1341,  Lots  6,  8  and 
9,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein.  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


102-70-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Anthony  Demeo, 
Paul  Demeo,  Statelantic  Corporation,  owners. 

SUBJECT — Application  February  18,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C6  district,  the 
erection  of  a  7  story  garage  that  exceeds  150  cars  and  an 
automotive  service  station  with  accessory  uses  and  acces¬ 
sory  signs. 

PREMISES  AFFECTED— 293-303  Atlantic  Avenue,  north¬ 
east  corner  of  Smith  Street,  Block  176,  Lots  1,  57,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1290-66-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein  and  Cyrus 
Gebber,  owners. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution  to  permit  in  an  R4  district, 
the  erection  of  a  one  story  building  for  use  as  a  store 
that  enroaches  on  the  required  front  yard. 

PREMISES  AFFECTED — 1836-1846  Rockaway  Parkway, 
southwest  corner  of  Avenue  M,  Block  8261,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


317-64-BZ— Vol.  II 

APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT — Application  reopened  June  22,  1971  as  Volume 
II— decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargement 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 
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PREMISES  AFFECTED — 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  Sands,  Irwin  Emerman,  Michael 
Mignon  and  Nicholas  Demaria. 

For  Opposition :  Myron  Schonfeld. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  Com¬ 
munity  District  Planning  Board  No.  14. 

153- 70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Anne  Benedetto,  Theresa  Theoharakis, 
Lillian  Cuband,  Gladys  Tate,  Rose  Pranel,  Lillian 
Kernise,  Maria  Menrath,  Laura  Di  Carlo,  Robert  C. 
Kernise  and  Vincent  Gammana. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  decision.  Applicant  to  submit  revised  plans. 
Hearing  closed. 

154- 70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  C.  Kernise,  Vincent  Gammana, 
Anne  Benedetto  and  others. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  decision.  Applicant  to  submit  revised  plans. 
Hearing  closed. 

155- 70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 


has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Theresa  Theoharakis,  Lillian  Ruband, 
Gladys  Tate,  Rose  Pranel  and  others. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  decision.  Applicant  to  submit  revised  plans. 
Hearing  closed. 

157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT — Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED — 42-27  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Lillian  Kernise,  Maria  Menrath,  Laura 
Di  Carlo,  Robert  C.  Kernise,  Vincent  Gammana  and 
others. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  decision.  Applicant  to  submit  revised  plans. 
Hearing  closed. 


311-70-BZ 

APPLICANT — David  L.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner. 

SUBJECT — Application  May  21,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 
tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  L.  Braun. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed. 

160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Hannibal  F.  Zumbo. 

For  Opposition  :  Enest  Trummer. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
10  A.M.,  for  decision.  Applicant  to  submit  revised  plans. 
Hearing  closed. 


249-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Stanley  S.  Kil- 
burn,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair  and 
service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED— 207-22  Northern  Boulevard, 
206-35  to  206-49  45th  Road,  south  side,  350  feet  west  of 
Oceania  Street,  Block  7305,  Lots  19,  47  and  48,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Applicant  to  file 
revised  plans. 


268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair  shop 
extending  into  the  R4  district. 

PREMISES  AFFECTED— 28  to  32  Marginal  Street  West, 
west  side,  154.1 1^4  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  A  Bernard  King,  Joseph  M.  and  Wilma 
Beldy,  Michael  Kaebert,  Oskar  Breuning,  Mike  Marton, 
Rose  Grella,  Margaret  Dagrosa,  Peter  Petrone  and  John 
J.  Slockinger. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing.  Applicant  to  submit  addi¬ 
tional  plans  as  to  use. 


311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Thomas  Butera, 
owner. 

SUBJECT — Application  May  14,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  reduction  in 
floor  area  and  reconstruction  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  October  12,  1971,  at 
10  A.M.,  for  continued  hearing.  Applicant  to  submit  re¬ 
vised  plans. 


371-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under  con¬ 
struction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 

PREMISES  AFFECTED— 590  to  596  East  183rd  Street, 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lots  16 
and  17,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
10  A.M.,  for  continued  hearing. 


407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Salvator  A.  Caradonna  and  Max  Bayer. 
For  Opposition :  Charles  W.  Ernst,  Adolph  Bier,  Harry 
C.  Whelpley,  George  Wetham  and  William  Behreng. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 

463-71-BZ 

APPLICANT— William  Weinpahl,  P.E. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Weinpahl. 

For  Opposition:  Richard  J.  Nardi,  M.  Aurea  Marrell  and 
C.  Pignato. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Commu¬ 
nity  District  Planning  Board  No.  14. 

493-71-A 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s,  In¬ 
corporated,  Federated  Department  Stores,  Incorporated, 
owners. 

SUBJECT — Application  July  15,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860.  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Fogardo  Contini, 
Allen  Rubenstein  and  Anthony  Moady. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information. 


611-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  89  St.  Homes,  In¬ 
corporated,  owner. 

SUBJECT— Application  October  9,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  and  R3-2  district  the 
erection  of  a  two  story  warehouse  with  accessory  parking 
and  loading  in  the  open  area. 

PREMISES  AFFECTED— 133-44  Garrett  Street,  south 
side,  153.09  feet  west  of  Farmers  Boulevard,  Block  12529, 
Lot  3 77,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Edward  S.  Nixon,  Mary  Estenbar,  Ethel 
Llatcher,  Frank  B.  Carne,  Alvin  D.  Maele  and  others. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 


400-71-BZ 

APPLICANT — Albert  Melniker  for  Sophia  Maestrone, 
owner. 

SUBJECT — Application  June  9,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  rearrange¬ 
ment  of  a  shopping  center  with  accessory  parking  in  the 
open  area  previously  before  the  Board. 

PREMISES  AFFECTED — 1960  Forest  Avenue,  south  side, 
50  feet  east  of  Van  Name  Avenue,  Block  1700,  Lot  8, 
Mariners  Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
July  20,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  September  8,  1971 ;  then  to  September  28,  1971 ; 
and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  N.B.  Applic.  730/1967,  reads: 
“1.  The  change  in  plan  from  that  approved  by  the 
Board  of  Standards  and  Appeals  is  contrary  to  the  ap¬ 
proval  granted  by  the  Board  and  must  be  referred  back 
to  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  rearrangement  of  the  shopping  center 
with  accessory  parking  in  the  open  area  previously  before 
the  Board,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  September 
23,  1971,”  10  sheets  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


470-71-BZ 

APPLICANT — Aaron  Halpern  for  Alstores  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  July  6,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-01  (b)  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C4-2  district,  at  an  accessory 
parking  facility  for  a  department  store,  the  installation  of 
a  sign  that  exceeds  the  height  above  curb  level. 
PREMISES  AFFECTED — 163-27  Archer  Avenue,  north¬ 
east  corner  of  New  York  Boulevard,  Block  10151,  Lot  65, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Russo  and  Lawrence  D. 
Goodman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  28,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  18,  1971,  acting  on  E.S.  Applic.  174  and  175/1971, 
reads : 

“4.  Maximum  height  of  sign  above  curb  level  in  C4 
Zoning  District  is  40  ft.  (Amended  Zoning  Resolution, 
Sec.  32-655).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-01  (b)  of  the  Zoning  Resolution;  and 

Whereas,  inspection  shows  the  buildings  within  close 
proximity  of  these  buildings  have  similar  signs  above  the 
height  limits  of  Section  32-655  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-01  (b)  of  the  Zoning  Resolution,  to  permit 
in  a  C4-2  district,  at  an  accessory  parking  facility  for  a  de¬ 
partment  store,  the  installation  of  a  sign  that  exceeds  the 
height  above  curb  level,  on  condition  that  all  work  shall  con¬ 
form  to  drawing's  filed  with  this  application  marked  “Re¬ 
ceived  July  6,  1971,”  4  sheets;  and  that  all  laws,  rules  and 


908 


MINUTES 


regulations  shall  be  complied  with,  and  that  substantial  con¬ 
struction  shall  be  completed  within  one  year  from  the  date 
of  this  resolution. 


492-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s,  In¬ 
corporated,  Federated  Department  Stores,  Incorporated, 
owners. 

SUBJECT — Application  July  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-2  district,  the  erection  of  a 
retail  shopping  facility  with  an  accessory  parking  facility 
that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18,  100,  Rego  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Fogardo  Contini, 
Allen  Rubenstein  and  Anthony  Moody. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  28,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1971,  acting  on  N.  B.  Applic.  72/1971,  reads: 

“1.  Proposed  7  story  bldg.,  70'  in  height  above  curb 
is  not  a  permitted  obstruction  in  req’d  Sky  Exposure 
Plane.  33-432  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C4-2 
district,  the  erection  of  a  retail  shopping  center  with  an 
accessory  group  parking  facility  that  penetrates  the  sky 
exposure  plane,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  July 
15,  1971,”  14  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


Adjourned:  12:45  P.M. 


James  P.  Mulroy,  Secretary 


1193-21-SA 


APPLICANT — Warren  Pumps  Inc. 

SUBJECT — Change  of  owner-manufacturer. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OT  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  report  and  recommendation  of 
the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads. 

1193-21-SA  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Warren  Pumps  Inc.,  Warren  Massachusetts  requested  that 
the  resolution  adopted  June  20,  1922  and  as  amended  through 
May  21,  1940  under  Calendar  Number  1193-21-SA  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Pump  used  for  operation  with  fuel 
oil  burning  installation. 

DESCRIPTION:  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  pumps. 
The  request  is  to  show  a  change  of  owner  manufacturer. 

Warren  Pumps  Inc.,  have  submitted  an  extract  of  the  min¬ 
utes  of  the  meeting  of  their  Board  of  Directors  at  which  time 
they  voted  to  confirm  the  purchase  of  the  Quimby  Pump 
Division  of  H.  K.  Porter  Co.  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  20,  1922  and  as 
amended  through  May  21,  1940  under  Calendar  Number 
1193-21-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer ;  new  owner-manufacturer  being 
Warren  Pumps,  Inc.,  on  condition  that  the  requirements  of 
the  resolution  adopted  June  20,  1922  and  as  amended  through 
May  21,  1940  under  Calendar  Number  1193-21-SA  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  SEPTEMBER  28,  1971  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


373-50-SA 

APPLICANT — Airco  Welding  Products,  Div.  of  Air  Re¬ 
duction  Co.  Inc. 

SUBJECT — Additional  torches  and  cutting  attachments. 
APPEARANCES— 

For  Applicant:  Frank  Quayle. 
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ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
373-50-SA — Amendment  to  resolution  as  to  additional  torches 
and  cutting  attachments. 

Airco  Welding  Products,  Division  of  Air  Reduction  Com¬ 
pany,  Inc.,  requested  that  the  resolution  adopted  July  24, 
1951  and  as  amended  through  May  14,  1968  under  Calendar 
Number  373-50-SA  be  reopened  and  amended  so  as  to  in¬ 
clude  additional  torches  and  cutting  attachments  to  be  used 
with  MAPP  Gas. 

PROPOSED  USE:  Welding  and  cutting  torches. 
DESCRIPTION :  The  torches  are  designed  to  be  used  with 
MAPP  Gas. 

MAPP  Gas  is  a  mixture  of  methylacitylene  and  propadiene 
stabilized  with  C3  and  C4  alkane  and  alkene  hydrocarbons. 
This  gas  is  used  as  a  substitute  or  in  place  of  acetylene  in 
welding  or  cutting  operations. 

The  requested  torches  and  cutting  attachments  are  as  fol¬ 
lows  : 

Welding  torches — Series  300,  400,  700,  750,  and  800. 

Cutting  attachments — Series  1400,  2400,  3700,  3800,  4700, 

and  4800. 

Cutting  torches  (hand) — Series  1100,  3000,  9000,  and 
9500. 

Cutting  torches  (machine) — Series  4700. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories. 

Factory  Mutual  Research  Corporation  conducted  an  inves¬ 
tigation  of  MAPP  Gas  to  determine  that  its  stability  and 
properties  permit  safe  use,  storage  and  handling  and  found 
it  satisfactory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1951  and  as 
amended  through  May  14,  1968  under  Calendar  Number 
373-50-SA  be  reopened  and  amended  so  as  to  permit  the 
torches  as  herein  described  to  be  used  with  MAPP  Gas  on 
condition  that  the  requirements  of  the  resolution  adopted 
July  24,  1951  and  as  amended  through  May  14,  1968  under 
Calendar  Number  373-50-SA  be  complied  with  and  further 
that  all  installations  comply  with  the  requirements  of  the 
Fire  Commissioner. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


56-54-SA 

APPLICANT — Hastings  Industries,  Inc. 

SUBJECT — Additional  models,  and  to  record  a  change  of 
manufacturer’s  name. 

APPEARANCES— 

For  Applicant:  Felix  M.  Roth. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

56-54-SA — Amendment  to  resolution  as  to  additional  models, 
deletion  of  obsolete  models  of  gas  conversion  burners  and  to 
record  a  change  of  manufacturer’s  name. 

Hastings  Industries,  Inc.,  Omaha,  Nebraska,  requested  that 
the  resolution  adopted  December  18,  1956  under  Calendar 
No.  56-54-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models,  delete  obsolete  models  and  to  record  a  change 
of  manufacturer’s  name. 

PROPOSED  USE:  Gas  conversion  burner. 

DESCRIPTION :  The  appliance  is  a  gas  inshot  conversion 
burner  of  the  pedestal  mounted  gun  type.  All  requested 
models  are  similar  to  those  previously  approved  under  this 
Calendar  Number,  but  have  different  input  capacities. 

Models  PB-250,  -400,  -550,  -750,  -900,  have  maximum  input 
capacities  ranging  from  250,000  to  900,000  Btu/hr.,  respec¬ 
tively.  Models  PB-40,  -55,  -75,  and  -90,  are  designed  for  hori¬ 
zontal  furnaces  and  have  maximum  input  capacities  ranging 
from  410,000  to  900,000  Btu/hr.,  respectively.  Suffix  E 
models  have  electronic  flame-proving  by  means  of  a  Honey¬ 
well  RA-890  relay  instead  of  a  thermocouple.  Suffix  I  or  El 
models  have  spark  ignition  with  electronic  safety  provided 
by  the  same  relay  instead  of  a  standing  pilot. 

The  manufacturer  states  that  the  models  referred  to  in 
the  initial  resolution  are  no  longer  in  production  and  that  the 
name  of  the  company  has  been  changed  from  Hastings  Air 
Conditioning  Company,  Inc.,  to  Hastings  Industries,  Inc. 

INSPECTION  AND  TEST:  Models  PB-250,  -250E,  -400, 
and  -400E  have  been  certified  by  the  American  Gas  Associa¬ 
tion.  The  applicant  states  that  the  AGA  does  not  customarily 
certify  appliances  over  400,000  Btu/hr.  input. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1956  under 
Calendar  No.  56-54-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  company  name  from  Hastings  Air  Condi¬ 
tioning  Company,  Inc.,  to  Hastings  Industries,  Inc.,  and  to 
include  Hastings  Gas  Conversion  Burners  Models  PB-250, 
-400,  -550,  -750,  -900,  and  PB-40,  -55,  -75,  -90,  on  condition 
that  all  requirements  of  the  initial  resolution  be  complied 
with  and  that  all  installations  comply  with  the  requirements 
of  Articles  14  and  15  Building  Code  of  the  City  of  New  York. 
Since  Models  MX1-150  and  MX1-300  are  no  longer  pro¬ 
duced,  it  is  recommended  that  their  approval  be  rescinded. 
Those  burners  manufactured  under  approval  prior  to  this 
date  are  excepted. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

( Sgd. )  H.  M.  K arson.  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


180-58-SM 

APPLICANT — Nelson  Stud  Welding  Co.  Div.  of  TRW  Inc. 
SUBJECT — Additional  uses  of  shear  connector  studs. 
APPEARANCES— 

For  Applicant :  Raymond  C.  Scheel. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  committee  on  Test  reads: 
180-58-SM — Amendment  to  resolution  as  to  additional  uses 
of  shear  connector  studs  and  a  replacement  of  a  condition  of 
a  previous  amendment. 

Nelson  Stud  Welding  Co.,  a  United-Carr,  Division  of 
TRW,  Incorporated,  Lorain,  Ohio,  requested  that  the  resolu¬ 
tion  adopted  December  2,  1958  and  amended  through  June 
17,  1969  under  Calendar  Number  180-58-SM  be  reopened 
and  amended  as  to  additional  uses  of  shear  connector  studs 
and  a  replacement  of  a  condition  of  a  previous  amendment. 
PROPOSED  USE:  Shear  connector  studs. 

DESCRIPTION :  The  additional  uses  of  Nelweld  Shear 
Connector  Studs  are  as  follows : 

1.  Welding  of  y2"  and  54”  diameter  Nelweld  Shear 
Connector  Studs  through  single  thickness  18,  20,  or  22 
gauge  wiped  coat  (.281 -.664  oz.  zinc/square  foot)  gal¬ 
vanized  metal  deck. 

2.  Welding  of  54”  diameter  Nelweld  Shear  Con¬ 
nector  Studs  through  single  thickness  16,  18,  20,  or  22 
gauge  wiped  coat  (.281 -.664  oz.  zinc/square  foot)  gal¬ 
vanized  metal  deck. 

3.  The  welding  of  54”  diameter  Nelweld  Shear 
Connector  Studs  through  two  thicknesses  of  16,  18,  20,  or 
22  gauge  wiped  coat  (.281 -.664  oz.  zinc/square  foot)  gal¬ 
vanized  metal  deck. 

4.  Welding  of  l/2"  and  §4"  diameter  Nelweld  Shear 
Connector  Studs  through  single  thickness  18,  20,  or  22 
gauge  hot  dip  (1.4-1.6  oz.  zinc/square  foot)  galvanized 
metal  steel  deck. 

5.  Welding  of  54"  diameter  Nelweld  Shear  Con¬ 
nector  Studs  through  single  thickness  16,  18,  20,  or  22 
gauge  hot  dip  (1.4-1.6  oz.  zinc/square  foot)  galvanized 
metal  steel  deck. 

6.  Welding  of  54”  diameter  Nelweld  Shear  Connec¬ 
tor  Studs  through  two  thicknesses  of  16,  18,  20.  or  22 
gauge  hot  dip  (1.4-1.6  oz.  zinc/square  foot)  galvanized 
metal  deck. 

The  April  26,  1966  amendment  to  this  Calendar  Number 
states :  “All  work  shall  be  performed  under  the  supervision 
of  a  licensed  professional  engineer  in  accordance  with  the 


manufacturer’s  recommendation  and  shall  meet  the  require¬ 
ments  of  the  Administrative  Building  Code  and  Rules  of  the 
Board.  The  applicant  requests  the  omission  of  the  condition 
of  the  April  26,  1966  amendment  stated  above  and  its  re¬ 
placement  with  Rule  9  of  the  Rules  of  the  Board  for  Arc  and 
Gas  Welding.  A  June  6,  1967  memorandum  from  Julius  W. 
Schneider,  Director  of  Operations,  Department  of  Buildings, 
states  that  studs  approved  by  the  Board  and  directly  welded 
to  steel  beams  or  girders  shall  not  require  welders  with  cer¬ 
tificates  of  qualifications  and  the  stud  welding  shall  be  in¬ 
spected  and  supervised  in  accordance  with  Rule  9  of  the 
Rules  of  the  Board  for  Arc  and  Gas  Welding. 
INSPECTION  AND  TEST :  The  ultimate  loads  of  the 
studs  welded  as  described  above  were  determined  by  Herron 
Testing  Laboratories,  Inc.,  Cleveland,  Ohio  (File  F5723,  on 
file  with  application). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  2,  1958  and 
amended  through  June  17,  1969  under  Calendar  Number 
180-58-SM  be  reopened  and  amended  as  to  additional  uses 
of  Nelweld  Shear  Connector  Studs  and  replacement  of  a  con¬ 
dition  of  a  previous  amendment,  as  described  above,  on  con¬ 
dition  that  the  requirements  of  the  original  resolution  and 
previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


182-59-SM 

APPLICANT — Permacel  Co.,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
182-59-SM — Permacel,  New  Brunswick,  New  Jersey,  filed 
for  approval  of  Permacel  Ribbon  Dope  Thread  Sealant 
under  the  provisions  of  RS  16,  P102  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Pipe  thread  sealant  in  ribbon  form. 
DESCRIPTION :  The  pipe  thread  sealant  is  made  of  poly- 
tetrafluoroethylene  (teflon).  It  is  between  3  and  4  mils  thick 
and  l/2"  wide.  It  is  applied  to  male  threads  of  pipes  not  ex¬ 
ceeding  \y2"  diameter.  The  sealant  is  used  on  all  materials 
of  threaded  pipes,  including  plastic,  stainless  steel,  copper, 


911 


MINUTES 


brass,  and  galvanized.  It  can  be  used  effectively  between 
minus  4'0°F.  and  plus  500 °F.  and  is  resistant  to  friction, 
flames,  water,  pressure,  strong  acids  and  bases,  gases,  and 
organic  solvents. 

INSPECTION  AND  TEST:  The  pipe  thread  sealant 
was  approved  by  Underwriter’s  Laboratories  (Guide  No.  320 
10,  MH7187). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Permacel  Ribbon  Dope  Thread  Seal¬ 
ant  under  the  provisions  of  C19-59.0.6  Administrative  Code. 
The  thread  sealant  shall  be  permanently  labeled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New 
York  City  under  Calendar  Number  182-59-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number 
182-59-SM.” 


(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 


John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  T est. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


1688-61-SA 

APPLICANT— The  Perkin-Elmer  Corporation. 

SUBJECT — Change  of  owner-manufacturer. 

APPEARANCES— 

For  Applicant:  Irwin  I.  Platsky. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

1688-61-SA — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Perkin-Elmer  Corporation,  Norwalk  Conn,  requested  that 
the  resolution  adopted  July  17,  1962  under  Calendar  Number 
1688-61-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Instrument  for  determining  various 
chemicals  in  biological  materials. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  appliance. 
The  request  is  to  show  a  change  of  owner-manufacturer. 

Perkin-Elmer  Corporation  have  submitted  an  affidavit 
showing  that  Perkin-Elmer  Corporation  purchased  all  rights, 
assets,  etc.,  of  Coleman  Instruments  Corporation  and  the 
present  name  of  the  new  owner-manufacturer  is  Coleman 
Instrument  Division  of  the  Perkin-Elmer  Corporation. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  17.  1962  under  Calen¬ 
dar  Number  1688-61-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer;  new  owner-manu¬ 
facturer  being  Coleman  Instrument  Division  of  the  Perkin- 


Elmer  Corporation  on  condition  that  the  requirements  of  the 
resolution  adopted  July  17,  1962  under  Calendar  Number 
1688-61-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


223-62-SA 

APPLICANT — Enpo-Cornell  Pump  Company. 

SUBJECT — Change  of  corporate  name. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

223-62-SA — Amendment  to  resolution  as  to  change  of  corpo¬ 
rate  name. 

Enpo-Cornell  Pump  Company,  a  Division  of  Piqua  Ma¬ 
chine  and  Manufacturing  Co.  requested  that  the  resolution 
adopted  June  11,  1963  and  as  amended  through  January  25, 
1966  under  Calendar  Number  223-62-SA  be  reopened  and 
amended  so  as  to  show  a  change  of  corporate  name. 
PROPOSED  USE:  Sewage  ejector  pumps. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  pumps. 

The  request  is  to  show  a  change  of  corporate  name. 

The  corporate  name  of  the  owner-manufacturer  was  Piqua 
Machine  and  Mfg.  Company.  Subsequently  a  division  was 
created  within  Piqua  Machine  and  Mfg.  Company  known  as 
Enpo-Cornell  Pump  Company.  In  1970  the  corporate  name 
of  Piqua  Machine  and  Mfg.  Co.  was  changed  to  Roper 
Industries  Inc.,  so  that  the  corporate  name  of  the  present 
owner -manufacturer  is  Enpo-Cornell  Pump  Co.  A  Division 
of  Roper  Industries  Inc. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  11,  1963  and  as 
amended  through  January  25,  1966  under  Calendar  Number 
223-62-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  corporate  name  of  the  owner-manufacturer ;  new  corpo¬ 
rate  name  being  Enpo-Cornell  Pump  Company  A  Division 
of  Roper  Industries  Inc.,  on  condition  that  the  requirements 
of  the  resolution  adopted  June  11,  1963  and  as  amended 
through  January  25,  1966  under  Calendar  Number  223-62-SA 
be  complied  with. 
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A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

365-62-SA 

APPLICANT — General  Electric  Company. 

SUBJECT — Additional  models  of  air  conditioners. 
APPEARANCES— 

For  Applicant:  Richard  Pizenik. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  report  and  recommendation  of 
the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 
365-62-SA — Amendment  to  resolution  as  to  additional  models 
of  air  conditioners. 

General  Electric  Company,  New  York,  requested  that  the 
resolution  adopted  October  22,  1963  and  amended  September 
19,  1967  under  Calendar  Number  365-62-SA  be  reopened  and 
amended  as  to  additional  models  of  air  conditioners. 
PROPOSED  USE:  Air  conditioners. 

DESCRIPTION :  The  models  listed  below  include  addi¬ 
tional  air  conditioners  and  revised  prefixes  for  previously 
listed  models : 

Compressor 


Model 

No.* 

ARl-210 

BTU/H 

Charge 

R22# 

H.P. 

(Nom¬ 

inal) 

U.L. 
Report 
File  No. 

Vol. 

Sent. 

Issue 

Date 

Cooling  Only 

TC  024  23,000 

4.6 

2 

SA  653 

II 

23 

7-  7-66 

TC  030 

30,000 

6.5- 

2.5 

SA  653 

II 

23 

7-  7-66 

TC  036 

35,100 

7.0 

3 

SA  653 

II 

23 

7-  7-66 

TC  048 

48,000 

12.7 

4 

SA  653 

II 

11 

11-17-64 

TC  060 

60,000 

14 

5 

SA  653 

II 

11 

11-17-64 

TC  090 

90,000 

18 

7.5 

SA  653 

II 

28 

7-22-68 

TC  120 

120,000 

20 

10 

S  A  653 

II 

28 

7-22-68 

Model 

No.* 

ARl-210 

BTU/H 

Compressor 

H.P.  U.L. 

Charge  (Nom-  Report 
R22#  inal)  File  No. 

Vol. 

Sect. 

Issue 

Date 

“Weathertron” — Heat  Pump 

WC  024  22,000  6.5 

2 

SA  2200 

II 

9 

7-15-66 

WC  030 

29,000 

6.75 

2.5 

SA  2200 

II 

9 

7-15-66 

WC  036 

35,000 

7.15 

3 

SA  2200 

II 

9 

7-15-66 

WC  048 

47,000 

13.3 

4 

SA  2200 

II 

5 

11-13-64 

WC  060 

59,000 

15 

5 

SA  2200 

II 

5 

11-13-64 

WC  090 

90,000 

18 

7.5 

SA  2200 

II 

17 

7-24-68 

WC  120 

120,000 

20 

10 

SA  2200 

II 

17 

7-24-68 

INSPECTION  AND  TEST :  The  above  models  have  been 
approved  by  Underwriters’  Laboratories  under  the  Reports 
listed  in  the  above  table. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  22,  1963  and 
amended  September  19,  1967  under  Calendar  Number  365- 
62-SA  be  reopened  and  amended  as  to  the  additional  models 
of  air  conditioners  listed  above,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendment  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


483-62-SM 

APPLICANT — City  Steel  Door  Corporation. 

SUBJECT — Additional  door  assembly. 

APPEARANCES— 

For  Applicant:  J.  R.  Darche. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
483-62-SM — Amendment  to  resolution  as  to  additional  door 
assembly. 

City  Steel  Door  Corporation,  Bronx,  New  York,  requested 
that  the  resolution  adopted  July  24,  1962  under  Calendar 
Number  483-62-SM  be  reopened  and  amended  as  to  an  addi¬ 
tional  door  assembly. 

PROPOSED  USE:  A  1)4  hour  fire  resistive  opening  pro¬ 
tective  assembly. 

DESCRIPTION :  The  door  is  a  1&"  thick  x  2'-8"  wide  x 
6'-8"  high  two  hinge  mounted  single  swing  full  flush  door. 
It  is  faced  with  20  gauge  steel.  The  interior  of  the  door 
consists  of  batt  type  insulation  (14  lbs.  per  cubic  foot)  and 
22  gauge  stiffeners.  The  frame  is  15  gauge  steel  x  5)4"  wide. 
Details  of  the  head-jamb  joint,  hinge  reinforcement,  plaster 
guard,  and  floor  clip  of  the  door  frame  and  hinges,  lockset, 
drive  pin,  and  teen  anchor  are  shown  in  the  illustrating 
figures  of  Report  No.  T-4098,  Ohio  State  University  Engi¬ 
neering  Experiment  Station. 

INSPECTION  AND  TEST  :  The  door  assembly  was  given 
a  1)4  fire  rating  in  the  above  mentioned  Report  (on  file). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  24,  1962  under  Cal- 
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endar  Numbers  483-62-SM  be  reopened  and  amended  as  to 
the  additional  1 hour  fire  resistive  opening  protective 
assembly  described  above,  on  condition  that  the  requirements 
of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  such  materials,  processes  and  controls  are  being 
maintained  as  were  in  effect  at  the  time  of  this  approval  or 
previous  approvals  under  this  Calendar  Number.  Failure  to 
notify  the  Board  of  change  of  ownership,  change  of  address 
or  to  submit  the  annual  affidavit  will  be  cause  for  revocation 
of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


259-64-SA 

APPLICANT — International  Duplex  Corporation. 

SUBJECT — Change  of  owner-manufacturer  and  model  des¬ 
ignation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

259-64-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  model  designation. 

International  Duplex  Corporation,  Nashville,  Tennessee 
requested  that  the  resolution  adopted  November  24,  1964 
under  Cal.  259-64-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner -manufacturer  and  a  change  of 
model  designation. 

PROPOSED  USE:  Dry  cleaning  equipment  using  per- 
chlorethylene  solvent. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  equipment.  The  request  is  to  show  a  change 
of  owner-manufacturer  and  model  designation. 

International  Duplex  Corporation  has  submitted  an  affi¬ 
davit  showing  that  they  have  acquired  rights,  assets  etc.  of 
Wichita  Precision  Incorporated. 

International  Duplex  Corporation  has  also  requested  that 
the  model  designation  be  changed  to  DC50PC,  DC25PC, 
DC14/25PC  and  DC6/14PC. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  24,  1964  under 
Cal.  259-64-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer ;  new  owner-manufacturer  be¬ 
ing  International  Duplex  Corporation  and  also  to  show  a 
change  in  model  designation ;  new  designations  being 
DC50PC,  DC25PC,  DC14/25PC  and  DC6/14PC  on  condi¬ 
tion  that  the  requirements  of  the  resolution  November  24, 
1964  under  Cal.  259-64-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 


of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  ICarson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


347-64-SA 

APPLICANT — Harper  Electric  Furnace  Corporation, 
owner;  C.  E.  Barba,  Jr.,  agent. 

SUBJECT — Application  March  30,  1964 — Harper  Hump 
Mesh  Belt  Sintering  Furnace,  NS-6460-MMB-21A  and 
Harper  Atmosphere  Gas  Flow  Control  Panel  Model 
21SA-500-XN-S  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Appliance  approved  in  accordance 
with  the  report  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
347-64-SA — Harper  Electric  Furnace  Corporation,  Buffalo, 
New  York,  filed  for  approval  of  the  Harper  Hump  Mesh  Belt 
Sintering  Furnace,  NS6460-MMB-21A,  and  Harper  Atmos¬ 
phere  Gas  Flow  Control  Panel,  Model  21SA-500-XN-S, 
under  the  provisions  of  Articles  14  and  15  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Electric  furnace  for  sintering  of  powder 
metal  for  contacts,  brazing,  annealing. 

DESCRIPTION :  The  furnace  has  a  6"  wide  belt,  6"  high 
door  opening,  5'  long  heating  chamber,  and  10'  long  water 
jacketed  cooling  chamber.  The  heating  chamber  has  a 
cylindrical  alloy  muffle  with  cast  alloy  hearth  for  carrying 
the  belt.  The  entrance  to  the  furnace  is  an  enclosed  incline 
containing  two  sets  of  fiberglass  curtains.  The  space  between 
the  curtains  is  filled  with  furnace  atmosphere  gas  to  flush 
air  out  of  incoming  work.  A  similar  discharge  incline  con¬ 
tains  one  set  of  fiberglas  curtains.  The  furnace  atmosphere 
gas  is  dried  disassociated  ammonia  or  hydrogen  with  an 
extremely  low  dew  point.  Hydrogen  bearing  gas  is  supplied 
by  a  Drever  Ammonia  Dissociator,  approved  by  the  Board 
under  Calendar  Number  536-42-SA.  The  gas  is  dried  in 
a  Pittsburgh  Lectrodryer  Model  BAC-O. 

Operation  of  the  furnace  is  started  by  turning  on  the  power 
to  the  nickle-chromium  ribbon  heating  element.  The  furnace 
is  heated  to  1200°  F  while  it  is  still  filled  with  air.  The  air 
is  then  purged  with  non-flammable  nitrogen  gas.  After  the 
purge  is  complete,  the  nitrogen  is  purged  with  flammable 
dissociated  ammonia  or  hydrogen.  The  gas  within  the 
furnace  is  monitored  with  sampling  cocks.  The  furnace 
temperature  is  set  to  the  desired  temperature  and  maintained 
until  the  process  is  complete.  The  purging  sequence  is  then 
reversed;  nitrogen  is  used  to  purge  the  dissociated  ammonia 
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or  hydrogen  and  air  is  used  to  purge  the  nitrogen. 

Flow  of  atmosphere  gas  to  the  Furnace  is  controlled  by  a 
Harper  Atmosphere  Gas  Flow  Control  Panel.  A  safety 
shutoff  valve  in  the  hydrogen  line  requires  4  psi  pressure  to 
cock  the  valve  and  3  psi  pressure  to  hold  the  valve  closed, 
stop  flow,  and  sound  an  alarm.  Two  pressure  regulators 
have  outputs  of  2*4  to  4*4  psi  and  are  factory  set  at  3  psi. 
A  flowmeter  has  a  built-in  control  valve  for  adjustment  of 
hydrogen  flow. 

In  the  nitrogen  line,  a  pressure  switch  is  set  at  15  psi.  If 
pressure  falls  below  this,  an  alarm  will  sound.  A  switch 
activates  and  deactivates  the  alarm.  The  nitrogen  controller 
contains  a  Lockshield  valve,  kept  totally  open,  a  control  valve 
used  for  throttling  flow  and  purging,  and  a  limiting  orifice 
valve  for  emergency  control.  A  pneumatic  controller  is  used 
in  conjunction  with  an  emergency  nitrogen  line  bypass  valve. 
When  the  hydrogen  pressure  on  the  pneumatic  controller 
diaphragm  is  greater  than  the  setting,  the  pneumatic  con¬ 
troller  will  be  open,  allowing  the  nitrogen  pressure  to  close 
the  bypass  diaphragm  valve.  With  a  predetermined  drop  in 
hydrogen  pressure,  the  pneumatic  controller  will  close,  re¬ 
lieving  the  nitrogen  pressure  to  the  bypass  valve  diaphragm. 
This  allows  the  bypass  valve  to  open  by  spring  pressure  and 
the  flow  of  emergency  nitrogen  to  start.  The  controller  is 
adjustable  and  should  be  set  to  operate  with  a  drop  in  hydro¬ 
gen  pressure  to  4  psi.  The  bypass  diaphragm  valve  has  a 
spring  range  of  3  to  15  psi.  A  nitrogen  pressure  on  the  valve 
of  15  psi  or  less  allows  the  valve  to  open  partially.  The  nitro¬ 
gen  pressure  should  be  at  least  17  psi  to  hold  the  valve  closed. 
INSPECTION  AND  TEST :  Details  of  the  furnace  were 
examined  by  Assistant  Engineer  S.  Lowenthal  and  safety 
features  were  noted  and  found  satisfactory. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Harper  Hump  Mesh  Belt  Sintering 
Furnace,  NS-6460-MMB-21A,  and  Harper  Atmosphere  Gas 
Flow  Control  Panel,  Model  21SA-500-XN-S,  on  condition 
that  all  installations  comply  with  Articles  14  and  15  of  the 
Building  Code.  The  furnaces  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  347-64-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


117-70-SA 

APPLICANT — James  S.  Sykes  for  ITT  Nesbitt  Corpora¬ 
tion,  owner. 

SUBJECT — Application  February  25,  1970— Nesbitt  Direct 
Fired  Make-Up  Air  Units — Series  15,  18,  22,  25,  27  and 
30,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
117-70-SA — ITT  Nesbitt,  Philadelphia,  Pennsylvania,  filed 
for  approval  of  Nesbit  Direct  Fired  Make-Up  Air  Units, 
Series  15,  18,  22,  25,  27  and  30,  under  the  provisions  of  RS  14 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Direct  gas  fired  make-up  air  heater. 

DESCRIPTION :  The  first  section  of  the  heater  is  the  fan 
section  with  twin  forward  curved  blowers  and  a  platform 
area  containing  motor  drive  combinations  and  discharge  air 
controls.  The  second  section  is  the  burner  section  containing 
the  direct  fired  pilot  ignition  burner  with  adjustable  profile 
plates  for  providing  proper  velocity  of  air  across  the  burner. 
The  platform  area  of  this  section  contains  all  of  the  gas 
piping  and  remaining  electric  controls.  The  unit  supplies 
heated  or  unheated  air  to  the  space  being  served  to  prevent 
a  negative  pressure  condition.  A  control  is  provided  to 
shut  off  the  burner  if  low  fire  is  providing  too  much  heat. 
Safety  controls  are  used  to  shut  down  the  burner  in  the 
event  of  high  or  low  discharge  temperatures,  low  air  flow, 
and  high  or  low  gas  pressures.  The  unit  is  of  the  draw 
through  design  whereby  outside  air  enters  the  unit  through 
damper  and  filter  section,  passes  across  the  burner,  is  heated, 
drawn  into  the  fans,  and  discharged  either  directly  or  through 
ducts  into  the  space. 

The  design  ranges  of  the  various  models  are  as  follows : 
Air  volume  (CFM)  6,000-60,000 

Outlet  velocity  (FPM)  1362-2800 

Temperatures  rise  (degrees  F.)  50-100 

BTU/hr./°F.  7,080-70,800 

Feet  of  burner  1-13 

External  static  pressure  (in  w.c.)  Ys-JA 

Fan  RPM  540-1000 

Motor  HP  1-50 

Height  (in.)  3-5-70 

Width  (in.)  112.0-151.5 

Depth  (in.)  87.5-117.5 

Discharge  area  (sq.  ft.)  4.40-21.40 

Drive  shaft  diameter  (in.)  1  7/16-1  15/16 

INSPECTION  AND  TEST:  The  heaters  have  been  ap¬ 
proved  by  the  Factory  Mutual  Engineering  Corporation. 
Tested  by  the  Institute  of  Gas  Technology  for  concentrations 
of  aldehydes,  NOn  and  CO  and  were  well  below  the  require¬ 
ments  of  the  codes. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Nesbitt  Direct  Fired  Make-Up  Air 
Units,  Series,  15,  18,  22,  25,  27,  and  30,  under  the  provisions 
of  RS  14  of  the  Building  Code,  on  condition  that  the  heater 
shall  be  installed  and  used  in  accordance  with  Articles  14 
and  15  of  the  Building  Code  and  shall  be  interlocked  such 
that  they  are  prevented  from  operating  unless  exhaust  fans 
serving  the  heated  space  are  operating  simultaneously.  The 
heaters  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  117-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  ICarson.  A.I.A., 
Deputy  Director, 
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John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

362-70-SM 

APPLICANT — Erico  Products,  Inc. 

SUBJECT — Additional  bar  sizes. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  committee  on  test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

362-70-SM — Amendment  to  resolution  as  to  additional  bar 
sizes. 

Erico  Products  Incorporated  requested  that  the  resolution 
adopted  January  26,  1971  under  Cal.  362-70-SM  be  reopened 
and  amended  so  as  to  include  additional  sizes  of  bars  to  be 
used  in  conjunction  with  the  Speed-Sleeve. 

PROPOSED  USE:  Compression  splice  for  concrete  rein¬ 
forcing  steel. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  sleeves.  The 
request  is  to  permit  the  use  of  the  sleeve  with  bars  ranging 
down  from  11  to  7  as  the  original  approval  was  granted  for 
use  with  bars  ranging  from  18  to  11. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  tests  conducted  by  Pittsburgh  Testing  Laboratory 
showing  that  the  failure  points  in  the  bending  tests  compared 
favorably  with  theoretical  loads  that  would  exist  with  60 
mph  winds. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1971  under 
Cal.  362-70-SM  be  reopened  and  amended  so  as  to  permit 
the  Speed-Sleeve  to  be  used  with  No.  7,  8,  9  and  10  bars 
in  addition  to  the  bars  as  permitted  under  the  original  reso¬ 
lution  on  condition  that  the  requirements  of  the  resolution 
adopted  January  26,  1971  under  Cal.  362-70-SM  are  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval,  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A. I. A., 
Deputy  Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


397-70-SA 

APPLICANT — Thomas  P.  Crinnion  for  The  Wing  Com¬ 
pany,  Division  of  Aero-Flow,  owner. 

SUBJECT — Application  July  14,  1970 — Wing-Thermo- 

Shield  Combination  Heater  TS-FAS,  approval  of. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
397-70-SA— Thomas  P.  Crinnion,  P.E.,  for  the  Wing  Com¬ 
pany,  Division  of  Aero-Flow,  Linden,  New  Jersey,  filed  for 
approval  of  Wing  Thermo-Shield  Combination  Heater  TS- 
FAS  under  the  provisions  of  RS  14  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Gas  fired  make-up  air  heater  and  door¬ 
way  heater. 

DESCRIPTION :  The  heater  is  suspended  over  a  door 
opening  and  is  ducted  to  the  outside.  Gas  input  is  850  cubic 
feet  per  hour  at  9"  w.c.  The  heater  is  provided  with  a  3 
horsepower  motor,  delivers  6,000  CFM  at  a  discharge  ve¬ 
locity  of  3,000  FPM,  and  has  a  capacity  of  850,000  BTU.  The 
heater  is  contained  in  a  zinc  coated  sheet  metal  enclosure 
with  baked  enamel  finish.  Accessories  include  a  remote  tem¬ 
perature  adjustment  device,  door  switch,  gas  pressure  reg¬ 
ulator  for  maximum  15"  W.C.  inlet,  lever  handle  gas  cock, 
and  summer-winter  switch.  The  automatic  proportioning 
burner  is  controlled  by  Honeywell  V5155A  liquid  filled  tube 
and  bulb  controlled  modulating  globe  valves  to  produce  a 
discharge  temperature  equal  to  the  setpoint.  The  dual 
blowers  are  double  inlet,  forward  curved  centrifugal  type, 
which  discharge  at  an  angle  20°  from  the  vertical.  Adjust¬ 
able  vanes  in  the  discharge  allow  the  pattern  to  be  changed 
in  width  to  suit  individual  applications.  A  Honeywell  Pro- 
tectorelay  provides  electronic  flame  safeguard  by  automatic 
shutdown  if  the  flame  fails.  The  gas  valves  close  upon  flame 
failure.  If. the  pilot  flame  is  not  reestablished  in  15  seconds, 
the  solenoid  operated  pilot  gas  valve  is  de-energized  and 
shut  down.  An  airflow  switch  stops  the  flow  of  fuel  if  air¬ 
flow,  drops  below  3,000  CFM  and  prevents  the  unit  from 
starting  until  a  prepurge  in  excess  of  five  air  changes  of  the 
unit  has  been  completed.  The  miniature  flame  rod  signals  the 
Protectorelay  on  flame  failure  to  go  on  safety ;  once  on 
safety,  manual  reset  is.  required.  An  automatic  reset  high 
limit  switch  is  located  in  the  fan  discharge.  Discharge  tem¬ 
peratures  in  excess,  of  200°  will  stop  the  flow  of  fuel.  A 
manual  reset  high  limit  switch  is  located  immediately  above 
the  burner  on  the  downstream  side  of  the  profile  plate.  Tem¬ 
peratures  exceeding  300°F.  in  this,  area  will  stop  the  flow  of 
fuel  and  require  entry  into  the  unit  compartment  for  inspec¬ 
tion  and  reset. 

INSPECTION  AND  TEST:  The  heater  was  tested  for 
carbon  monoxide  in  the  effluent  air  by  R.  R.  Riopelle,  P.E. 
(on  file)  and  no  perceptible  concentration  (less  than  10 
ppm)  was  found. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Wing  Thermo-Shield  Combination 
Heater  TS-FAS  under  the  provisions  of  RS  14  of  the 
Building  Code,  on  condition  that  the  heater  shall  be  in¬ 
stalled  and  used  in  accordance  with  Articles  14  and  15  of  the 
Building  Code  and  be  interlocked  such  that  it  is  prevented 
from  operating  when  the  door  below  it  leading  to  the  exterior 
is  closed.  The  heater  shall  be  permanently  labeled:  “Ap- 
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proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  397-70-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 

428-70-SA 

APPLICANT — Aerovent  Fan  Company,  Inc.,  owner;  D.  J. 
Citron  Associates,  Inc.,  agent. 

SUBJECT — Application  August  10,  1970 — Aerovent  Door 
Air  Heater,  Catalog  Nos.  N245C  and  N248B,  approval  of. 

APPEARANCES— 

For  Applicant :  D.  J.  Citron. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
428-70-SA — Aerovent  Fan  Company,  Inc.,  Piqua,  Ohio,  filed 
for  approval  of  Aerovent  Door  Air  Heaters,  Nos.  N245C 
and  N248B,  under  the  provisions  of  RS-14  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Direct  gas  fired  air  heater  for  open 
doorways. 

DESCRIPTION :  The  heater  is  equipped  with  a  magnetic 
starter  for  the  fan  motor,  a  control  transformer  for  proper 
control  voltage  circuit,  an  ignition  transformer,  flame  pro¬ 
tector  device,  gas  pressure  regulator,  flame  rod,  high  limit 
,  switch,  door  interlocking  switch,  remote  operating  panel  with 
operating  switch  and  pilot  light,  solenoid  gas  valve,  and  an 
airflow  switch.  The  unit  is  installed  on  a  downward  angle, 
discharging  into  the  space  opened  by  the  door  when  it  is 
raised  or  opened  outward.  The  door  is  connected  with  the 
door  switch,  which  electrically  interlocks  the  controls  on  the 
door  air  heater  so  that  they  will  operate  only  when  the  door 
is  open.  Warm  air  is  taken  from  the  room  area  and  forced 
through  the  heater  with  a  fan  mounted  inside  the  unit  and 
driven  across  the  direct  fired  burner. 

Housings  are  16  gauge  welded  steel.  The  burners  are 
made  of  stainless  steel.  The  heaters  operate  on  natural  gas 
or  a  propane-air  mixture.  Details  are  as  follows: 


Model  No. 

Input  BTU 
Temperature  Rise 
Gas  Pressure 
Outlet  Velocity 
Fan  Size 
Fan  RPM 
Fan  HP 


N245C 

325.000-650.000 

70°F.-140°F. 

1  oz.-3  oz. 

2300  FPM 
24" 

1160 

V* 


N248B 

325.000-990.000 

46°F.-140°F. 

1  OZ.-6  oz. 

3500  FPM 

?4" 

1750 

U4 


INSPECTION  AND  TEST :  The  heater  has  been  tested 
and  approved  by  Canadian  Standards  Association  Testing 
Laboratories  (File  FBL  24240-1,  filed  with  application).  The 
test  showed  .25%  carbon  dioxide  and  .00075%  carbon  mon¬ 
oxide  in  the  effluent  air. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Aerovent  Door  Heaters,  Nos.  N245X 
and  N248B,  under  the  provisions  of  RS  14  of  the  Building 
Code  on  condition  that  the  heaters  shall  be  installed  and 
operated  in  accordance  with  Articles  14  and  15  of  the  Build¬ 
ing  Code  and  shall  be  interlocked  such  that  they  are  pre¬ 
vented  from  operating  unless  the  door  below  it  leading  to  the 
exterior  is  open.  The  heaters  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  428-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


576-70-SM 

APPLICANT — E.  I.  du  Pont  de  Nemours  and  Company, 
owner. 

SUBJECT — Application  September  18,  1970 — Corian  one 
piece  vanity  top  and  bowl — Model  numbers  319  and  322, 
approval  of. 

APPEARANCES— 

For  Applicant:  Louis  Sylvia,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

576-70-SM — E.  I.  du  Pont  de  Nemours  and  Company,  Wil¬ 
mington,  Delaware,  filed  for  approval  of  Corian  319  and  322 
one  piece  vanity  top  and  bowl  under  the  provisions  of  RS  16, 
P  102.2(b)  and  P  104.10  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Combined  wash  basin  and  counter  top 
bathrooms. 

DESCRIPTION :  The  vanity  top  and  bowl  unit  is  made  of 
filled  methacrylate  polymer.  It  is  made  in  widths  of  19 J4" 
and  22",  lengths  of  25"  to  73",  and  a  depth  of  7)4".  The 
bowl  is  a  1 3)4"x  16)4"  oval  and  is  5 }4"  deep.  The  waste 
outlet  is  1  )4"  in  diameter.  The  overflow  is  §4"  in  diameter. 
The  opening  of  the  overflow  is  located  1)4"  below  the  top  of 
the  bowl.  The  top  is  predrilled  for  4"  centers.  A  3"  back 
splash  is  available.  Side  splashes  are  available  as  options. 
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INSPECTION  AND  TEST :  The  top  and  bowl  unit  was 
reviewed  and  accepted  by  the  International  Association  of 
Plumbing  and  Mechanical  Officials. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Corian  319  and  322  one  piece  vanity 
top  and  bowl  under  the  provisions  of  RS  16,  P  1022(b)  and 
P  104.10  of  the  Building  Code  on  condition  that  it  shall  only 
be  used  in  buildings  of  three  stories  or  less.  The  units  shall 
be  permanently  labeled :  “Approved  by  the  Board  of  Stand¬ 
ards  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  576-70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  of  revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A.I.A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


289-71-SA 

APPLICANT— Larry  J.  Castellano  for  Gerosa  Crane  Serv¬ 
ice  Company,  Incorporated,  owner. 

SUBJECT — Application  May  10,  1971 — Crane  Boom  Angle 
Indicator  and  Alarm  System,  approval  of. 

APPEARANCES— 

For  Applicant :  Steve  Kachmor. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
289-71-SM — Gerosa  Crane  Service  Company,  Incorporated, 
Bronx,  New  York  filed  for  approval  of  a  Crane  Boom  Angle 
Indicator  and  Alarm  System  for  use  in  New  York  City 
under  the  provisions  of  Local  Law  73  Article  19.1.1  of  the 
Building  Code. 

PROPOSED  USE:  The  system  is  used  to  warn  the  oper¬ 
ator  of  conventional  and  hydraulic  cranes  of  unsafe  boom 
angles  that  might  cause  overturning  movements  or  struc¬ 
tural  failure. 

DESCRIPTION :  The  system  consists  of  three  items  as 
follows : 

1.  A  boom  angle  indicator  that  provides  a  visible 
angle  chart,  a  pendulum  that  swings  with  the  boom  angle 
and  two  movable  electrical  contacts. 

2.  An  operators  panel  that  provides  a  switch  for 
turning  the  system  on  and  off,  a  button  for  testing  the 
system,  two  green  lights  marked  UP  and  DOWN  and 
a  red  light  marked  DANGER. 

3.  The  third  item  is  a  loud  warning  horn. 


In  the  operation  the  operator  determines  from  the  manu¬ 
facturer’s  chart  mounted  in  the  crane  cab  where  his  safe 
limits  are  for  low  and  high  boom. 

He  then  sets  the  movable  electrical  contacts  in  their  high 
and  low  limits  on  the  angle  chart  of  the  boom  angle  indi¬ 
cator. 

The  operator  after  setting  the  electrical  contacts  on  the 
angle  chart  tests  the  system  by  pushing  the  test  button.  If 
all  is  in  order  when  this  button  is  pressed,  the  two  green 
lights  (up  and  down)  are  lit,  the  red  light  is  lit  and  the 
horn  is  sounded. 

When  the  crane  is  working  if  the  pendulum  which  swings 
with  the  angle  of  the  boom  strikes  either  the  up  or  down 
limit  contact  the  green  light  for  that  position  gives  out, 
the  red  light  goes  on  and  the  warning  horn  sounds. 

The  system  is  connected  to  the  twelve  volt  battery  of  the 
cranes  electrical  system. 

INSPECTION  AND  TEST:  The  New  York  State  Board 
of  Standards  and  Appeals  approved  the  Gerosa  Crane  Boom 
Angle  Indicator  and  Alarm  System  under  Calendar  No. 
4657. 

Drawings  of  the  system  were  examined  in  this  office.  A 
field  test  of  the  system  was  conducted  on  various  types  of 
cranes  at  the  Bronx  yard  of  the  Gerosa  Crane  Service  Com¬ 
pany  by  Commissioner  William  A.  Nolan  and  the  test  on 
the  system  was  satisfactory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Gerosa  Crane  Boom  Angle  In¬ 
dicator  and  Alarm  System  for  use  on  conventional  and 
hydraulic  cranes  in  New  York  City. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anoroval  or  previous  anprovals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson.  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


67-71-SM 

APPLICANT — Zeston,  Incorporated,  owner. 

SUBJECT— Application  January  29,  1971— Zeston’s  Pre- 
Molded  Hi-Lo  Temp  Insulated  P.  V.  C.  Finish  Fitting 

Covers. 

APPEARANCES— 

For  Applicant:  Joseph  S.  Kaming  and  Larry  Castellano. 
ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
67-71-SM — -Zeston,  Inc.,  Fords,  New  Jersey,  filed  for  ap¬ 
proval  of  Zeston  Pre-Molded  Hi-Lo  Temp  Insulated  P.  V.  C. 
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Finish  Fitting  Covers  under  the  provisions  of  C26-1409.3  of 
the  Administrative  Building  Code. 

PROPOSED  USE:  Finish  over  insulation  of  fitting  in 
piping  systems. 

DESCRIPTION :  The  polyvinyl  chloride  fittings  covers 
are  made  for  90°  turns,  45°  turns,  tees,  valves,  reducers,  and 
caps,  soil  pipe  joints,  grooved  type  mechanical  couplings,  and 
short  and  long  radius  elbows.  The  fitting  covers  are  used  for 
Va"  pipe  with  y2"  thick  insulation  and  up  to  14"  pipe  with 
\/2"  thick  insulation.  The  covers  are  used  in  conjunction 
with  felt,  mineral  fiber,  and  fiberglass  insulation.  The  ends 
of  the  cover  are  tucked  into  the  throat  of  the  fitting.  The 
cover  is  secured  to  the  fitting  and  insulation  with  Zeston 
Vaoor  Barrier  Mastic  Adhesive  on  the  interior  side  and  1  Y>" 
“Z”  tape  for  the  lap  joints  on  the  exterior  side.  The  thermal 
conductivity  of  the  cover  is  .27  at  75°F. 

INSPECTION  AND  TEST :  A  layer  of  fiberglass  insu¬ 
lation  protected  by  the  polyvinyl  chloride  jacket  cover  was 
tested  by  the  Southwest  Research  Institute  (Project  No. 
3-2947-8)  and  given  a  flame  spread  rating  of  25  and  a  smoke 
density  factor  of  245. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Zeston  Pre-Molded  Hi-Lo  Temp  In¬ 
sulated  P.  V.  C.  Finish  Fitting  Covers  under  the  provisions 
of  C26-1409.3  of  the  Administrative  Building  Code  on  con¬ 
dition  that  they  shall  be  used  with  only  approved  insulation 
and  they  shall  only  be  used  for  renovations  whose  value  is 
less  than  30%  of  the  value  of  the  renovated  building  and  on 
unfinished  buildings  whose  construction  was  begun  under  the 
jurisdiction  of  the  Building  Code  that  was  in  effect  until 
December  6,  1968.  The  fitting  covers  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number  67-71- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product,  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  A. I. A., 
Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


431-71-SA 

APPLICANT — C.  L.  Eddy  for  American  Standard,  owner. 
SLTBTECT — Application  June  22,  1971 — Spra-Flex,  Models 
7586-019,  7586-027,  approval  of. 

APPEARANCES— 

For  Applicant :  Charles  Eddy. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
431-71-SA — American  Standard  Inc.,  New  Brunswick,  New 
Jersey,  filed  for  approval  of  Spra-Flex  Models  7586-019  and 
7586-027  bedpan  cleaners  under  the  provisions  of  RS  16, 
P107.24  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Bedpan  cleaner  with  a  diverter  valve 
and  optional  deoseptic  spray. 

DESCRIPTION :  The  assembly  consists  of  a  diverter  valve 
mounted  in  the  line  between  the  flushometer  and  the  water 
closet  bowl,  a  spray  arm  mounted  to  the  valve  assembly  to 
direct  the  water  over  the  bowl,  and  an  optional  deoseptic 
assembly  for  the  various  detergents  and  antiseptics  used  for 
cleaning  bedpans.  The  spray  arm  may  be  rotated  between 
up  and  down  positions.  When  the  flushometer  is  actuated 
whole  the  spray  arm  is  down,  water  is  diverted  with  a  poppet 
valve  from  flowing  directly  to  the  bowl  and  flows  through  the 
spray  arm.  The  contents  of  the  deoseptic  assembly  are  drawn 
by  vacuum  into  the  water  in  the  spray  arm  and  are  mixed 
with  it.  A  rotatable  spray  and  trim  directs  water  to  all  of 
the  bedpan.  When  the  spray  arm  is  returned  to  the  up  posi¬ 
tion,  the  poppet  valve  is  closed  and  the  flushometer  can  be 
flushed  without  water  flowing  through  the  spray  arm.  An 
umbrella  type  check  valve  is  provided  in  the  deoseptic 
assembly  to  prevent  the  backflow  of  fluid  from  the  spray  arm. 
A  metering  valve  stem  is  provided  in  the  deoseptic  assembly 
to  regulate  the  amount  of  fluid  withdrawn  from  the  bottle 
during  a  flush. 

The  valve  body  is  fabricated  from  bass  casting.  The  poppet 
valve  consists  of  a  valve  stem  with  rubber  sealing  washer,  a 
spring  to  maintain  the  valve  in  the  closed  position,  and  a 
valve  stem  guide  with  sealing  O-ring.  The  sprayhead  body 
and  spray  arm  shaft  are  fabricated  from  brass  castings.  The 
spray  arm  assembly  contains  a  valve  stem,  shaft  snring  along 
its  fastening  means,  and  O-ring  seals.  A  pipe  plug  is  used 
to  seal  the  inlet  to  the  spray  arm  from  the  deoseptic  assembly. 
The  end  trim  consists  of  a  rubber  spray  neck  which  allows 
for  the  rotatability  of  the  spray,  a  metal  retainer,  and  a 
molded  plastic  spray  director.  The  deosentic  assemblv  in¬ 
cludes  a  cast  brass  cap  internally  threaded  to  accent  the 
bottle,  with  bracket  for  mounting  the  valve  body  with  two 
screws,  a  tubing  adaptor  and  filler  cover  that  is  permanentlv 
riveted  to  the  deoseptic  cap.  asoirator  valve  stem,  mounting 
screws,  polyethylene  jar,  and  tubing. 

INSPECTION  AND  TEST :  The  bedpan  cleaner  has  been 
annroved  by  the  International  Association  of  Plumbing  and 
Mechanical  Officials. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Spra-Flex  Models  7586-019  and  7586- 
027  bednan  cleaners  under  the  provisions  of  RS  16,  P107.24  of 
the  Building  Code  on  condition  that  they  shall  be  connected 
to  the  sanitary  drainage  system  and  shall  be  vented  to  the 
outer  atmosphere  above  the  roof  with  a  pipe  at  least  2"  in 
diameter,  and  an  approved  vacuum  breather  and  check  valve 
shall  be  installed  on  the  supnly  line.  The  bedpan  cleaners  shall 
be  permanentlv  labeled:  “Apnroved  bv  the  Board  of  Stand¬ 
ards  and  Anneals  for  use  in  New  York  City  under  Calendar 
Number  431-71-SA.” 

A  sworn  affidavit  bv  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  anprovals  under  this  Calendar  Number. 
Failure  to  notifv  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson  A.T.A.. 

Deputy  Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

760-67-SM 

APPLICANT — R  &  G  Sloane  Mfg.  Co.  Div.  of  Atlantic  Re¬ 
search  Corp. 

SUBJECT — Additional  size  of  pipe  and  fittings. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Request  to  reopen  for  amendment 


denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


351-55-SM 

APPLICANT — American  Air  Filter  Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  15,  1958.  Product:  Grease  Filter,  Types 
AC,  HV.  and  Range  Hood. 

APPEARANCES— 

For  Applicant:  Lee  Soffel. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE  TO  REVOKE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


ACTION  OF  BOARD — Application  reopened  and  restored 
to  docket. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


177-61-SA 

APPLICANT — Speed-Queen  A  Div.  of  McGraw  Edison 
Company,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/28/71.  Product:  Automatic  washer  and 
dryer  machine  Model  325. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 


revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


689-61-SA 

APPLICANT — Tangel  Material  Handling  Equipment  Inc., 
owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/19/63.  Product:  Teeco  Automated  Fire 
Door  Switch. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1254-61-SA 

APPLICANT — Luxaire,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  May  8,  1962.  Product :  Luxaire  and  Mon- 
crief  Unit  Heaters,  various  models. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1614-61-SM 

APPLICANT — Formica  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/29/63.  Product:  Formica  Lifeseal  Door. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


89-62-SA 

APPLICANT — Haus  &  Bresin,  Agent  for  Vamco  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  July  1962.  Product:  Vamco  Duo-Wash 
machine  Model  VWP-62. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


497-63-SA 

APPLICANT — Roberts-Gordon  Appliance  Corporation, 

owner. 

SUBJECT — Application  for  consideration  to  revoke  ap* 
proval,  dated  April  1964.  Product :  Roberts-Gordon  Econ- 
O-Miser  (self-vented  Hot  Water  Boiler)  Model  SF  180. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

716-63-SM 

APPLICANT — Naturalite,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  3/9/65.  Product :  Naturalite  Skylights  and  accessory 
items. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address.” 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


159-64-SM 

APPLICANT — Cement  Enamel  Development,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/23/65.  Product:  Granolux  Trowelled  Mar¬ 
ble  (exterior  surfacing  material.) 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

1014-63-SA 

APPLICANT — Atmos-Pak,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  9/29/64.  Product:  Atmos-Pak  Multi-Zone 
Air  Conditioners,  various  models. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manufac¬ 
tured  in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 
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265-64-SM 

APPLICANT — Craig  Steel  Equipment  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/9/65.  Product :  Incombustible  subdividing 
partition. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
m  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

502-64-SM 

APPLICANT — Charles  Pfizer  &  Co.  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  2/9/65.  Product:  Type  S  Finishing  Hy¬ 
drated  Lime. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance/ 
material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

859-64-SM 

APPLICANT — Intercontinental  Chemical  &  Foam  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  3/9/65.  Product:  Intercon  insulated  Panel. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manufac¬ 
tured  in  accordance  with  the  resolution  above  cited ;  and 


Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown*'  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


727-65-SA 

APPLICANT — Canadian  Vendbar  Industries,  Ltd.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  5/24/66.  Product:  Milkshake  Vending  Ma¬ 
chine  Model  No.  MS-2. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


474-59-SA 

APPLICANT — Chemetron  Corporation,  Natl.  Cylinder  Gas 
Division. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


421-64-SA 

APPLICANT — Vega  Industries,  Inc. 

SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


588-70-SM 

APPLICANT — Hico  Corporation  of  America. 
SUBJECT — Dismissal. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


736-60-SM 

APPLICANT — Fibercast  Co.  Division  of  Youngstown 
Sheet  &  Tube  Co. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1058-62-SM 

APPLICANT — J.  J.  Donohue,  Jr.  for  Flintkote  Company. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1015-63-SM 

APPLICANT — Amerline  Corporation. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE—  _ 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


279-64-SA 

APPLICANT — Crane  Company. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  0 


280-64-SA 

APPLICANT — Crane  Company. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  o 


542-64-SA 

APPLICANT — Belcher-Young  of  Tampa,  Inc. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


36-68-SM 

APPLICANT — Mark  Chemical  Company. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


432-71-SM 

APPLICANT — Bethlehem  Steel  Corporation,  owner. 
SUBJECT — Application  June  22,  1971 — Bethlehem  Steel 
Corporation  Open  and  Closed  Swaged  Wire  Rope  Sockets 
for  Ropes  1",  V/&"  and  1%"  Diameter,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971  at 
2  P.M. 


1905-BZY — Vol.  VII — B.  Bx.  2666  Netherland  Avenue, 
N.  B.  1482-60. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971,  at 
2  P.M. 


229-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — V.  Camac  and  G.  Greenblat. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 


\ 
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PREMISES  AFFECTED — 974  to  978  Morris  Park  Avenue, 
southeast  corner  of  Radcliff  Avenue,  Block  4101,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition  :  Robert  Camac. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  13,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with 
the  provisions  of  1804.4.O.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building:  974-978  Morris  Park  Avenue,  Bronx— Certifi¬ 
cate  No.  26653” 

and 

“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building  except  dwelling  portion  2nd 
floor,  arranged  and  equipped  as  per  Chapter  26,  Article 
17,  Administrative  Code.” 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  building,  except  in  the 
dwelling  part  of  the  second  floor ;  and  that  all  other  laws, 
rules  and  regulations  applicable  shall  be  complied  with. 

373-71-A 

APPLICANT — Fred  W.  Raffo  for  G.  Constantinades, 
owner. 

SUBJECT — Application  June  3,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 60  Winant  Place,  southwest 
corner  of  Kreisher  Street,  Block  7408,  Lot  25,  Charleston, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Salvadeo. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  26,  1971  on  N.B.  Applic.  1706-65,  reads : 

“As  per  Sec.  36  of  the  General  City  Law,  no  Certificate 
of  Occupancy  for  above  residence  may  be  issued  since 
the  street  giving  access  is  not  included  on  the  official 
map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  26,  1971,  acting  on  N.B.  Applic.  1706-65,  be  and 
it  hereby  is  modified  under  the  powers  vested  in  the  Board 
by  Section  36  of  the  General  City  Law,  and  that  the  appeal 
be  and  it  hereby  is  granted,  on  condition  that  sidewalk,  curb 
and  curb  cut  be  installed  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  the  building  shall 
substantially  comply  with  drawings  marked  “Received  3, 
1971,”  6  sheets ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

387-71-A 


APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 289  Hillside  Terrace,  southeast 
corner  of  Hvlan  Boulevard,  Block  5201,  Lot  1,  Great  Kills, 
Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Administration:  David  Gruber,  C.P.C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  ’’  n 


THE  RESOLUTION— 

1  Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971  on  N.B.  Applic.  594-71,  reads: 

1.  A  permit  may  not  be  issued  for  a  building  front¬ 
ing  on  an  unmapped  street  as  proposed  construction  will 
not  conform  to  C26-401.1  (Bldg.  Code). 

2.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York  according 
to  Article  3,  Section  36  of  the  General  City  Law.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
datetd  June  7,  1971,  acting  on  N.  B.  Applic.  594-71,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  m  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cut  be  installed  in  accordance 
.^ie  standards  of  the  Department  of  Highways;  that  the 
building  shall  substantially  comply  with  drawings  marked 
Received  June  8,  1971,”  3  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


388-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT— Application  June  8,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 291  Hillside  Terrace,  east  side, 
27.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  68, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Administration :  David  Gruber,  C.  P.  C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971  on  N.  B.  Applic.  594-71,  reads : 

“1.  A  permit  may  not  be  issued  for  a  bldg,  fronting 
on  an  unmapped  street  as  proposed  construction  will  not 
conform  to  C26-401.1  (Bldg.  Code). 

2.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  bldg,  erected  on  a  street  which  does  not  appear  on 
the  official  map  of  the  City  of  New  York  according  to 
Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  N.  B.  Applic.  594-71,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cut  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways ; 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  June  8,  1971,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

389-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 295  Hillside  Terrace,  east  side, 
,  51.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  67, 

Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Administration :  David  Gruber,  C.  P.  C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


,  Whereas,  the  decision,  of  the  Borough  Superintendent, 
,  dated  June  7,  1971  on  N.B.  Applic.  596-71,  reads : 

“1.  A  permit  may  not  be  issued  for  a  bldg,  fronting 
on  an  unmapped  street  as  proposed  construction  will  not 
conform  to  C26-401.1  (Bldg.  Code). 

2.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  bldg,  erected  on  a  street  which  does  not  appear  on 
the  official  map  of  the  City  of  New  York  according  to 
Article  3,  Section  36  of  the  General  City  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  N.B.  Applic.  596-71,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
j  and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 


that  the  sidewalk,  curb  and  curb  cut  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways; 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  June  8,  1971,”  3  sheets  ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

390-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 297  Hillside  Terrace,  east  side, 
76.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  65, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harold  E.  Diamond. 

For  Administration :  David  Gruber,  C.  P.  C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971  on  N.B.  Applic.  597-71,  reads: 

“1.  A  permit  may  not  be  issued  for  a  bldg,  fronting 
on  an  unmapped  street  as  proposed  construction  will  not 
conform  to  C26-401.1  (Bldg.  Code). 

2.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  bldg,  erected  on  a  street  which  does  not  appear  on 
the  official  map  of  the  City  of  New  York  according  to 
Article  3,  Section  36  of  the  General  City  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  N.B.  Applic.  597-71,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cut  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways ; 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  June  8,  1971,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 

391-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes  In¬ 
corporated,  owner. 

SUBJECT — Application  June  8,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 301  Hillside  Terrace,  east  side, 
100.91  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  64, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

For  Administration :  David  Gruber,  C.  P.  C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 
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THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971  on  N.B.  Applic.  598-71,  reads: 

“1.  A  permit  may  not  be  issued  for  a  bldg,  frontinng 
on  an  unmapped  street  as  proposed  construction  will  not 
conform  to  C26-401.1  (Bldg.  Code). 

2.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  bldg,  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York  according 
to  Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  N.B.  Applic.  598-71,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cut  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways ; 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  June  8,  1971,”  3  sheets ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


392-71-A 

APPLICANT — Harold  E.  Diamond  for  Druid  Homes 
Incorporated,  owner. 

SUBJECT — Application  June  8,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 303  Hillside  Terrace,  east  side 
125.41  feet  south  of  Hylan  Boulevard,  Block  5201,  Lot  63, 
Great  Kills,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

For  Administration:  David  Gruber,  C.  P.  C. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971  on  N.B.  Applic.  599-71,  reads : 

“1.  A  permit  may  not  be  issued  for  a  bldg,  fronting 
on  an  unmapped  street  as  proposed  construction  will  not 
conform  to  C26-401.1  (Bldg.  Code). 

2.  A  Certificate  of  Occupancy  may  not  be  granted 
for  a  bldg,  erected  on  a  street  which  does  not  appear  on 
the  official  map  of  the  City  of  New  York  according  to 
Article  3,  Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  N.B.  Applic.  599-71,  Objection 
Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cut  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Plighways ; 
that  the  building  shall  substantially  comply  with  drawings 
marked  “Received  June  8,  1971.”  3  sheets ;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


402-71- A 

APPLICANT — Max  Siegl  Associates  for  Atlantic  Hard¬ 
ware  and  Supply  Corporation,  owner. 

SUBJECT — Application  June  10,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED — 3080  Hull  Avenue,  east  side, 
100  feet  south  of  204th  Street,  Block  3332,  Lot  30,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  M.  Hronec. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1971  on  Alt.  Applic.  211-71,  reads: 

“A-2  Proposed  conversion  of  3  hall  boys  rooms  to 
a  Supts.  Apt.  creates  a  2nd  cellar  apt.  contrary  to  Sec. 
34,  sub.  IB  and  6  of  the  M.  D.  Law  and  Sec.  D26-34.05 
par  F  of  the  H.  M.  Code. 

A-6  Proposed  Supts.  Apt.  is  contrary  to  Sec.  34 
sub.  IB  and  Sec.  26,  sub.  7  M.  D.  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  June  2,  1971,  acting  on  Alt.  Applic. 
211-71,  Objection  Nos.  A-2  and  A-6  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
the  condition  that  the  building  shall  conform  to  drawings 
marked  “Received  June  10,  1971,”  3  sheets,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


436-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons,  In¬ 
corporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 28  Hardy  Street,  southwest 

corner  of  Waverly  Place,  Block  638,  Lot  44,  Stapleton, 

Borough  of  Richmond. 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  June  21,  1971  on  N.B.  Applic.  526-71,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Para.  36  of  the  General  City  Law 
as  amended.” 

and 
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Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971,  acting  on  N.  B.  Applic.  526-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  Ihe  appeal  be  and  it  hereby  is  gratited  on  the  con¬ 
dition  that  the  sidewalk,  curb  and  curb  cuts  be  installed  in 
accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  June  20,  1971”,  2  sheets,  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

437-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons, 
Incorporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 62  Waverly  Place,  south  side, 
125  feet  west  of  Hardy  Street,  Block  638,  Lot  38,  Staple- 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

Negative:  .  0 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  June  21,  1971  on  N.B.  Applic.  531-71,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Para.  36  of  the  General  City 
Law.” 
and 

W hereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971,  acting  on  N.B.  Applic.  531-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  the  con¬ 
dition  that  the  sidewalk,  curb  and  curb  cuts  be  installed  in 
accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  June  20,  1971”,  2  sheets,  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


438-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons, 
Incorporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 34  Hardy  Street,  west  side, 
51  feet  south  of  Waverly  Place,  Block  638,  Lot  47,  Staple- 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Hector  Ferreras. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan .  3 

Negative:  .  o 

Absent :  Vice  Chairman  Becker  and  Commissioner 
Klein .  2 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971  on  N.B.  Applic.  528-71,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Para.  36  of  the  General  City 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent 
dated  June  21,  1971,  acting  on  N.B.  Applic.  528-71,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  the  condition 
that  the  sidewalk,  curb  and  curb  cuts  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways, 
and  that  the  building  shall  substantially  comply  with  draw¬ 
ings  marked  “Received  June  20,  1971”,  2  sheets,  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


439-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons, 
Incorporated,  owner. 

SUBJECT  Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 30  Hardy  Street,  west  side 
26.50  feet  south  of  Waverly  Place,  Block  638,  Lot  46, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative :  .  o 


Absent :  Vice  Chairman  Becker  and  Commissioner  Klein  2 
THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971  on  N.B.  Applic.  527-71,  reads: 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not 
included  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Para.  36  of  the  General  City 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  June  21,  1971,  acting  on  N.B.  Applic.  527-71,  Objection 
No.  1,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  36  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  the  condition 
that  the  sidewalk,  curb  and  curb  cuts  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways, 
and  that  the  building  shall  substantially  comply  with  draw- 


\ 
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ings  marked  “Received  June  20,  1971”,  2  sheets,  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


440-71-A 

APPLICANT — Hector  Ferreras  for  B  and  M  Masons, 
Incorporated,  owner. 

SUBJECT — Application  June  23,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Waverly  Place,  south  side, 
100  feet  west  of  Hardy  Street,  Block  638,  Lot  39,  Staple- 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  o 

Negative  i  . .  •  ^ 

Absent :  Vice  Chairman  Becker  and  Commissioner  Klein  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971  on  N.B.  Applic.  530-71,  reads. 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York 
and  is  contrary  to  Art.  Ill,  Para.  36  of  the  General 
City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971,  acting  on  N.B.  Applic.  530-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  the  con¬ 
dition  that  the  sidewalk,  curb  and  curb  cuts  be  installed  in 
accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  June  20,  1971  ’,  2  sheets,  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


441-71-A 

APPLICANT— Hector  Ferreras  for  B  and  M  Masons, 
Incorporated,  owner. 

SUBJECT— Application  June  23,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 36  Hardy  Street,  west  side, 
75.50  feet  south  of  Waverly  Place,  Block  638,  Lot  49, 
Stapleton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Commissioner  Madigan 

and  Commissioner  Nolan  .  3 

N  egative :  . •••••••  ® 

Absent:  Vice  Chairman  Becker  and  Commissioner 
Klein  .  2 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971  on  N.B.  Applic.  529-71,  reads: 


“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Para.  36  of  the  General  City 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971,  acting  on  N.B.  Applic.  529-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  the  con¬ 
dition  that  the  sidewalk,  curb  and  curb  cuts  be  installed  in 
accordance  with  the  standards  of  the  Department  of  High¬ 
ways,  and  that  the  building  shall  substantially  comply  with 
drawings  marked  “Received  June  20,  1971”,  2  sheets,  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 


230-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Murray  Weiner. 

SUBJECT— Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 102-05  32nd  Avenue,  north  side, 
40  feet  east  of  102nd  Street,  Block  1689,  Lot  44,  East 
Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

ACTION  OF  BOARD— Appeal  withdrawn  at  the  request 
of  the  Fire  Department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Commissioner  Madigan 


and  Commissioner  Nolan  .  3 

Negative:  . . . 0 


Absent:  Vice  Chairman  Becker  and  Commissioner 
Klein  . 


1374-61-A 

APPLICANT — Arthur  Guttman  for  Zenna  Textile  Corpo¬ 
ration,  owner. 

SUBJECT — Application  reopened  December  1.  1970 — 

Appeal  from  a  decision  of  the  Fire  Commissioner,  re¬ 
sprinkler  system. 

PREMISES  AFFECTED — 76-78  Leonard  Street,  south 
side,  139.4J4  feet  east  of  Church  Street,  Block  173,  Lot  18, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lillian  Seril  and  Arthur  Guttman. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.  at  the  request  of  the  applicant  and  for  joint  inspec¬ 
tion  by  the  Board  and  the  Fire  Department. 


1375-61-A 

APPLICANT — Arthur  Guttman  for  Zenna  Textile  Corpo¬ 
ration,  owner. 

SUBJECT — Application  reopened  December  1,  1970 — Appeal 
from  a  decision  of  the  Fire  Commissioner  re-  sprinkler 

system. 

PREMISES  AFFECTED — 80-82  Leonard  Street,  south 
side,  175.11  feet  east  of  Church  Street,  Block  173,  Lot  20, 
Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Lillian  Seril  and  Arthur  Guttman. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.  at  the  request  of  the  applicant  and  for  joint  inspec¬ 
tion  by  the  Board  and  the  Fire  Department. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

1  APPEARANCES— 

For  Applicant :  None. 

[  For  Administration:  David  Gruber,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
'  2  P.M.  for  continued  hearing;  at  the  request  of  the  City 

|  Planning  Commission. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
J  not  fronting  legal  street. 

|  PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

•  For  Adminisration :  David  Gruber,  C.P.C. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
2  P.M.  for  continued  hearing;  at  the  request  of  the  City 
Planning  Commission. 

121-71-A 

APPLICANT — Charles  M.  Spindler  for  28  Fulton  Street 
Corporation,  owner. 

SUBJECT — Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Sprinkler  system. 

I  PREMISES  AFFECTED — 28-44  Fulton  Street,  southeast 
i,  corner  of  Elizabeth  Street,  Block  202,  Lots  1  and  9,  Bor- 
;  ough  of  Brooklyn. 

i,  APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  Fire  Dept. 

I  ACTION  OF  BOARD — Laid  over  to  October  12,  1971, 
\  at  2  P.M.  for  continued  hearing;  applicant  to  file  revised 
i  plans. 

235-71-A 

■  APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— L.  B.  Russell  Chemicals,  In¬ 
i'  corporated. 

1  SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 14-33  31st  Avenue,  north  side, 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 

1  Borough  of  Queens. 


APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  Fire  Dept. 

For  Opposition :  Sol  Feinberg  and  Sidney  Lippin. 
ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
2  P.M.  for  continued  hearing  and  inspection. 


425-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Laid  over  to  October  12,  1971,  at 
2  P.M.  for  continued  hearing. 


426-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
2  P.M.  for  continued  hearing. 


442-71- A 

APPLICANT — Michael  W.  Frudakis  for  Warren  E.  Davis, 
owner ;  Arthur  Kotick,  lessee. 

SUBJECT — Application  June  23,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress  and  stair¬ 
way. 

PREMISES  AFFECTED — 57  Murray  Street,  north  side, 
50.7^  feet  east  of  West  Broadway,  Block  133,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Michael  W.  Frudakis. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
2  P.M.  for  continued  hearing;  applicant  to  file  amended 
plans. 


448-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — The  Salvation  Army  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 1771  Andrews  Avenue,  south¬ 
west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  Fire  Dept. 
ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
2  P.M.  at  the  request  of  the  owner  and  with  the  concur¬ 
rence  of  the  Fire  Department. 
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449-71-A 

APPLICANT — Robert  0.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT— Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  Fire  Dept. 

For  Opposition :  John  B.  Whalen  and  Rudolph  A.  Imarata. 
ACTION  OF  BOARD— Laid  over  to  October  26,  1971,  at 
2  P.M.  at  the  request  of  the  owner  and  with  the  concur¬ 
rence  of  the  Fire  Department. 


519-71-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — -Application  July  16,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  manufacture,  refine  or 
distill  petroleum  or  coal  tar. 

PREMISES  AFFECTED — 438  Varick  Avenue,  287  to  473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Wm.  H.  Byrne,  Wm.  Cameron,  Michael 
Amuskiewicz,  A.  Rabb,  F.  Betz,  R.  Caputo,  R.  Yang, 
T.  M.  Stefanson  and  G.  D.  Kelly. 


For  Administration:  Asst.  Chief  J.  F.  Connor,  Lt.  J.  P. 
Manfredi  and  Capt.  J.  F.  Petraglia,  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  Thursday,  October 
14,  1971  at  10  A.M.  for  continued  hearing. 


535-71-A 

APPLICANT — Nicholas  J.  Bouras,  Inc.  for  Epic  Metals 
Corporation,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  rescinding  previous 
grant  re-  floor  decking. 

PREMISES  AFFECTED— 230  East  149th  Street  and  425 
Morris  Avenue,  southwest  corner  from  East  144th  Street 
to  149th  Street,  Block  2335,  Lot  19,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  L.  F.  Rothkrug,  Dewey  Rothkrug,  Vin¬ 
cent  Vitrano,  Jr.  and  Frank  A.  Sauk. 

For  Opposition :  Robert  Mac  Leay. 

ACTION  OF  BOARD — Laid  over  to  October  5,  1971,  at 
2  P.M.  for  decision ;  hearing  closed. 

Adjourned:  5:00  P.M. 

James  P.  Mulroy,  Secretary 
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CORRECTIONS 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  3,  1970  as 
they  appeared  in  Bulletin  No.  7,  Vol.  55,  are  hereby  cor¬ 
rected  to  read  as  follows : 

1687-BZY— Vol.  VI 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 

Absent :  Chairman  Glass .  1 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution 
for  an  additional  extension  of  time  to  complete  construc¬ 
tion. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  extension  of  time  to  complete  construction  to 
December  15,  1970. 

*  Correction :  In  the  Resolved  portion  above  the  words  for 
minor  development  has  been  deleted  to  correct. 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  February  3,  1970  as 
they  appeared  in  Bulletin  No.  7,  Vol.  55,  are  hereby  cor¬ 
rected  to  read  as  follows : 

1688-BZY— Vol.  VI 

ACTION  OF  BOARD — Time  to  complete  construction  ex¬ 
tended. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 

Absent :  Chairman  Glass .  1 

THE  RESOLUTION— 


Whereas,  the  Board  finds  that  the  applicant  has  met  the 
requirements  of  Section  11-324  of  the  Zoning  Resolution  for 
an  additional  extension  of  time  to  complete  construction. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  authorize  under  Section  11-324  of  the  Zoning  Reso¬ 
lution,  the  extension  of  time  to  complete  construction  to 
December  15,  1970. 

*  Correction :  In  the  Resolution  portion  above  the  section 
is  corrected  to  read  11-324  as  shown  in  italics  above  and  the 
words  for  minor  development  have  been  delected  to  correct. 
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University  Of  Illinois  Library 
Att:  Serial  Dept,, 

Urbana,  Illr  6l801 


NOTICE 

WARNING 


Notice  is  hereby  given  to  all  appellants  and  applicants,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  the  Board — 

First,  That  if  they  do  not  appear  in  person  or  by  repre¬ 
sentative  at  the  hearing  of  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  of  this  Bulletin  of 
the  calendars  of  the  Board,  each  case  being  set  down  by 
Calendar  Number  and  the  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the  hearing 
can  be  entertained  in  view  of  this  publication  and  of  the 
posting  of  the  calendars  on  the  bulletin  board  in  the  offices 
of  the  Board. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of  failure 
to  receive  such  notice  is  no  excuse  for  neglect  to  appear. 


Fifth,  That  the  business  of  the  Board  is  to  dispose  of  all 
cases  promptly;  therefore,  no  appeal  or  application  will  be 
held  in  abeyance  by  reason  of  failure  of  the  appellant  or 
applicant  to  file  necessary  data,  or  by  any  other  method  of 
delay. 

Sixth,  That  no  appeal  or  application  will  be  accepted  for 
filing  unless,  at  the  time  of  filing,  all  papers,  plans  and  data 
required  by  law  are  supplied,  as  specified  on  the  blank 

appeal  or  aonlication  forms. 

4  '!  <*-•  V.5<. 

Applicants,  under  the  Zoning  Resolution,  are  entitled  tc 
one  copy  of  Form  7NO. 

If  they  desire  additional  copies,  for  their  own  convenience 
in  notifying  property  owners,  they  may  obtain  such  copies 
at  the  office  of  the  Board  of  Standards  and  Appeals,  80 
Lafayette  Street.  9th  floor,  Manhattan,  at  five  cents  each — 
add  postage  payment  if  the  forms  are  forwarded  by  mail. 
Purchase  payment  by  postage  stamps  NOT  ACCEPTABLE. 
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Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

Telephone — 566-5174. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Octo¬ 
ber  5,  1971,  Affecting  Calendar  Numbers — 


377-70-BZ 

190-71-BZ 

356-71-A 

278-70-BZ 

332-71-BZ 

357-71-BZ 

958-38-BZ— 

-Vol.  Ill 

334-71-BZ 

358-71-A 

450-46-BZ 

375-71-BZ 

359-71-BZ 

313-51-BZ 

379-71-BZ 

360-71-A 

300-54-BZ 

424-71-BZ 

361-71-BZ 

423-54-BZ— 

-Vol.  II 

435-71-BZ 

362-71-A 

193-55-BZ 

450-71-BZ 

363-71-BZ 

867-55-BZ 

487-71-BZ 

364-71-A 

573-59-BZ 

222-71-BZ 

365-71-A 

371-71-BZ 

277-71-BZ 

366-71-A 

555-69-BZ 

342-71-BZ 

367-71-A 

355-71-BZ 

Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  Octo 
ber  5,  1971,  Affecting  Calendar  Numbers — 

455-71-A 

535-71-A 

444-71-A 

462-71-A 

623-70-A 

445-71-A 

466-71- A 

232-71-A 

446-71-A 

495-71-A 

234-71- A 

447-71-A 

511-71-A 

524-71-A 
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CALENDAR 


DOCKET 

Nezv  Cases  Filed  up  to  October  5,  1971 

Cal.  No.  Dept.  Premises  Affected 

641-71-B Z — B.B. — 3201  to  3223  Avenue  H,  and  773  to 
793  East  32nd  Street,  northeast  corner,  Block  7560,  Lot  1, 
Borough  of  Brooklyn,  Alt.  No.  905-71,  re-  class  A  multi¬ 
ple  dwelling,  R6  district. 


642-71-A — B.B. — 3201  to  3223  Avenue  H,  and  773  to  793 
East  32nd  Street,  northeast  corner,  Block  7560,  Lot  1, 
Borough  of  Brooklyn,  Alt.  No.  905-71,  re-  window  open¬ 
ings,  R6,  district. 


643-71-A — B.R. — 52  Coventry  Road,  southwest  corner  of 
Northentry  Road,  Block  892,  Lot  6,  Todt  Hill,  Borough 
of  Richmond,  N.B.  1278-69,  re-  building  not  fronting 
legal  street,  General  City  Law. 


644-71-A — B.Q. — 38-54  Vernon  Boulevard,  west  side, 
from  36th  Avenue  to  40th  Avenue,  Block  357,  Lot  1, 
Long  Island  City,  Borough  of  Queens,  F.D.  letter  of 
1/11/71,  Order  No.  71-0358,  re-  compressed  gas  cylinders, 
M3-1  district. 


645-71-A — B.R. — 161  Bathgate  Street,  northside,  50.00 
feet  west  of  Arden  Avenue,  Block  5407,  Lot  25,  Elting- 
ville,  Borough  of  Richmond,  N.B.  894-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


646-71-A — B.R. — 97  Douglas  Road,  east  side,  209.07  feet 
north  of  Ocean  View  Section  of  Douglas  Road  and 
Right  of  Way,  Block  831,  Lot  170,  Emerson  Hill,  Bor¬ 
ough  of  Richmond,  N.B.  892-71,  re-  building  not  fronting 
legal  street,  General  City  Law. 


647-71-A — B.R. — 2  Whitwell  Place,  south  side,  127.34 
feet  east  of  Todt  Hill  Road,  Block  881,  Lot  161,  Todt 
Hill,  Borough  of  Richmond,  N.B.  754-71,  re-  building 
not  fronting  legal  street,  General  City  Law. 


648-71-A — B.M. — 62  West  14th  Street,  south  side,  50  feet 
south  of  6th  Avenue,  Block  577,  Lot  8,  Borough  of  Man¬ 
hattan,  F.D.  letter  of  8/24/71,  re-  smoking. 


649-71-A — F.D. — packaging  of  combustible  mixture 
known  as  “Super  X  Engine  Tune  Up”  in  15  ounce  metal 
sealed  cans  not  in  compliance  with  the  regulations  of  the 
Administrative  Code. 


650-71-SA — Norris  Industries,  Waste  King  Food  Waste 
Disposers  various  models,  manufactured  by  Norris  In¬ 
dustries,  Appliance. 


651-71-SM —  Newburgh  Moire  Company,  Incorporated, 
Rayon  Cotton  Bengaline  Center-Tex  Flameproofing, 
manufactured  by  Newburgh  Moire  Company,  Material. 


652-71-A — B.R. — 515  Oder  Avenue,  east  side,  195.46 
feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18,  Fox 
Hills.  Borough  of  Richmond,  N.B.  897-70,  re-  building 
not  fronting  legal  street,  General  City  Law. 


653-71-A — B.R. — 517  Oder  Avenue,  east  side,  223.46  feet 
south  of  Baltic  Avenue,  Block  3170,  Lot  18,  Fox  Hills, 
Borough  of  Richmond,  N.B.  898-70,  re-  building  not 
fronting  legal  street,  General  City  Law. 


654-71-A — B.R. — 521  Oder  Avenue,  east  side,  251.46  feet 
south  of  Baltic  Avenue,  Block  3170,  Lot  15,  Fox  Hills, 
Borough  of  Richmond,  N.B.  899-70,  re-  building  not 
fronting  legal  street,  General  City  Law. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


OCTOBER  26,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  October  26,  1971,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

816-59-BZ 

APPLICANT — Blumberg,  Singer,  Ross,  Gottesman  and 
Gordon,  for  Joma  Manufacturing  Company,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  May  17,  1970 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  7 h  of  the  Zoning  Resolution,  to  permit  in  a 
residence  use  district,  the  maintenance  of  a  parking  lot  for 
the  parking  of  motor  vehicles  of  employees  of  the  Joma 
Manufacturing  Company  on  the  adjacent  plot,  no  fees  to 
be  charged. 

PREMISES  AFFECTED — 2346-2350  Bruckner  Boulevard, 
south  side,  190.86  feet  west  of  Zerega  Avenue,  Block  3700, 
Lots  31,  32,  33  and  34,  Borough  of  The  Bronx. 

1131-61-BZ 

APPLICANT— Lama  and  Vassalotti  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  21, 

1971 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 2758-2762  (2760  official)  Sedge- 
wick  Avenue,  east  side,  100.97  feet  north  of  West  195th 
Street,  Block  3249,  Lot  184,  Borough  of  The  Bronx. 

418-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  James  E.  Vassa¬ 
lotti,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  19, 

1972 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7 i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  pro¬ 
posed  erection  and  maintenance  of  a  gasoline  service 
station,  car  washing  (non  automatic),  minor  repairs  with 
hand  tools  only,  office  and  sales,  storage  of  accessories, 
parking  for  more  than  5  cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 7101-7127  New  Utrecht  Ave¬ 
nue,  1573  72nd  Street,  northeast  corner,  1572  71st  Street 
and  7102-7124  16th  Avenue,  Block  6180,  Lot  63  (formerly 
Lots  63,  70,  71  and  72),  Borough  of  Brooklyn. 


345-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  Charles  Bensley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  15, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7c,  7i  and  7h  of  the 
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Zoning  Resolution,  to  permit  in  a  residence  use  district, 
the  reconstruction  of  accessory  building  on  existing  gaso¬ 
line  service  station  to  be  used  for  auto  washing,  lubri- 
torium,  repairing,  accessory  sales  and  office  and  to  permit 
existing  ten  individual  metal  garages  used  for  storage  of 
motor  vehicles  and  the  parking  and  storage  of  motor 
vehicles  to  remain. 

PREMISES  AFFECTED — 83-91  Macombs  Place,  north¬ 
west  corner  of  West  153rd  Street,  Block  2039,  Lot  15, 
Borough  of  Manhattan. 

915-61-BZ 

APPLICANT — Donald  D.  Fisher  for  Elizabeth  S.  Ekblom, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  12,  1971 — decision  of 
the  Borough  Superintendent,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  residential  use  district,  the 
parking  and  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 448-450  West  48th  Street,  south 
side,  125  feet  east  of  10th  Avenue,  Block  1057,  Lots  58 
and  59,  Borough  of  Manhattan. 

317-64-BZ — Vol.  II  " 

,  APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT — Application  reopened  June  22,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargment 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED— 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  hearing  at  the 

request  of  the  Community  District  Planning  Board  No. 

14. 

463-71-BZ 

APPLICANT — William  Weinpahl. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

;  PREMISES  AFFECTED— 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  hearing  at  the 

request  of  the  Community  District  Planning  Board  No. 

14. 

190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED— 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 

Laid  over  from  October  5,  1971,  at  the  request  of  the 

Community  District  Planning  Board. 


374-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2  dis¬ 
trict,  at  an  existing  automobile  sales  and  service  establish¬ 
ment  previously  before  the  Board,  the  addition  to  the  use 
to  include  the  parking  of  new  cars. 

PREMISES  AFFECTED — 205-11  Northern  Boulevard, 
north  side,  from  43-02  to  43-46  Clearview  Expressway, 
43-25  to  43-31  205th  Street,  Block  6269,  Lots  9  and  20, 
Bayside,  Borough  of  Queens. 


409-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-452  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  enlargement 
in  area  of  an  accessory  off-site  parking  facility  for  a 
church  previously  before  the  Board. 

PREMISES  AFFECTED — 215  Penn  Avenue,  northwest 
corner  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp, 
Borough  of  Richmond. 


464-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AFFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 


467-71-BZ 

APPLICANT — Norman  Reifman  for  Raymond  E.  Esposito, 
Linda  E.  Esposito,  and  Edith  Esposito,  owner,  Save  Way 
Midway,  Incorporated,  lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  C4  district,  the  re¬ 
habilitation  and  rearrangement  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 5601  Main  Street,  south  side, 
150  feet  east  56th  Avenue,  Block  5165,  Lot  28,  Flushing, 
Borough  of  Queens. 


558-71-BZ 

APPLICANT — Albert  Melniker  for  Gennaro  Bifulco,  Jr., 
Umberto  Bifulco,  owners. 

SLTBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  rearrangement  of 
an  existing  nursery  and  greenhouse  establishment  and  the 
addition  to  the  uses  to  include  the  sale  of  agricultural  prod¬ 
ucts  produced  off-site. 

PREMISES  AFFECTED — 1949  Richmond  Avenue,  east 
side,  1774.08  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  1.  Bulls  Head,  Borough  of  Richmond. 
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579-71-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Weissglass  Gold 
Seal  Dairy  Corporation,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-33 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
at  an  existing  dairy  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  instal¬ 
lation  of  tanks  for  the  storage  of  non-flamable  liquids. 

PREMISES  AFFECTED — 2014  Forest  Avenue,  southeast 
corner  of  Coonley  Avenue,  Block  1696,  Lot  8,  Mariners 
Harbor,  Borough  of  Richmond. 

407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 

Laid  over  from  September  28,  1971,  for  continued 

hearing;  applicant  to  submit  additional  information;  pre¬ 
viously  inspected. 


268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair 
shop  extending  into  the  R4  district. 

PREMISES  AFFECTED — 28  to  32  Marginal  Street  West, 
west  side,  154.11%  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

Laid  over  from  September  28,  1971,  for  continued 

hearing.  Applicant  to  submit  additional  plans  as  to  use. 


450-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Wellington  As¬ 
sociates,  owner ;  A1  Mounia,  Limited,  lessee. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-71  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  and  RIO  district,  in  an 
existing  hotel,  the  addition  to  the  accessory  restaurant  and 
cocktail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 241  Madison  Avenue,  and  22 
East  38th  Street,  southeast  corner,  Block  867,  Lot  55, 
Borough  of  Manhattan. 

Laid  over  from  October  5,  1971,  for  continued  hearing. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 


PREMISES  AFFECTED — 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

Laid  over  from  October  5,  1971,  for  continued  hearing 
and  to  await  the  decision  of  the  Court. 


493-71-A 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpor¬ 
ated,  owners. 

SUBJECT — Application  July  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 


334-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Eldorado  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  pre¬ 
viously  before  the  Board,  the  change  in  occupancy  from 
automatic  car  wash  and  sales  lot  to  automobile  laundry  and 
automotive  service  station. 

PREMISES  AFFECTED — 166  to  174  Kings  Highway, 
southwest  corner  of  West  12th  Street,  1676  to  1684  West 
12th  Street,  Block  6619,  Lot  42,  Borough  of  Brooklyn. 
Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


OCTOBER  26,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  October  26,  1971,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

401-71-SA 

APPLICANT — Control  Air,  Incorporated — Direct  gas  fired 
heaters. 


478-71-SM 

APPLICANT — Inland-Ryerson  Construction  Products  Com¬ 
pany — Two  hour  floor-ceiling  decks. 


494-71-SM 

APPLICANT — Southern  Extrusions,  Incorporated — Grids 
for  ceilings. 


498-71-SM 

APPLICANT — Johns-Manville  Sales  Corporation — Roof 
coverings. 


510-71-SM 

APPLICANT — E.  I.  duPont  de  Nemours  and  Company, 
Incorporated — Panels  for  covering  walls  around  bathtubs. 


542-71-SM 

APPLICANT — Flangeklamp  Corporation — Three  hour  ceil¬ 
ing  suspension  system. 
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630-71-SA 

APPLICANT — Pneumercator  Company,  Incorporated — 

Flammable  liquid,  liquid  level  gauges. 


1325-61-SM 

APPLICANT — Keelan  Hardware  Company,  Incorporated — 
To  restore  approval — Grease  filter. 


524-67-SM 

APPLICANT — Frankel  Associates,  Incorporated — To  re¬ 
store  to  docket — Flameproof  fabrics. 


448- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — The  Salvation  Army  Incor¬ 
porated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1771  Andrews  Avenue,  south- 
;  west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 

449- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


505-71-A 

APPLICANT— Morris  B.  Lore  for  E.  I.  Du  Pont  De 
Nemours  and  Company,  owner. 

SUBJECT — Application  July  22,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Du  Pont  Zerex  Pre-mixed  Windshield 
Washer  Anti-freeze  and  Cleaner  in  Quart  metal  containers 
not  equipped  with  replaceable  top  or  cap  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 


525-71-A 

APPLICANT— Robert  H.  Higinbotham  for  Safety  Lines 
Marking,  Incorporated,  owner. 

SUBJECT— Application  July  30,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Heating  Kettles  for 
highway  pavement  markings. 


531-71-A 

APPLICANT— Anton  H.  Heller  for  Poweray  Infrared 
Corporation,  owner. 

SUBJECT — Application  August  5,  1971— appeal  _  from  a 
decision  of  the  Fire  Commissioner  re-  trailers  using  L.  P. 
Gas  as  fuel  for  radiant  heaters. 


534-71-A 

APPLICANT — Alvin  E.  Heutchy  for  The  F  and  M  Schae¬ 
fer  Brewing  Company,  owner. 


SUBJECT — Application  August  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  ladder  to  ele¬ 
vator  machine  room. 

PREMISES  AFFECTED — 448  to  456  Kent  Avenue,  north¬ 
west  corner  of  South  10th  Street,  Block  2134,  Lot  1, 
Borough  of  Brooklyn. 


548-71-A 

APPLICANT — Philip  P.  Agusta  for  Catholic  Diocesan  Of 
Brooklyn,  New  York,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed  use  of 
medical  offices  in  class  11  D  building. 

PREMISES  AFFECTED— 1298  St.  Marks  Avenue,  south¬ 
west  corner  of  Buffalo  Avenue,  Block  1362,  Lot  1,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 

NOVEMBER  3,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Wednesday  morning,  November  3,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

131-70-BZ — Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED— 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

Laid  over  from  September  14,  1971,  for  hearing  at 
request  of  applicant. 


666-66-BZ— Vol.  II 

APPLICANT — Rathkopf  and  Rathkopf  for  Ford  Leasing 
Development  Company,  owner ;  Robin  Ford,  lessee. 

SUBJECT — Application  reopened  as  Volume  II  June  1, 
1971 — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  construction  of  an  automobile  sales  lot 
with  accessory  office  for  use  in  conjunction  with  a  new 
car  agency  previously  before  the  Board. 

PREMISES  AFFECTED — 2375  Richmond  Avenue,  south¬ 
east  corner  of  Nome  Avenue,  465  Nome  Avenue,  Block 
2380,  Lot  30,  New  Springville,  Borough  of  Richmond. 


405-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

SUBJECT— Application  June  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED— 3355  East  Tremont  Avenue, 
northeast  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 
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458-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 15  Soren  Street,  east  side,  102 
feet  south  of  McDonald  Street,  Block  1985,  Lot  139,  Wil- 
lowbrook,  Borough  of  Richmond. 


459-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 21  Soren  Street,  east  side,  164 
feet  south  of  McDonald  Street,  Block  1985,  Lot  136,  Wil- 
lowbrook,  Borough  of  Richmond. 


460-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 27  Soren  Street,  east  side,  162 
feet  north  of  Oakville  Street,  Block  1985,  Lot  133,  Wil- 
lowbrook,  Borough  of  Richmond. 


461-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 33  Soren  Street,  east  side,  100 
feet  north  of  Oakville  Street,  Block  1985,  Lot  130,  Wil- 
lowbrook,  Borough  of  Richmond. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner ;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 118-09  to  118-15  Atlantic 
Avenue,  northwest  corner  of  Lefferts  Boulevard,  Block 
9350,  Lots  32,  34,  35,  and  36,  Richmond  Hill,  Borough  of 
Queens. 


567-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Hudson  House  Asso¬ 
ciation  Theatre  Group,  Incorporated,  owner. 


SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-20  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C4-7,  Cl-8 
and  R10  district,  the  conversion  of  a  portion  of  the  first 
floor  and  mezzanine  of  an  existing  hotel  from  a  ballroom 
to  a  theatre. 

PREMISES  AFFECTED— 353  to  361  West  57th  Street, 
north  side,  20  feet  east  of  Ninth  Avenue,  Block  1048,  Lot 
2,  Borough  of  Manhattan. 


576-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Aileen  P.  McCabe, 
McCabe  Funeral  Home,  owner. 

SUBJECT — Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-4  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to  an 
existing  funeral  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 2356  University  Avenue,  east 
side,  1163.63  feet  north  of  West  Fordham  Road,  Block 
3212,  Lot  57,  Borough  of  The  Bronx. 


627-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C6-4  district,  on  a  plot  with  a  pro¬ 
posed  34  story  mixed  building  previously  before  the  Board, 
the  rearrangement  of  the  first,  second  and  third  floors 
and  installation  of  a  pool  and  recreational  facilities  on  the 
34th  floor  and  roof. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21,  128,  Borough  of  Man¬ 
hattan. 


628-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT— Application  September  1,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  multiple  dwell¬ 
ing  floor  area  ratio. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21,  128,  Borough  of  Man¬ 
hattan. 

THOMAS  F.  GALVIN,  Chairman 

NOVEMBER  3,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Wednesday  afternoon,  November  3,  1971,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

411-71-A 

APPLICANT — Sol  Feinberg  for  Pentalic  Corporation, 
owner,  Newtown  Refining  Corporation,  lessee. 

SUBJECT — Application  June  14,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  bulk  oil  storage. 

PREMISES  AFFECTED — 37-80  Review  Avenue,  south 
side,  722  feet  east  of  Greenpoint  Avenue,  Block  312, 
Lot  69,  Long  Island  City,  Borough  of  Queens. 
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536-71-A 

APPLICANT — R.  C.  Marx  for  Minnesota  Mining  and 
Manufacturing  Company,  owner. 

SUBJECT — Application  August  10,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Scotch  Brand  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  calking  cartridge  having 
paper  tube  side  walls  with  seamed  on  metal  ends  not  in 
compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


549-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy  to  philanthropic  institution  enlargement  re-  pub¬ 
lic  usage  in  a  frame  structure. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  196,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 


582-71-A 

APPLICANT — Larry  Meltzer  for  Henry  Miranda  Realty 
Corporation,  owner. 

SUBJECT — Application  August  31,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  unprotected 
opening. 

PREMISES  AFFECTED— 2447  Dean  Street,  and  141  to 
151  Sackman  Street,  northeast  corner,  Block  1444,  Lot  1, 
Borough  of  Brooklyn. 


583-71-A 

APPLICANT— Larry  Meltzer  for  Henry  Miranda  Realty 
Corporation,  owner. 

SUBJECT— Application  August  31,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  unprotected 
opening. 

PREMISES  AFFECTED— 2449  Dean  Street,  northeast 
corner  of  Sackman  Street,  Block  1444,  Lot  49,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  9,  1971,  at  10  o  clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

914-50-BZ — Vol.  II 

APPLICANT— Charles  M.  Spindler  for  Sara  Mandel  Lakin 
and  Malcolm  L.  Bennet,  owners. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  October  23, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  laundry  (non-automatic)  minor  auto  repair  shop  with 
hand  tools  only  and  parking  of  motor  vehicles  awaiting 
service. 

PREMISES  AFFECTED— 102-06  Metropolitan  Avenue, 
southeast  corner  of  71st  Avenue,  Block  3900,  Lot  1,  Forest 
Hills,  Borough  of  Queens. 


463-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Malcolm  L.  Bennet, 
Sara  Mandel  Lakin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  30, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  of  a  gasoline  service  station  with  accessory  uses 
of  car  washing,  minor  motor  vehicle  repairs,  sales  of  acces¬ 
sories  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 35-02  to  35-10  (35-06  official) 
Junction  Boulevard,  and  95-08  to  95-16  35th  Avenue,  south¬ 
west  corner,  Block  1469,  Lot  10,  Elmhurst,  Borough  of 
Queens. 


606-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Malcolm  L.  Bennet 
and  Sara  Mandel  Lakin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  22, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection 
of  a  gasoline  service  station,  lubritorium,  auto  laundry,  non 
automatic,  minor  auto  repair  shop  with  hand  tools  only, 
narking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED— 63-07  Broadway,  northwest  cor¬ 
ner  of  64th  Street,  entire  block  bounded  by  Broadway,  35th 
Avenue  from  63rd  to  64th  Streets,  Block  1190,  Lot  41, 
Jackson  Heights,  Borough  of  Queens. 


408-71-BZ 

APPLICANT — Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 


434-71-BZ 

APPLICANT — Peter  R.  Gray  for  Henry  J.  Meyers,  owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  enlargement  in  area  of  an 
existing  group  medical  center  that  encroaches  on  the  re¬ 
quired  front  and  side  yard. 

PREMISES  AFFECTED — 83-91  Woodhaven  Boulevard, 
east  side,  70.73  feet  north  of  Parkland  South,  Block  8890, 
Lot  6  and  10,  Woodhaven,  Borough  of  Queens. 


451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner  Carl  Kuntzler,  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 
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469-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Richard  Turchiano, 
owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
second  story  to  an  existing  contractors  establishment  pre¬ 
viously  before  the  Board  that  creates  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED— 2119  to  2125  Coyle  Street,  east 
side,  160  feet  south  of  Avenue  U,  Block  7368,  Lot  65, 
Borough  of  Brooklyn. 


490-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Company, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  the  reconstruction 
and  rehabilitation  of  an  automotive  service  station  with  ac¬ 
cessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED— 2203  to  2209  Amsterdam  Ave¬ 
nue,  and  490  to  498  West  170th  Street,  southeast  corner, 
Block  2112,  Lot  26,  Borough  of  Manhattan. 


529-71-BZ 

APPLICANT — Leo  D.  Fakler  for  DGGV  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  cellar  supermarket  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 84-12  97th  Avenue,  southeast 
corner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 


577-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  expansion 
of  an  existing  printing  establishment  previously  before  the 
Board  into  an  adjoining  building  and  the  erection  of  a 
second  floor  for  use  as  offices. 

PREMISES  AFFECTED — 3839  to  3851  White  Plains 
Road,  southwest  corner  of  East  221st  Street,  Block  4655, 
Lot  43,  Borough  of  The  Bronx. 


NOVEMBER  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  9,  1971,  at  2  o’clock  at  80 


Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

171-71-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  means  of  egress 
and  class  of  construction  contrary  to  the  Labor  Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st  Street, 
207  to  237  42nd  Street,  Block  717,  Lot  1,  Borough  of 
Brooklyn. 


266-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Lucente, 
owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 131  Jansen  Street,  north  side, 
259.35  feet  west  of  Holdridge  Avenue,  Block  6372,  Lot  58, 
Princess  Bay,  Borough  of  Richmond. 


566-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Crist  Visich, 
owner. 

SUBJECT — Application  August  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED— 3311  Colden  Avenue,  west  side, 
100  feet  north  of  Duncan  Street,  Block  4634,  Lot  35,  Bor¬ 
ough  of  The  Bronx. 


568-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  59-79  Corporation, 
owner. 

SUBJECT — Application  August  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED — 59  East  79th  Street,  north  side, 
141  feet  east  of  Madison  Avenue,  Block  1491,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


637-71-A 

APPLICANT — Harry  Soled  for  Kreisman  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  lot  lines. 

PREMISES  AFFECTED — 1467  57th  Street,  north  side,  120 
feet  west  of  15th  Avenue,  Block  5692,  Lot  44,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  5,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  September  21,  1971,  were 
approved  as  printed  in  the  Bulletin  of  September  30,  1971, 
Vol.  56,  No.  39. 

377-70-BZ 

APPLICANT — Gerald  M.  Daub  for  76th  Street  Realty 
Company,  owner. 

SUBJECT — Application  June  26,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RIO  district,  in  an  existing 
two  story  and  cellar  building  previously  before  the  Board, 
the  change  in  occupancy  of  the  first  floor  from  garage  to 
an  automotive  laundry. 

PREMISES  AFFECTED— 434  East  77th  Street,  south  side, 
150  feet  west  of  York  Avenue,  and  433  East  76th  Street, 
Block  1471,  Lot  31,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


278-70-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bio  Construction 
Company,  owner. 

SUBJECT — Application  May  7,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing 
seven  story  and  penthouse  multiple  dwelling,  the  conversion 
of  a  portion  of  the  second  floor  to  doctor’s  offices  without 
separate  access  to  the  street. 

PREMISES  AFFECTED— 1777  Grand  Concourse,  north 
west  corner  of  East  175th  Street,  Block  2826,  Lot  62, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


958-38-BZ— Vol.  Ill 

APPLICANT — Gerhard  Grange  for  Manor  345  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  24,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7i  of  the  Zoning  Resolution,  permitting 
in  a  business  use  district,  the  change  in  occupancy  of  front 
portion  of  first  floor  from  store  to  automobile  repair  shop, 


body  and  fender  repairs  and  painting  of  cars;  later  amended 
to  permit  use  of  the  premises  as  a  contractor’s  establish¬ 
ment  under  Use  Group  16. 

PREMISES  AFFECTED — 345-347  East  103rd  Street,  north 
side,  100  feet  west  of  1st  Avenue,  Block  1675,  Lots  21  and 
22,  Borough  of  Manhattan. 

APPEARANCES  — 

For  Applicant :  Gerhard  Grange. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  June  19,  1953,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  19,  1953,  as  amended  through 
May  24,  1966,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  May  24,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.’  (Alt.  173-63) 


450-46-BZ 

APPLICANT — Jeffrey  S.  Wood  for  Gerry  Brothers  and 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  September  13, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the  change 
of  occupancy  from  garage  for  eighteen  cars,  storage  and  one 
family  dwellings  to  offices. 

PREMISES  AFFECTED — 41  East  62nd  Street,  north  side, 
165  feet  east  of  Madison  Avenue,  Block  1377,  Lot  27,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Jeffrey  S.  Wood. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1946,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  23, 
1946,  as  amended  through  September  13,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  September  13, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  in  all 


\ 
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I 


respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  474-66) 


313-51-BZ 

APPLICANT — Ingram  S.  Carner  for  Globe  Lumber  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expired  July  18,  1971 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7e  of  the  Zoning  Resolution, 
permitting  in  a  residence  and  business  use  district,  the  in¬ 
stallation  of  power  saws  in  existing  lumber  storage  build¬ 
ing,  to  be  used  as  a  wood  cabinet  making  shop. 

PREMISES  AFFECTED— 2892-2902  Nostrand  Avenue, 
west  side,  540  feet  north  of  Avenue  P,  Block  7690,  Lot  73, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1951,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
23,  1951,  as  amended  through  July  18,  1961,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  ten  years  from  July  18,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  1186-51) 


300-54-BZ 

APPLICANT — Atkin  and  Bassolino  for  D.  G.  and  N. 
Aufiero,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  April  24,  1971 — decision  of  the 
Borough  Superintendent  under  Sections  7a  and  21  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use,  C  area  dis¬ 
trict,  the  extension  of  existing  commercial  building,  using 
more  than  the  area  permitted,  without  the  required  rear 
yard. 

PREMDISES  AFFECTED — 3222  Ely  Avenue,  east  side, 
170  feet  north  of  Burke  Avenue,  Block  4757,  Lot  50,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  24,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  24,  1956,  only  as  to  the  term 
of  the  variance,  so  that  as  amended  this  portion  of  the  resolu¬ 
tion  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .;  than  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  104-54) 

423-54-BZ — Vol.  II 

APPLICANT — Millard  Bresin  for  Shell  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance  which  expired  January  31,  1971 ;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  lu- 
britorium,  minor  repairs  (hand  tools  only),  office,  sales  and 
storage  of  auto  accessories  and  open  parking. 

PREMISES  AFFECTED — 1217  East  233rd  Street,  north¬ 
west  corner  of  Baychester  Avenue,  Block  4954,  Lots  68 
and  69,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  in  January  31,  1956,  on  certain  conditions;  and 
W hereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  January  31,  1956,  as  amended 
through  May  14,  1957,  by  adding  thereto: 

“that  the  term  of  this  variance  shall  continue  for  a  term 
of  ten  years  from  January  31,  1971 ;  and  that  the  gasoline 
pumps  shall  conform  to  revised  drawing  of  proposed 
condtions  marked  ‘Received  July  21,  197P,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(N.B.  286-54) 


193-55-BZ 

APPLICANT — F.  J.  Meier  and  Son  and  Arno  Fischer  for 
37-11  Thirty-Fifth  Avenue  Corporation,  owner  (formerly 
The  Glidden  Co.,  owner). 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopenings  for  extension  of 
term  of  variance  which  expired  March  22,  1971— decision 
of  the  Borough  Superintendent;  previously  granted  on 
condition,  under  Section  7h  of  the  Zoning  Resolution,  to 
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permit  in  a  residence  use  district  the  parking  and  storage 
of  patrons  and  employees  cars  (no  fee  to  be  charged). 
PREMISES  AFFECTED— 45-05  94th  Street,  southeast 
corner  of  45th  Avenue,  Block  1602,  Lot  1,  Elmhurst,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Arno  Fischer. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  15,  1955,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  November  15,  1955,  as  amended 
through  March  22,  1966,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  March  22,  1971, 
to  permit  on  condition  that  parking  shall  be  re¬ 

stricted  to  motor  vehicles  of  the  pleasure  car  type  be¬ 
longing  to  the  employees  and  patrons  of  the  occupants 
of  the  building  across  94th  Street  from  the  site ;  that 
no  fee  shall  be  charged ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects;  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (Alt.  248-55) 

867-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  19,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Section  7e  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  auto  washing  (non¬ 
automatic),  lubrication,  office  and  accessory  sales  for  a 
term  of  15  years. 

PREMISES  AFFECTED — 66-11  to  66-33  Queens  Mid¬ 
town  Expressway,  northeast  corner  of  Clinton  Avenue, 
Block  2394,  Lot  8,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  19,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 


the  resolution  adopted  on  June  19,  1956,  as  amended  through 
June  18,  1957,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  June  19,  1971,  to 
permit  .  .  .;  on  condition  that  the  planted  area  on  the 
premises  and  the  grass  strips  on  the  sidewalks  shall  be 
maintained  in  accordance  with  the  terms  and  conditions  of 
the  resolution  and  the  residential  character  of  the  neigh¬ 
borhood;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.  B.  4366-55) 


573-59-BZ 

APPLICANT — Charles  M.  Spindler  for  Prudential  Savings 
Bank,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete,  which  expired  December  22,  1960;  and  the 
extension  of  term  of  variance  which  expired  December 
22,  1960 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  residence  use  district,  parking 
of  passenger  motor  vehicles  to  be  used  by  officers,  em¬ 
ployees  and  patrons  of  the  Prudential  Savings  Bank. 

PREMISES  AFFECTED— 3826  to  3830  Kings  Highway 
and  1241  to  1245  Ryder  Street,  southeast  corner,  Block 
7817,  Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  obtain  a  Certificate  of  Occupancy 
extended  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas, this  application  was  granted  by  the  Board  on 
December  22,  1959,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  December  22,  1959,  by  adding 
thereto : 

“that  in  view  of  the  statement  by  the  applicant  that  all 
work  was  completed  within  the  required  time  under  a 
valid  permit  from  the  Department  of  Buildings,  but  that 
the  owner  failed  to  obtain  a  Certificate  of  Occupancy,  as 
cited  in  the  decision  of  the  Borough  Superintendent  dated 
July  2,  1971,  acting  on  Alt.  Applic.  No.  2285-59,  a  Cer¬ 
tificate  of  Occupancy  shall  be  obtained  within  one  year 
from  the  date  of  this  amended  resolution,  on  condition 
that  the  term  of  this  variance  shall  expire  five  years 
from  the  date  of  this  amended  resolution :  and  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.” 


371-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  the 
enlargement  in  area  of  a  supermarket  presently  under  con¬ 
struction  into  an  adjoining  automobile  repair  shop  pre¬ 
viously  before  the  Board. 
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PREMISES  AFFECTED— 590  to  596  East  183rd  Street, 
southeast  corner  of  Arthur  Avenue,  Block  3071,  Lots  16 
and  17,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  8,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  September  14,  1971;  then  to  September  28, 
1971 ;  then  to  October  5,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1971,  acting  on  N.  B.  Applic.  148/1969,  reads: 

“7.  Proposed  change  in  bulk  of  a  commercial  build¬ 
ing  located  in  a  R7  district  and  previously  approved  by 
the  Board  of  Standards  and  Appeals  under  Cal.  #555- 
69-BZ  is  contrary  to  B.  S.  A.  Cal.  #555-69-B  and  is 
hereby  denied. 

Note :  Since  there  are  no  bulk,  parking,  or  off  street 
loading  requirements  for  a  commercial  building  in  a 
residence  district,  these  requirements  are  referred  to  the 
Board  for  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board; 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  structurally  alter  the  present  building;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-413  of  the  Zoning  Resolu¬ 
tion,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Sections  11-412  and  11-413  of  the  Zoning 
Resolution,  the  structural  alteration  and  the  change  in  oc¬ 
cupancy  of  automobile  repair  shop  previously  before  the 
Board  to  supermarket  to  be  used  in  conjunction  with  an 
adjoining  supermarket  granted  previously  under  Cal.  No. 
555-69-BZ,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  May  28, 
1971”,  6  sheets,  and  “September  28,  1971”,  5  sheets,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

555-69-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Mar  Management 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-1  dis¬ 
trict,  the  reconstruction  of  existing  commercial  buildings 
into  a  supermarket. 

PREMISES  AFFECTED— 592-596  (594  official)  East 
183rd  Street,  south  side,  25  feet  east  of  Arthur  Avenue, 
Block  3071,  Lot  16,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  16,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  15,  1970;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
16,  1969,  as  amended  through  December  15,  1970,  by  adding 
thereto : 

“that  the  westerly  masonry  wall  may  be  removed,  per¬ 
mitting  this  supermarket  to  be  used  in  conjunction  with 
the  food  market  on  Lot  17,  as  authorized  by  action  of  the 
Board  this  day  under  Cal.  No.  371-71-BZ,  substantially 
as  shown  on  revised  drawing  of  proposed  conditions 
marked  ‘Received  September  28,  1971’,  one  sheet,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(N.  B.  148-69) 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  I.  Louis  Winokur  and  Barney  Monte. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  at  the  request  of  the  Community  District  Plan¬ 
ning  Board. 

332-71-BZ  ' 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Irving  Klein. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing  and  to  await  the  decision 
of  the  Court. 


334-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Eldorado  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  change  in  occupancy  from 
automatic  car  wash  and  sales  lot  to  automobile  laundry 
and  automotive  service  station. 
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PREMISES  AFFECTED— 166  to  174  Kings  Highway, 
southwest  corner  of  West  12th  Street,  1676  to  1684  West 
12th  Street,  Block  6619,  Lot  42,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  Stuart  M.  Miller,  Joyce  M.  Keane, 
Karen  Gerry,  Allan  Larson,  Antoinette  Giammarco, 
Frances  Mauro,  Rosa  Parisi,  Anna  Nucatola,  Anne 
Pirrello,  Sam  Garea,  Nick  Cappadona,  Councilman 
Howard  Golden,  State  Senator  Albert  B.  Lewis  and 
Vasilios  C.  Arniotes. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  decision ;  previously  inspected ;  hearing  closed. 

_ 

375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-ll(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

PREMISES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition :  Charles  Miller. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 

I 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

.  APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition :  Mary  Giovannucci  and  Howard  Golden. 

ACTION  OF  BOARD— Laid  over  to  October  19,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
objectors. 


424-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 

SUBJECT — Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED— 162-08  Cross  Bay  Boulevard, 
91-10  to  91-18  162nd  Avenue,  southwest  corner,  Block 
14066,  Lots  5,  8,  10,  11,  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 


For  Opposition:  John  Marus. 

ACTION  OF  BOARD — Laid  over  to  October  12,  1971,  at 
10  A.M.,  at  the  request  of  the  Community  District  Plan¬ 
ning  Board. 

435-71-BZ 

APPLICANT — Stanley  L.  Horowitz  for  Deborah  Hospital, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  proposed 
two  story  hospital  structure,  the  installation  of  an  illumi¬ 
nated  sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 135-25  Northern  Boulevard, 
north  side,  212.25  feet  west  of  Farrington  Street,  Block 
4958,  Lots  17,  18,  and  55,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Steven  Miller,  Peter  Stern  and  Naomi 
J.  Schimel,  Deborah  Hospital. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  Community  Dis¬ 
trict  Planning  Board. 

450-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Wellington  As¬ 
sociates,  owner,  A1  Mounia,  Limited,  lessee. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  and  R10  district,  in  an 
existing  hotel,  the  addition  to  the  accessory  restaurant  and 
cocktail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 241  Madison  Avenue,  and  22 
East  38th  Street,  southeast  corner,  Block  867,  Lot  55,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  additional 
information;  previously  inspected. 


487-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Higher  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-19  of 
the  Zoning  Resolution,  to  permit  in  an  M2-1  district,  the 
conversion  and  enlargement  of  an  existing  building  to  a 
community  college  with  accessory  offices. 

PREMISES  AFFECTED — 31-10  Thomson  Avenue,  south¬ 
west  corner  of  31st  Place,  Block  278,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alfonso  Duarte,  Stephen  Lepp,  David  T. 

Henken  and  Peter  Temmer. 

For  Opposition:  John  Niblo. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
10  A.M.,  for  continued  hearing;  previously  inspected.  Ap¬ 
plicant  to  furnish  additional  information. 


222-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Thomas  H.  Fitz¬ 
gerald,  d/b/a  Sound  Associates,  Incorporated,  owner. 

SUBJECT — Application  April  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R8  district,  the  enlargement  in 
area  of  the  first  floor  of  an  existing  four  story  building  and 
the  change  in  occupancy  from  store  to  electrical  equipment 
manufacturing. 

PREMISES  AFFECTED— 424  West  45th  Street,  south 
side,  300  feet  west  of  9th  Avenue,  Block  1054,  Lot  46, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  T.  Richard  Fitz¬ 
gerald  and  Peter  J.  Fitzgerald. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  7,  1971,  acting  on  Alt.  Applic.  88/1971,  reads : 

“A-l  Revised :  Change  and  enlargement  of  a  non- 
conforming  use  in  a  R8  District  from  Use  Group  6  to 
Use  Group  17  is  contrary  to  Section  52-30  and  52-40 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R8  district,  the  enlargement  in  area  of  the  first  floor  of 
an  existing  four-story  building  and  the  change  in  occupancy 
from  stores  to  electrical  equipment  manufacturing,  for  a  term 
of  ten  years,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  April 
13,  1971”,  11  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


277-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUBJECT — Application  May  5,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  with  an 
existing  used  car  lot,  the  erection  of  a  one  story  building 
for  use  as  an  automobile  repair  shop. 

PREMISES  AFFECTED— 204-10  Northern  Boulevard, 
south  side,  30.81  feet  east  of  204th  Street,  Block  7301,  Lot 
9,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

For  Opposition :  None. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Not  Voting:  Commissioner  Klein .  1 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  27,  1971,  acting  on  N.B.  Applic.  75/1971,  reads: 

“1.  Proposed  use  of  Automobile  repairs — Use  Group 
16B  in  a  C2-2  Zone  is  contrary  to  Section  32-25  of  the 
Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a 
C2-2  district,  on  a  plot  with  an  existing  used  car  lot,  the 
erection  of  a  one-story  building  for  use  as  an  automobile  re¬ 
pair  shop,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  May  5, 
1971/’  5  sheets;  on  further  condition  that  all  cars  awaiting 
service  be  parked  on  existing  Lot  Number  19,  located  on 
Block  6267,  across  Northern  Boulevard  from  the  subject 
premises  of  this  application,  until  they  are  called  for  to  be 
worked  on ;  that  under  no  circumstances  are  cars  either 
awaiting  service  or  having  completed  servicing  to  be  parked 
on. adjoining  public  street;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


342-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  May  27,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-451  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-2  district,  the  con¬ 
version  and  maintenance  of  an  off-site  accessory  parking 
facility  for  a  public  housing  development. 

PREMISES  AFFECTED— 405  to  421  East  100th  Street, 
north  side,  111.5  feet  east  of  1st  Avenue,  Block  1694,  Lots 
6,  7,  9,  10,  12,  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Max  B.  Schreiber  and  Joseph  Schecter. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madiean  and 


Commissioner  Nolan  .  5 

Negative :  .  0 
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THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  25,  1971,  acting  on  Alt.  Applic.  451/1971,  reads: 

“C9 — Proposed  ‘Off-Site’  required  accessory  Off- 
Street  parking  spaces  may  not  be  located  in  a  Residence 
R7-2  district.  Z.R.  25-52.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 


Y 

< 

k* 
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Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-451  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-451  of  the  Zoning  Resolution,  to  permit  in 
an  R7-2  district,  the  conversion  and  maintenance  of  an  off¬ 
site  accessory  parking  facility  for  a  public  housing  develop¬ 
ment,  on  condition  that  all  work  shall  substantially  conform 
to  drawings  filed  with  this  application  marked  ‘‘Received 
May  27,  1971,”  4  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  shall  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


355-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60  (3)  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  or  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  637/1966,  reads: 

“A1 — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  period  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution 
and  Sec.  60  Subd.  IB  Multiple  Dwelling  Law.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60(3)  of  the  Multi¬ 
ple  Dwelling  Law,  to  permit  in  an  R6  district,  in  an  accessory 
parking  facility  for  a  housing  development,  the  addition  to 
the  uses  to  include  transient  parking  for  the  unused  or  surplus 
tenants’  spaces,  on  condition  that  the  building  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
May  28,  1971,”  8  sheets;  on  further  condition  that  the  vehicles 
parked  in  the  transient  spaces  shall  be  pleasure-type  cars 
only;  that  the  provisions  of  Section  60,  Subdivision  1(d)  of 
the  Multiple  Dwelling  Law  shall  be  complied  with ;  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with ; 
and  that  an  amended  Certificate  of  Occupancy  for  the  garage 
portion  of  the  building  shall  be  obtained  within  one  year 
from  the  date  of  this  resolution. 


356-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 99  Bellamy  Loop  South,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  700, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971  on  N.B.  Applic.  637-66,  reads: 

“A1 — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  period  of  less  then  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution 
and  Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  637-66,  Objec¬ 
tion  No.  Al,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60,  Subdivision  1(d)  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  all  the  garages  within  Co-op 
City  housing  development  shall  substantially  conform  to  the 
resolution  adopted  this  date  under  Calendar  Numbers  355-71- 
BZ,  357-71-BZ,  3S9-71-BZ,  361-71-BZ  and  363-71-BZ;  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
with. 


357-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60(3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 
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PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southeast  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  13/1966,  reads: 

“A12 — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution 
and  Sec.  60  Subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R6  district,  in  an 
accessory  parking  facility  for  a  housing  development,  the 
addition  to  the  uses  to  include  transient  parking  for  the 
unused  or  surplus  tenants’  spaces,  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  May  28,  1971,”  8  sheets;  on  further 
condition  that  the  vehicles  parked  in  the  transient  spaces  shall 
be  pleasure-type  cars  only ;  that  the  provisions  of  Section  60, 
Subdivision  1(d)  of  the  Multiple  Dwelling  Law  shall  be  com¬ 
plied  with;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with ;  and  that  an  amended  Certificate  of 
Occupancy  for  the  garage  portion  of  the  building  shall  be 
obtained  within  one  year  from  the  date  of  this  resolution. 


358-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED— 999  Co-op  City  Boulevard, 
southwest  corner  of  Baychester  Avenue,  Block  5141,  Lot 
120,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971  on  N.B.  Applic.  13-66,  reads : 

“A12 — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  13-66,  Objection 
No.  A12,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  60,  Subdivision  1(d)  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  all  the  garages  within  Co-op  City  housing 
development  shall  substantially  conform  to  the  resolution 
adopted  this  date  under  Calendar  Numbers  355-71-BZ,  357- 
71-BZ,  359-71-BZ,  361-71-BZ  and  363-71-BZ;  and  that  all 
other  laws,  rules  and  regulations  shall  be  complied  with. 


359-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60(3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an  R6 
district  in  an  accessory  parking  facility  to  a  housing  de¬ 
velopment  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  610/1966,  reads: 

“A1 — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R6  district,  in  an 
accessory  parking  facility  for  a  housing  development,  the 
addition  to  the  uses  to  include  transient  parking  for  the 
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unused  or  surplus  tenants’  spaces,  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  May  28,  1971,”  8  sheets;  on  further  con¬ 
dition  that  the  vehicles  parked  in  the  transient  spaces  shall 
be  pleasure-type  cars  only;  that  the  provisions  of  Section 
60,  Subdivision  1(d)  of  the  Multiple  Dwelling  Law  shall  be 
complied  with ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with ;  and  that  an  amended  Certificate  of 
Occupancy  for  the  garage  portion  of  the  building  shall  be 
obtained  within  one  year  from  the  date  of  this  resolution. 

( 


360-71- A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 99  Carver  Loop  East,  southwest 
corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  600,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971  on  N.  B.  Applic.  610-66,  reads : 

“Al — Request  to  rent,  required  off  street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.  B.  Applic.  610-66,  Objec¬ 
tion  No.  Al,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60,  Subdivision  1(d)  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  the  garages  within  Co-op  City 
housing  development  shall  substantially  conform  to  the  reso¬ 
lution  adopted  this  date  under  Calendar  Numbers  355-71-BZ, 
357-71-BZ,  359-71-BZ,  361-71-BZ  and  363-71-BZ ;  and  that 
all  other  laws,  rules  and  regulations  shall  be  complied  with. 

361-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  60  (3)  of  the  Multiple 
Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in  an 
R6  district,  in  an  accessory  parking  facility  for  a  housing 
development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 
PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  5,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.  B.  Applic.  635/1966,  reads: 

“Al — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  if  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  an  R6  district,  in  an 
accessory  parking  facility  for  a  housing  development,  the 
addition  to  the  uses  Jo  include  transient  parking  for  the 
unused  or  surplus  tenants’  spaces,  on  condition  that  the  buifd- 
ing  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  May  28,  1971,”  8  sheets;  on  further 
condition  that  the  vehicles  parked  in  the  transient  spaces  shall 
be  pleasure-type  cars  only;  that  the  provisions  of  Section  60, 
subdivision  1(d)  of  the  Multiple  Dwelling  Law  shall  be 
complied  with ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with ;  and  that  an  amended  Certificate  of 
Occupancy  for  the  garage  portion  of  the  building  shall  be 
obtained  within  one  year  from  the  date  of  this  resolution. 


362-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 99  Asch  Loop  West,  northeast 
corner  of  Bartow  Avenue,  Block  5141,  Lot  100,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971  on  N.B.  Applic.  635-66,  reads : 

“Al — Request  to  rent,  required  off  street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60,  subd.  IB  Multiple  Dwelling  Law.” 

and 
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Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  635-66,  Objec¬ 
tion  No.  Al,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60,  Subdivision  1(d)  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it  hereby 
is  granted,  on  condition  that  all  the  garages  within  Co-op 
City  housing  development  shall  substantially  conform  to  the 
resolution  adopted  this  date  under  Calendar  Num¬ 
bers^  355-71-BZ,  357-71-BZ,  359-71-BZ,  361-71-BZ  and 
363-71-BZ ;  and  that  all  other  laws,  rules  and  regulations 
shall  be  complied  with. 


363-71-BZ 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60,  (3)  of  the  Mul¬ 
tiple  Dwelling  Law  of  the  Zoning  Resolution,  to  permit  in 
an  R6  district,  in  an  accessory  parking  facility  for  a  hous¬ 
ing  development,  the  addition  to  the  uses  to  include  transient 
parking  for  the  unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5135,  Lot  90,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  5,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  659/1966,  reads: 

“Al — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week, 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  found  that  this  was  an  appropriate 
case  in  which  to  exercise  discretion  to  grant  under  Section 
60(3)  of  the  Multiple  Dwelling  Law. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  application  of  the  use  district 
regulations  of  the  Zoning  Resolution  and  that  the  application 
be  and  it  hereby  is  granted  under  Section  60(3)  of  the  Mul¬ 
tiple  Dwelling  Law,  to  permit  in  an  R6  district,  in  an 
acccessory  parking  facility  for  a  housing  development,  the 
addition  to  the  uses  to  include  transient  parking  for  the 
unused  or  surplus  tenants’  spaces,  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  May  28,  1971,”  8  sheets;  on  further  con¬ 
dition  that  the  vehicles  parked  in  the  transient  spaces  shall 
be  pleasure-type  cars  only;  that  the  provisions  of  Section 
60,  Subdivision  1(d)  of  the  Multiple  Dwelling  Law  shall  be 
complied  with ;  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with ;  and  that  an  amended  Certificate  of 


Occupancy  for  the  garage  portion  of  the  building  shall  be 
obtained  within  one  year  from  the  date  of  this  resolution. 


354-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 99  Erskine  Place,  northwest 
corner  of  Earhart  Lane,  Block  5135,  Lot  90,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971  on  N.B.  Applic.  659-66,  reads: 

“Al — Request  to  rent  required  off  street  parking 
spaces  to  non-residents  for  periods  of  less  than  one  week 
will  be  in  violation  of  Sec.  25-412  Zoning  Resolution  and 
Sec.  60  subd.  IB  Multiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  659-66,  Objection 
No.  Al,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  60,  Subdivision  1(d)  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  all  the  garages  within  Co-op  City 
housing  development  shall  substantially  conform  to  the  resolu¬ 
tion  adopted  this  date  under  Calendar  Numbers  355-71-BZ, 
357-71-BZ,  359-71-BZ,  361-71-BZ  and  363-71-BZ  and  that 
all  other  laws,  rules  and  regulations  shall  be  complied  with. 


365-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 99  Einstein  Loop  North,  south¬ 
east  corner  of  Hutchinson  River  Parkway,  Block  5135,  Lot 
210,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION: 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1971  on  N.B.  Applic.  660-66,  reads : 

“Al — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one 
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month,  will  be  in  violation  of  Sec.  60  subd.  IB  Multiple 
Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1971,  acting  on  N.B.  Applic.  660-66,  Objection 
No.  Al,  be  and  it  hereby  is  modified  under  the  powers  vested 
in  the  Board  by  Section  60,  Subdivision  1(d)  of  the  Multiple 
Dwelling  Law,  and  that  the  appeal  be  and  it  hereby  is  granted , 
on  condition  that  all  the  garages  within  Co-op  City  housing 
development  shall  substantially  conform  to  the  resolution 
adopted  this  date  under  Calendar  Numbers  3S5-71-BZ, 
357-71-BZ,  359-71-BZ,  361-71-BZ  and  363-71-BZ;  and  that 
all  other  laws,  rules  and  regulations  shall  be  complied  with. 


366-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corporation, 
owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  parking. 
PREMISES  AFFECTED — 2099  Bartow  Avenue,  north¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  100, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1971  on  N.B.  Applic.  636-66,  reads : 

“Al — Request  to  rent,  required  off-street  parking 
spaces  to  non-residents  for  periods  of  less  than  one 
month,  will  be  in  violation  of  Sec.  60,  subd.  IB  Multiple 
Dwelling  Law.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1971,  acting  on  N.B.  Applic.  636-66,  Objec¬ 
tion  No.  Al,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60,  Subdivision  1(d)  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  all  the  garages  within 
Co-op  City  housing  development  shall  substantially  conform 
to  the  resolution  adopted  this  date  under  Calendar  Numbers 
355-71-BZ,  357-71-BZ,  359-71-BZ,  361-71-BZ  and  363-71- 
BZ  ;  and  that  all  other  laws,  rules  and  regulations  shall  be 
complied  with. 


367-71-A 

APPLICANT — Herman  J.  Jessor  for  Riverbay  Corpora¬ 
tion,  owner. 

SUBJECT — Application  May  28,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  off  street  park¬ 
ing. 

PREMISES  AFFECTED — 99  Dreiser  Loop  East,  south¬ 
west  corner  of  Co-op  City  Boulevard,  Block  5141,  Lot  500, 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Herman  J.  Jessor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  Q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971  on  N.B.  Applic.  553-66,  reads: 

“A9 — Proposed  request  to  rent,  required  off-street 
parking  spaces  to  non-residents  for  periods  of  less  than 
one  month,  will  be  in  violation  of  Sec.  60  subd.  IB  Mul¬ 
tiple  Dwelling  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  28,  1971,  acting  on  N.B.  Applic.  553-66,  Objec¬ 
tion  No.  A9,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  60,  Subdivision  1(d)  of  the 
Multiple  Dwelling  Law,  and  that  the  appeal  be  and  it 
hereby  is  granted,  on  condition  that  all  the  garages  within 
Co-op  City  housing  development  shall  substantially  conform 
to  the  resolution  adopted  this  date  under  Calendar  Numbers 
355-71-BZ,  357-61-BZ,  359-71-BZ,  361-71-BZ  and  363-71- 
BZ  ;  and  that  all  other  laws,  rules  and  regulations  shall  be 
complied  with. 


Adjourned:  12:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY,  AFTERNOON,  OCTOBER  5,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

455-71-A 

APPLICANT — Buckley  and  Kisseloff  for  Uris  55  Water 
Street  Company,  owner. 

SUBJECT — Application  June  25,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  doors  to  stairs. 
PREMISES  AFFECTED — 55  Water  Street,  southeast  cor¬ 
ner  of  Old  Slip  Street,  Blocks  32  and  34,  Lots  1,  7,  20,  21,  22, 
24,  28,  17,  19,  29,  30,  34,  35,  37,  39,  8-12,  21-23,  33,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  N.  Stein,  H.  Corbett 
and  P.  Selden. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971  on  N.B.  Applic.  98-68,  reads: 

“C-12 — Comply  with  C26-604.4(j)  (1)  for  stair 
doors  on  1st  sub-cellar,  sub-cellar,  concourse,  2nd  thru 
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13th  floors,  16th  thru  18th  floors,  for  fire  protection  re¬ 
quirements.” 

and 

Whereas,  the  sample  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971,  acting  on  N.B.  Applic.  98-68,  Objection 
No.  C-12,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
and  door  shall  conform  to  drawings  marked  “Received  June 
25,  1971,”  28  sheets;  on  further  condition  that  this  use_  be 
limited  to  the  doors  and  openings  required  by  the  Chemical 
Bank ;  and  that  all  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


462-71-A 

APPLICANT — George  G.  Miller  for  Irving  Domnitch, 
owner. 

SUBJECT— Application  June  30,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  cellar  apartments. 
PREMISES  AFFECTED — 79-11  41st  Avenue,  north  side 
entire  block,  from  79th  Street  to  80th  Street,  Block  1490, 
Lot  18,  Elmhurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Reuben  Miller. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1971  on  Alt.  Applic.  1326-70,  reads : 

“2M — Proposed  conversion  of  doctors  offices  in 
cellar  into  dwelling  units  contrary  to  Sec.  34  Subd.  6 
M.  D.  L.  and  Sec.  D26-34.03  Housing  Maintenance  Code 
in  that  adequate  adjacent  space  outside  dwelling  units  is 
not  30  feet  in  its  least  dimension.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1971,  acting  on  Alt.  Applic.  1326-70,  Objec¬ 
tion  No.  2M,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  marked  “Received  June  30,  1971,” 
3  sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


466-71- A 

APPLICANT — D.  A.  Gaffney  for  GAF  Corporation,  owner. 
SUBJECT — Application  July  1,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  packaging  of  combustible 
mixtures  in  6  oz.,  25 l/  oz.,  32  oz.,  42%  oz.,  44  oz.  and  one 
gallon  polyethylene  bottles  with  plastic  screw  caps  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  The  City  of  New  York. 

APPEARANCES— 

For  Apjplicant:  D.  A.  Gaffney. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE  — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
May  12,  1971  on  Folder  #122-2798,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘GAF  3427  Toner  #3’  a  com¬ 
bustible  mixture  (F.  P.  125 °F.  T.  O.  C.)  &  ‘GAF  3481 
Toner  Pre-Mix’  a  combustible  mixture  (F.  P.  125°F. 
T.  O.  C.)  in  containers  as  follows:  32  oz.  polyethylene 
bottle  with  screw  cap  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit :  Sec. 
C-19-62.0.b.  Adm.  Code  City  of  N.  Y.  requires  that  metal 
or  glass  containers  be  used  to  package  combustible  mix¬ 
ture  products.” 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘GAF  3416  Blue  Imager  I’  a  com¬ 
bustible  mixture  (F.  P.  125°F.  T.  O.  C.)  &  ‘GAF  3406 
Imager  I’  a  combustible  mixture  (F.  P.  125  °F.  T.  O.  C.) 
in  containers  as  follows :  44  oz.  polyethylene  bottle  with 
plastic  screw  caps  is  disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit:  Sec. 
C-19-62.0.b.  Adm.  Code  City  of  N.  Y.  requires  that  metal 
or  glass  containers  be  used  to  package  combustible 
mixture  products.” 

“We  regret  to  inform  you  that  your  application  to 

register  your  products  #1 -  ‘GAF  3480  Electrostatic 

Conditioning  Fluid’  a  comb,  mixture  (F.  P.  125°F.) 

#2 -  ‘GAF  260370  Reservoir  Cleaning  Solution’  a 

comb,  mixture  (F.  P.  125°F.)  in  containers  as  follows: 
#1 —  One  gal.  Polyethylene  bottle  with  screw  cap. 
#2 — -  42J%  oz.  Polyethylene  bottle  with  screw  cap  is 
disapproved.  Such  containers  are  not  in  compliance  with 
our  regulations  to  wit:  Sec.  C-19-62.0.b  Adm.  Code  City 
of  N.  Y.  requires  that  metal  or  glass  containers  be  used 
to  package  combustible  mixture  products.” 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘GAF  3407  Imager  II’  a  comb, 
mixture  (F.  P.  120°  F.),  ‘GAF  3417  Blue  Imager  II’,  a 
com.  mixture  (F.  P.  120°F.)  &  ‘GAF  3482  Toner 
Concentrate’  a  comb,  mixture  with  a  (F.  P.  125 °F.)  in 
containers  as  follows :  25 %  oz.  polyethylene  bottles  with 
plastic  screw  caps  is  disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit :  Sec. 
C-19-62.0.b  Adm.  Code  City  of  N.  Y.  requires  that  metal 
or  glass  containers  be  used  to  package  combustible 
mixture  products.” 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘GAF  3428  Toner  Concentrate’ 
a  Com.  Mixture  (F.P.  125°F.  T.O.C.)  &  ‘GAF  3418 
Blue  Toner  Concentrate’  a  comb,  mixture  (F.P.  120°F. 
T.O.C.)  in  containers  as  follows:  6  oz.  polyethylene  bot¬ 
tle  with  pastic  screw  cap  is  disapproved.  Such  containers 
are  not  in  compliance  with  our  regulation  to  wit:  Sec. 
C-19-62.0.b  Adm.  Code  City  of  N.  Y.  requires  that  metal 
or  glass  containers  be  used  to  package  combustible  mix¬ 
ture  products.” 

and 

Whereas,  the  drawings  and  samples  of  the  containers 
were  reviewed  by  the  Board  which  recommended  that  the 
appeal  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
May  12,  1971,  acting  on  Folder  #122-2798,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  six  (6)  containers  shall  conform  to 
drawings  marked  “Received  July  1,  1971,”  6  sheets;  on  fur¬ 
ther  condition  that  the  label  on  the  container  be  in  such  style 
and  wording  as  is  satisfactory  to  the  Fire  Commissioner;  and 
that  in  all  other  respects,  all  laws,  rules  and  regulations  ap¬ 
plicable  shall  be  complied  with. 
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APPLICANT — Thomas  B.  Falcofsky  for  The  Carter’s  Ink 
Company,  owner. 

SUBJECT — Application  July  16,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  Carter’s  Rubber  Cement  in  4.3  ounce 
Poly  Vinyl  Chloride  Plastic  container  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant :  Thomas  B.  Falcofsky. 

For  Administration:  Capt.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  S 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  6,  1971  on  Folder  #122-766,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Carter’s  Rubber  Cement’  a  flam¬ 
mable  mixture  having  a  flash  point  under  75°F.  in  con¬ 
tainers  as  follows :  4.3  oz.  Poly  Vinyl  Chloride  Plastic 
container  is  disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit :  Sec.  C-19.59.9.C 
NYC  Adm.  Code  requires  that  flammable  mixtures  be 
packaged  in  glass  or  metal  containers.” 

and 

Whereas,  the  drawings  and  sample  of  the  container  were 
reviewed  by  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  6,  1971,  acting  on  Folder  #122-766,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  container  shall  conform  to  drawings 
marked  “Received  July  16,  1971,”  6  sheets;  on  further  condi¬ 
tion  that  the  label  on  the  container  be  in  such  style  and  word¬ 
ing  as  is  satisfactory  to  the  Fire  Commissioner ;  and  that  in 
all  other  respects,  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with. 

511-71-A 

APPLICANT — Albert  Melniker  for  Lecaman  Park  Estates, 
owner. 

SUBJECT — Application  July  26,  1971 — filed  pursuant  to  Sec¬ 
tion  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — North  Railroad  Avenue,  north 
side,  111.24  feet  west  of  Windermere  Road,  Block  4701,  Lot 
20,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

,  For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative: .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1971  on  N.  B.  Applic.  3572-69,  reads : 

“1.  Erection  of  a  building  in  the  bed  of  a  mapped 
street  is  contrary  to  Section  35  of  the  General  City  Law.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended  that 
the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1971,  acting  on  N.  B.  Applic.  3572-69,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  appeal  be 
and  it  hereby  is  denied. 


535-71-A 

APPLICANT — Nicholas  J.  Bouras,  Inc.  for  Epic  Metals 
Corporation,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  rescinding  previous 
grant  re-  floor  decking. 

PREMISES  AFFECTED— 230  East  149th  Street  and  425 
Morris  Avenue,  southwest  corner  from  East  144th  Street 
to  149th  Street,  Block  2335,  Lot  19,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Nicholas  J.  Bouras, 
Frank  A.  Sauk  and  Vincent  Detrano,  Jr. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  an  appeal  from  a  decision  of  the 
Borough  Superintendent,  rescinding  a  previous  grant,  re¬ 
floor  decking,  dated  July  28,  1971,  reads  : 

“On  the  basis  of  an  Amendment  filed  with  the  MEA 
Division  of  Department  of  Buildings  to  MEA  99-70  M 
(Epicore  Floor  Assembly)  for  a  fire  resistance  rating  of  3 
hours,  this  office  has  indicated  that  ‘upon  request  from 
Architect  or  Engineer  of  the  above  mentioned  premises, 
an  individual  approval  by  Borough  Superintendent  of  said 
decking  may  be  granted.’  This  information  was  con¬ 
veyed  to  you  in  letter  dated  July  9,  1971  from  this  office. 

Upon  further  study  it  was  determined  from  informa¬ 
tion  submitted  to  our  executive  office,  that  said  Epicore 
Floor  Assembly  for  3  hour  fire  resistance  rating  at  the 
above  mentioned  premises  would  not  be  permitted. 

“Accordingly  the  letter  sent  to  you,  dated  July  9, 
1971,  is  hereby  rescinded. 

Isadore  M.  Cohen,  P.E. 
Borough  Superintendent 
Department  of  Buildings 
Borough  of  The  Bronx.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  28,  1971,  acting  on  Amendment  to  MEA  99-70M, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  decking  shall  conform 
to  drawing  marked  “Received  September  8.  1971,”  one  sheet; 
and  that  all  other  laws,  rules  and  regulations  shall  be  com¬ 
plied  with. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner:  John  Spearing. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.,  for  the  purpose  of  obtaining  a  further  progress 
report ;  continued  hearing. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner:  None. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.  at  the  request  of  the  owner. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner:  George  R.  Sergent,  Jr. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  with  concurrence  of  Fire  Department,  for  progress 
report;  continued  hearing. 


444-71-A 

APPLICANT — Sol  Feinberg  for  Duncan  Petroleum  Trans¬ 
port,  Incorporated,  owner. 

SUBJECT — Application  June  24,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tanks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 

APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.,  for  applicant  to  modify  plan,  and  for  decision ; 
hearing  closed. 


445-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Allied  Storage  Warehouse  Cor¬ 
poration. 


SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 4268  to  4270  Third  Avenue, 
east  side,  55  feet  north  of  East  178th  Street,  Block  3061, 
Lot  3,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner:  Herbert  J.  Miller  and  Albert  A.  Procissi. 
ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.,  for  continued  hearing. 


446-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 460  to  474  Knickerbocker  Ave¬ 
nue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner :  Paul  Lunda. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.M.,  with  concurrence  of  Fire  Department,  for  continued 
hearing;  owner’s  representative  to  appear. 


447-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner:  None. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.  M.  at  the  request  of  the  owner. 


524-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  July  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  fuel  oil  storage. 
PREMISES  AFFECTED — 4401  Victory  Boulevard,  west 
side,  and  Arthur  Kill,  east  side,  Block  2735  Dock  Area, 
2745  Generating  Station,  Lot  10,  Travis,  Borough  of  Rich¬ 
mond. 

APPEARANCES— 

For  Applicant :  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  19,  1971,  at 
2  P.  M.,  for  inspection  and  continued  hearing ;  applicant  to 
modify  drawings. 


Adjourned:  3:00  P.M. 

James  P.  Mulroy,  Secretary 
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New  Cases  Filed  up  to  October  12 ,  1971 

Cal.  No.  Dept.  Premise#  Affected 

655-71-SA — Saturn  Machine  and  Tool  Company,  PDI 
Column  Clips,  manufactured  by  Saturn  Machine  and  Tool 
Company,  Appliance. 


656-71-SM — GAF  Corporation  Building  Products  Di¬ 
vision,  Stratalite  Thatch  S120  Siding,  manufactured  by 
GAF  Corporation  Building  Products  Division,  Material. 


657-71-SM — Crosby-Laughlin,  Wedge  Socket  S-421  for 
wire  rope  terminal,  manufactured  by  Crosby-Laughlin, 
Material. 


658-71-SA — Binks  Manufacturing  Company,  Electro¬ 
static  Automatic  Spray  Gun,  various  models,  manu¬ 
factured  by  Binks  Manufacturing  Company,  Appliance. 


659-71-SA — Hammond  Industries,  Incorporated,  Ham¬ 
mond  Washer-Extractor  Model  225-S,  manufactured  by 
Hammond  Industries,  Incorporated. 


Restored  to  Docket 

241-70-BZ— B.M.— 187-189  East  64th  Street,  1090-1108 
3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Queens,  restored  to 
docket  by  order  of  the  Court,  re-  transient  parking,  Cl-9 
district. 


242-71-A— B.M.— 187-189  East  64th  Street,  1090-1108 
3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan,  restored  to 
docket  by  order  of  the  Court,  use  of  accessory  garage 
for  transient  parking. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings.  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B-Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


NOVEMBER  9,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  November  9,  1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

914-50-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Sara  Mandel  Lakin 
and  Malcolm  L.  Bennet,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  23, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  laundry  (non-automatic)  minor  auto  repair  shop  with 
hand  tools  only  and  parking  of  motor  vehicles  awaiting 
service. 

PREMISES  AFFECTED — 102-06  Metropolitan  Avenue, 
southeast  corner  of  71st  Avenue,  Block  3900,  Lot  1,  Forest 
Hills,  Borough  of  Queens. 

463-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Malcolm  L.  Bennet, 
Sara  Mandel  Lakin,  owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  30, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  of  a  gasoline  service  station  with  accessory  uses 
of  car  washing,  minor  motor  vehicle  repairs,  sales  of  acces¬ 
sories  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 35-02  to  35-10  (35-06  official) 
Junction  Boulevard,  and  95-08  to  95-16  35th  Avenue,  south¬ 
west  corner,  Block  1469,  Lot  10,  Elmhurst,  Borough  of 
Queens. 


606-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Malcolm  L.  Bennet 
and  Sara  Mandel  Lakin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  22, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection 
of  a  gasoline  service  station,  lubritorium,  auto  laundry,  non 
automatic,  minor  auto  repair  shop  with  hand  tools  only, 
parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 63-07  Broadway,  northwest  cor¬ 
ner  of  64th  Street,  entire  block  bounded  by  Broadway,  35th 
Avenue  from  63rd  to  64th  Streets,  Block  1190,  Lot  41, 
Jackson  Heights,  Borough  of  Queens. 


408-71-BZ 

APPLICANT — Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 


434-71-BZ 

APPLICANT — Peter  R.  Gray  for  Henry  J.  Meyers,  owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  enlargement  in  area  of  an 
existing  group  medical  center  that  encroaches  on  the  re¬ 
quired  front  and  side  yard. 

PREMISES  AFFECTED — 83-91  Woodhaven  Boulevard, 
east  side,  70.73  feet  north  of  Parkland  South,  Block  8890, 
Lots  6  and  10,  Woodhaven,  Borough  of  Queens. 


451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner  Carl  Kuntzler,  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 
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469-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Richard  Turchiano, 
owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
second  story  to  an  existing  contractors  establishment  pre¬ 
viously  before  the  Board  that  creates  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 2119  to  2125  Coyle  Street,  east 
side,  160  feet  south  of  Avenue  U,  Block  7368,  Lot  65, 
Borough  of  Brooklyn. 


490-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Company, 
Incorporated,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  the  reconstruction 
and  rehabilitation  of  an  automotive  service  station  with  ac¬ 
cessory  uses  previously  before  the  Board. 

,  PREMISES  AFFECTED — 2203  to  2209  Amsterdam  Ave¬ 
nue,  and  490  to  498  West  170th  Street,  southeast  corner, 
Block  2112,  Lot  26,  Borough  of  Manhattan. 


529-71-BZ 

APPLICANT — Leo  D.  Fakler  for  DGGV  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  cellar  supermarket  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 84-12  97th  Avenue,  southeast 
corner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 


577-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  expansion 
of  an  existing  printing  establishment  previously  before  the 
Board  into  an  adjoining  building  and  the  erection  of  a 
second  floor  for  use  as  offices. 

PREMISES  AFFECTED— 3839  to  3851  White  Plains 
Road,  southwest  corner  of  East  221st  Street,  Block  4655, 
Lot  43,  Borough  of  The  Bronx. 


331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  presently 
developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

Laid  over  from  October  12,  1971,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  9,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  9,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

901-61-SA 

APPLICANT — General  Dynamics  Corporation,  Vehicle  for 
transporting  liquid  oxygen,  argon  or  nitrogen. 


713-68-SA 

APPLICANT — Industrial  Industries,  Incorporated,  Grease 
extractor  system. 


499-71-SM 

APPLICANT — Union  Carbide  Corporation,  Concrete  ad¬ 
mixture. 


506-71-SM 

APPLICANT — Sika  Chemical  Corporation,  Bonding  agent. 


521-71-SM 

APPLICANT — The  Central  Foundry  Company,  Gasket. 


538-71-SA 

APPLICANT — Utica  Radiator  Corporation,  Oil  and  gas 
fired  boilers. 


553-71-SA 

APPLICANT — Irex  Corporation,  Heater. 


569-71-SA 

APPLICANT — Scully  Electronic  Systems,  Incorporated, 
Liquid  level. 


623-71-SM 

APPLICANT — Simplex  Ceiling  Corporation,  Metal  tee 
bars. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupany  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 
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611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant  to 
Section  36,  Art.  3  of  the  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 


425-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corp.,  owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Art.  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 


426-71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Develop¬ 
ment  Corp.,  owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Art.  3,  General  City  Law  re-  building  not 
fronting  legal  sfreet. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south"  of 'Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 


163-71-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED — Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 

171-71-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owmer. 

SUBJECT — Application  March  24,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  means  of  egress 
and  class  of  construction  contrary  to  the  Labor  Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st  Street, 
207  to  237  42nd  Street,  Block  717,  Lot  1,  Borough  of 
Brooklyn. 


266-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Lucente, 
owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 131  Jansen  Street,  north  side, 
259.35  feet  west  of  Holdridge  Avenue,  Block  6372,  Lot  58, 
Princess  Bay,  Borough  of  Richmond. 


566-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Crist  Visich, 
owner. 


SUBJECT — Application  August  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED — 3311  Colden  Avenue,  west  side, 
100  feet  north  of  Duncan  Street,  Block  4634,  Lot  35,  Bor¬ 
ough  of  The  Bronx. 

568-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  59-79  Corporation, 
owner. 

SUBJECT — Application  August  27,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED— 59  East  79th  Street,  north  side, 
141  feet  east  of  Madison  Avenue,  Block  1491,  Lot  27,  Bor¬ 
ough  of  Manhattan. 


637-71-A 

APPLICANT — Harry  Soled  for  Kreisman  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  lot  lines. 

PREMISES  AFFECTED— 1467  57th  Street,  north  side,  120 
feet  west  of  15th  Avenue,  Block  5692,  Lot  44,  Borough 
of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  16,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  November  16,  1971,  at  10  o’clock  at  .80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

771-61-BZ 

APPLICANT — Kenneth  H.  Koons  for  Dominick  Scala, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  24, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 173  East  205th  Street,  north 
side,  189.60  feet  east  of  Grand  Concourse,  Block  3312,  Lots 
63  and  65,  Borough  of  The  Bronx. 


924-55-BZ 

APPLICANT — Kenneth  H.  Koons  for  Debruce  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  7,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  proposed  parking  lot  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 31-35  Monroe  Street,  north 
side,  139  feet  9  inches  west  of  Market  Street,  Block  276, 
Lots,  16,  17  and  18,  Borough  of  Manhattan. 


215-34-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  30, 
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1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  erection  of  a  gasoline  service  station  and  the  ac¬ 
cessory  uses  of  minor  motor  vehicle  repairs  and  parking  of 
cars  awaiting  service. 

PREMISES  AFFECTED— 118-02  to  118-12  Merrick  Boule¬ 
vard,  southwest  corner  of  118th  Avenue,  Block  12371,  Lot 
324,  St.  Albans,  Borough  of  Queens. 


327-55-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owmer. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  24,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  22A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  laundry  (non-automatic)  minor 
auto  repair  shop  (with  hand  tools  only)  and  the  parking 
of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 202-06  Hillside  Avenue,  south¬ 
east  corner  of  202nd  Street,  Block  10496,  Lot  52,  Hollis, 
Borough  of  Queens. 


1290-66-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein  and  Cyrus 
Gebber,  owners. 

SUBJECT — Application  reopened  as  Volume  II,  September 
28,  1971 — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one  story  building  for  use 
as  a  retail  store. 

PREMISES  AFFECTED — 1836  to  1 846  Rockaway  Park¬ 
way,  and  9625  Avenue  M,  northwest  corner,  Block  8261, 
Lot  1,  Borough  of  Brooklyn. 


269- 71-BZ 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  an  R3-2  district,  on  a  plot  with  greenhouses, 
the  addition  to  the  uses  to  include  the  sale  of  agricultural 
products  grown  off-site. 

PREMISES  AFFECTED— 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

270- 71-A 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  building  area  ex¬ 
ceeds  the  tabular  limits. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulle  Head,  Borough  of  Richmond. 

404-71-BZ 

APPLICANT — Edwin  Storch  for  Sam  Glickman,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  previously 
before  the  Board  for  use  as  accessory  parking  and  loading. 


PREMISES  AFFECTED— 23-69  to  23-71  38th  Street,  east 
side,  137.21  feet  north  of  Astoria  Boulevard,  Block  803,  Lot 
13,  Astoria,  Borough  of  Queens. 

443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

452-71-BZ 

APPLICANT — Otto  J.  Sambach  for  Cirillo  Brothers  Ter¬ 
minal  Incorporated,  owner. 

SUBJECT — Application  June  24,  1971 — decision  of  the  De¬ 
partments  of  Ports  and  Terminals,  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  an  M3-1  district,  the 
conversion  of  existing  fuel  oil  tanks  to  gasoline  tanks 
that  encroach  on  the  minimum  distance  to  a  zoning  bound¬ 
ary. 

PREMISES  AFFECTED — 1060  to  1066  Zerega  Avenue, 
2401  Black  Rock  Avenue,  northeast  corner  and  2400  Wat¬ 
son  Avenue,  Block  3837,  Lot  1,  Borough  of  The  Bronx. 


453-71-BZ 

APPLICANT — Aaron  Halpern  for  Benedict  L.  Lurie, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-01  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
addition  to  the  uses  of  an  existing  hospital  to  include  laun¬ 
dry  service  for  an  affiliated  hospital. 

PREMISES  AFFECTED — 80-02  Kew  Gardens  Road, 
northwest  corner  of  80th  Road,  Block  3348,  Lot  37,  Kew 
Gardens,  Borough  of  Queens. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

THOMAS  GALVIN,  Chairman 


NOVEMBER  16,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  16,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 
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SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

514- 71-A 

APPLICANT — Sawyer,  Sullivan  &  Scanlan  for  STP  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  STP  Diesel  Fuel  Treatment  in  32 
ounce  metal  cans  with  sealed  tops  not  in  compliance  with 
the  regulations  of  the  Administrative  Code  of  New  York 
City. 

515- 71-A 

APPLICANT — Sawyer,  Sullivan  and  Scanlan  for  STP 
Corporation,  owner. 

SUBJECT — Application  July  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  STP  Double  Power  Gas  Treatment 
in  8  fluid  ounce  and  12  fluid  ounce  metal  cans  with  non- 
replaceable  tear  caps  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 


516-71-A 

APPLICANT — Pitney  Bowes,  Incorporated  for  Hunt  Chem¬ 
ical  Company,  owner. 

SUBJECT — Application  July  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  Toner  for  Copier  Model  262,  and 
Concentrate  for  Copier  Models  262  in  32  fluid  ounce  poly¬ 
ethylene  bottle,  and  7^4  fluid  ounce  polyethylene  container 
not  in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 

552-71-A 

APPLICANT — Office  of  Alfred  Easton  Poor  for  Sixty  Wall 
Tower  Incorporated,  owner;  Cities  Service  Company, 
lessee. 


SUBJECT — Application  August  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft  in  class 
one  building. 

PREMISES  AFFECTED — 2  to  18  Cedar  Street,  and  66  to 
78  Pine  Street,  northwest  corner,  and  171  to  181  Pearl 
Street,  Block  41,  Lot  1,  Borough  of  Manhattan. 


561-71-A 

APPPLICANT — Sol  Feinberg  for  M.  L.  C.  Management 
Company,  owner ;  Zenith  Manufacturing  and  Chemical 
Corporation,  Manufacturer. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  manufacturing  com¬ 
bustible  mixtures  requiring  a  permit. 

PREMISES  AFFECTED— 139  Spring  Street,  94  to  98 
Wooster  Street,  northeast  corner,  Block  500,  Lot  40,  Bor¬ 
ough  of  Manhattan. 


572-71-A 

APPLICANT — Arthur  Edelstein  for  Croydon  Country  Day 
School,  owner. 

SUBJECT — Application  August  26,  1971 — review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  violation  of 
use. 

PREMISES  AFFECTED — 173-53  Croydon  Road,  north¬ 
east  corner  Homelawn  Street,  Block  9892,  Lot  19,  Jamaica, 
Borough  of  Queens. 


645-71-A 

APPLICANT — Vincent  S.  LaGanga  for  George  Chance, 
owner. 

SUBJECT — Application  September  29,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 161  Bathgate  Street,  north 
side,  50.00  feet  west  of  Arden  Avenue,  Block  5407,  Lot  25, 
Eltingville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


\ 
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REGULAR  MEETING 

TUESDAY  MORNING.  OCTOBER  12.  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon  September  28,  1971, 
were  approved  as  printed  in  the  Bulletin  of  October  7,  1971, 
Vol.  56,  No.  40. 

585-62-A 

APPLICANT — Charles  M.  Spindler  of  Hobb  Realty  Asso¬ 
ciates,  owner. 

,  SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  an  order  and  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  sprinkler  system;  previ¬ 
ously  granted  on  condition. 

PREMISES  AFFECTED — 541-545  West  34th  Street,  north 
side,  225  feet  east  of  11th  Avenue,  Block  706,  Lots  10,  13 
and  54,  Borough  of  Manhattan. 

|  APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

]  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

1  Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  7,  1964,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  May  27,  1969; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  7, 
1964  as  amended  through  May  27,  1969  by  adding  thereto: 
“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  June 
24,  1971’,  seven  sheets,  on  condition  that  the  occupancy 
shall  be  limited  to  the  number  of  persons  shown  thereon, 
including  the  ‘Schedule  of  Employees’  shown  on  the 
second  floor  plan ;  and  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (F.  D.  No.  541634) 


743-42-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Newman  Oil  Cor¬ 
poration,  owner. 

|  SUBJECT — Application  for  consideration — request  to  waive 
l  the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  7/19/71 — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
>  under  Section  7f  of  the  Zoning  Resolution  to  permit  in  a 
business  use  district  the  erection  and  maintenance  of  a 
gsoline  service  station,  lubritorium,  auto  laundry  and 
office,  and  the  parking  and  storage  of  more  than  five  motor 
vehicles  on  the  unbuilt  upon  portion  of  the  plot. 

PREMISES  AFFECTED — 51-59  Maujer  Street  and  451- 
457  Lorimer  Street,  northwest  corner,  Block  2785,  Lot  32 
(formerly  Lots  32,  35  and  36),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 


ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  April  26,  1949,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  26,  1949,  as  amended  through 
July  19.  1966,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  July  19,  1971,  to 
permit  .  .  . ;  on  condition  that  the  sidewalks  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.  B.  1826-48) 

462-51-BZ 

APPLICANT — Lama  and  Vassalotti  for  Pharmaceutical 
Society  of  the  State  of  New  York,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  change  in 
occupancy  from  residence  to  lecture  rooms,  library,  offices 
and  caretaker’s  apartment. 

PREMISES  AFFECTED-1 17-119  East  69th  Street,  north 
side,  160  feet  west  of  Lexington  Avenue,  Block  1404,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

AC  FION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  30,  1951,  on  certain  conditions;  and 

W hereas,  a  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
30,  1951,  as  amended  through  January  26,  1954,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  December  12,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects:  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  986-71) 

942-54-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Companv, 
owner. 


MINUTES 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  17,  1971 — 
decision  of  the  Borough  Superintendent;  previously  granted 
on  condition  under  Sections  7f  and  7 A  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  business  use  district  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
washing  (non-automatic),  storage  and  sale  of  accessories 
and  office  with  a  curb  cut  nearer  the  residence  use  district 
than  is  permitted. 

PREMISES  AFFECTED— 144-21  Liberty  Avenue  and  138- 
34  to  138-52  Lloyd  Road,  northwest  corner,  Block  10020, 
Lot  114,  Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  17,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  17, 
1956,  as  amended  through  November  7,  1956,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  July  17,  1971,  to 
permit  .  .  . ;  on  condition  that  the  sidewalks  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.  B.  3768-54). 

550-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  24,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district  the 
erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  car  wash,  office  for  sale  of  accessories,  auto 
repairs,  storage  of  auto  accessories,  parking  and  storage  of 
more  than  5  motor  vehicles. 

PREMISES  AFFECTED — 640-666  Conduit  Boulevard  and 
600-608  Grant  Avenue,  entire  block  bounded  by  Grant, 
Belmont,  Sheridan  Avenues  and  Conduit  Boulevard,  Block 
4239,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1956,  on  certain  conditions ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  24, 
1956,  as  amended  through  May  20,  1958,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  ten  years  from  July  24,  1971,  to 
permit  on  condition  that  the  sidewalks  and  curbs 

surrounding  the  site,  on  all  four  streets  shall  meet  the 
requirements  of  the  Department  of  Highways ;  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects;  and  that  a  new 
Certificate  of  Occupancy  shall  be  obtained.”  (N.B. 
1467-55). 


S08-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobile  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  April  3,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7h,  7f  and  7i  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  retail  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium,  auto 
repairs,  (hand  tools  only),  auto  washing  (non-automatic), 
office  sales  and  storage  of  auto  accessories,  parking  of  cars 
waiting  to  be  serviced. 

PREMISES  AFFECTED— 35-02  to  35-08  (35-04  official) 
Bell  Boulevard  and  213-12  to  213-20  35th  Avenue,  south¬ 
west  corner,  Block  6169,  Lot  6,  Bayside,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  3,  1956,  on  certain  conditions;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
on  October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  Resolution  adopted  on  April  3,  1956,  as  amended  through 
March  26,  1957,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  April  3,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.B.  4021-55) 

47-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  December  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f,  7i,  7h  and  7 A  of 
the  zoning  resolution,  to  permit  in  a  business  and  residence 
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use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station,  lubritorium,  storage,  car  washing,  minor 
auto  repairs,  office  sales,  parking  and  storage  of  motor 
vehicles;  show  window  and  signs  within  75  ft.  of  the  resi¬ 
dence  use  district. 

PREMISES  AFFECTED— 7813-7823  18th  Avenue  and 
1801-1811  79th  Street,  northeast  corner,  Block  6261,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  4,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  4,  1956,  as  amended  through  October  8,  1957,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  December  4,  1971, 
to  permit  .  .  . ;  on  condition  that  the  sidewalks  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  2848-55) 


980-67-BZ 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti 
for  Mary  Marano  and  Richard  Corbisiero,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  and 
R-5  district,  the  erection  of  a  two  story  enlargement  to 
an  existing  restaurant,  catering  and  cabaret  establishment. 

PREMISES  AFFECTED— 21-01  to  21-13  24th  Avenue, 
23-83  to  23-91  21st  Street,  northeast  corner,  Block  876, 
Lots  12,  14,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1968,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  May  4,  1971  ;  and 
Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  23,  1968,  as  amended  through 
May  4,  1971  by  adding  thereto: 


“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received 
August  10,  1971,’  three  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  920-67.) 


981-67-A 

APPLICANT — Lama,  Proskauer,  Prober  and  Vassalotti  for 
Mary  Marano  and  Richard  Corbisiero,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent,  re-  frame  building,  extension  of 
commercial  use  (Class  3  extension)  ;  previously  granted  on 
condition. 

PREMISES  AFFECTED— 21-01  to  21-13  24th  Avenue, 
23-83  to  23-91  21st  Street,  northeast  corner,  Block  876, 
Lots  12,  14,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1968,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
23,  1968,  by  adding  thereto  : 

“that  two  small  dining  rooms  may  be  permitted  on  the 
second  floor,  on  condition  that  the  terms  and  conditions 
of  the  resolution  adopted  this  day  under  Cal.  No.  980- 
67-BZ  be  complied  with ;  and  that  other  than  as  herein 
amended  the  resolution  adopted  by  the  Board  on  July 
23,  1968  be  complied  with  in  all  respects.”  (Alt.  920-67.) 


817-68-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Radar  Con¬ 
struction  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 
to  complete,  which  expired  April  29,  1970 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  R4  district,  the  erection  of  a  two  family  dwelling 
on  a  plot  that  has  less  than  the  required  lot  area. 
PREMISES  AFFECTED — 2461  East  3rd  Street,  east  side, 
60  feet  south  of  Ocean  Court,  Block  7199,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dominick  Salvati  and  Harriet  R.  Jacobs. 
ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  29,  1969,  on  certain  conditions  ;  and 
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Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  April  29,  1969,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  656-68). 

145-70-BZ 

APPLICANT — Leonard  Lazarus  for  Hilda  Oppenheimer, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  July  14,  1971 
— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution  _  to  permit  in  a  C8-3  and  R8  district,  the  en¬ 
largement  in  area  of  an  existing  parking  lot  extending  into 
the  residence  district. 

PREMISES  AFFECTED — 728  River  Avenue,  east  side, 
182.42  feet  south  of  East  157th  Street,  Block  2482,  Lot  6, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Richard  Klughery. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  14,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  14, 
1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  July  14,  1971.”  (Alt.  200-69). 

349-70-BZ 

APPLICANT — Joseph  B.  Lynch  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  September 
15,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl -2  district,  the  re¬ 
construction  and  rearrangement  in  area  of  an  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 105-02  Rockaway  Boulevard, 
southeast  corner  of  Centerville  Street,  Block  11480,  Lot  51 
(formerly  Lot  45),  Ozone  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . . . . 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  15,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and.  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  15,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  September  15,  1971.”  (N.B.  46-70) 


241-70-BZ 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket,  subject  to  regular  procedure,  in 
accordance  with  the  order  of  the  Court — decision  of  the 
Borough  Superintendent ;  previously  denied,  under  Section 
60(3)  of  the  Multiple  Dwelling  Law  to  permit  in  a  Cl-9 
district,  in  an  existing  31  story  multiple  dwelling,  the 
addition  to  the  uses  to  include  transient  parking  for  the 
unused  and  surplus  tenants  spaces. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090 
to  1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  Sckalor. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to.  the  Docket,  subject  to  regular  procedure,  in  accordance 
with  the  order  of  the  Court. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


242-70-A 

APPLICANT — Samuel  Garnett  for  6465  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  for  consideration — to  reopen  and 
restore  to  the  Docket,  subject  to  regular  procedure,  in 
conjunction  with  Cal.  .  No.  241-70-BZ — filed  pursuant  to 
Section  60  of  the  Multiple  Dwelling  Law  re-  use  of  acces¬ 
sory  garage  to  a  Multiple  Dwelling  for  transient  parking, 
previously  denied. 

PREMISES  AFFECTED— 187-189  East  64th  Street,  1090 
to  1108  3rd  Avenue,  northwest  corner,  160  East  65th  Street, 
Block  1399,  Lot  33,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Martin  Sckalor. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket,  subject  to  regular  procedure,  in  accordance 
with  the  order  of  the  Court. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  Q 


153-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

SUBJECT— Application  March  12,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main- 
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tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED— 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati,  Gaspare  J.  Gallo, 
Harriet  R.  Jacobs,  David  Smahl  and  Bernard  Herman. 
For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1971, 
at  10  A.M.,  for  decision;  applicant  to  submit  additional 
information;  previously  inspected;  hearing  closed. 


246-71-BZ 

APPLICANT — Murray  Rudman  and  David  Pell  for  Harold 
Lamm,  owner ;  Brilce  Sharp  Incorporated,  lessee. 
SUBJECT — Application  April  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  in  an  existing  two 
story  building,  the  maintenance  of  a  clothing  manufacturing 
establishment  on  the  first  floor. 

PREMISES  AFFECTED — 139-19  Jamaica  Avenue,  north 
side,  117.84  feet  west  of  144th  Street,  Block  9673,  Lot  24, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Murray  Rudman. 

For  Opposition :  Dorothy  Garbarieno,  Eileen  Basso,  Ruth 
E.  Yust,  Mary  Basso. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  revised 
plans;  previously  inspected. 


APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  presently 
developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  accessory 
uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  Rusciano  and  S.  Weinstein.. 

For  Opposition:  John  Zenir,  A.  Cabozzoli,  Mariana  De 
Nettis,  Pia  M.  Miller,  Salvator  La  Morte,  Frank  J. 
D’Amato. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
10  A.M..  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information ;  previously  inspected. 

j  _ 

335-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4,000  gasoline  tank  and  pump. 

PREMISES  AFFECTED— 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Robert  F.  Germain  and  Victor  V.  Alle- 
gretti. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  hearing  at  the  request  of  the  Community 
Planning  Board. 


424-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner ;  Mobil  Oil  Corporation,  lessee. 

SUBJECT — Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automo¬ 
tive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED— 162-08  Cross  Bay  Boulevard, 
91-10  to  91-18  162nd  Avenue,  southwest  corner,  Block 
14066,  Lots  5,  8,  10  and  11,  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  John  Marus,  James  Vaccaro  and  Anna 
Vaccaro. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  re¬ 
vised  plans ;  previously  inspected. 


520-71-BZ 

APPLICANT — Marcel  Breur  and  Associates  for  New  York 
City  Board  of  Education,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
five  story  high  school  that  encroaches  on  the  required  front 
yard  and  rear  yard  equivalent  and  penetrates  the  sky  ex¬ 
posure  plane. 

PREMISES  AFFECTED — 33-33  13th  Street,  northeast 
corner  of  34th  Avenue,  Block  520,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Elliot  Saltzman  and  Thomas  Hayes. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971  at 
10  A.M.  for  continued  hearing;  applicant  to  modify  draw¬ 
ings  ;  previously  inspected. 


550-71-BZ 

APPLICANT — George  J.  Meltzer  for  Nomram  Enterprises 
Incorporated,  owner;  The  Atlantic  and  Pacific  Tea  Com¬ 
pany,  lessee. 

SUBJECT — Application  August  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R2  district,  the  enlargement  in  lot 
area  and  floor  area  of  a  supermarket  previously  before  the 
Board. 

PREMISES  AFFECTED— 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Meltzer. 

For  Opposition :  Evelyn  Katzman  and  Helen  Meskouris. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971  at 
10  A.M.  for  continued  hearing;  applicant  to  modify  plans; 
previously  inspected. 
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APPLICANT — Norman  Reiffman  for  Joseph  Prisco, 
Pamela  Prisco  and  Pasquale  Prisco  Gerard  Operating 
Corporation,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district, 
the  erection  and  maintenance  of  an  automotive  service 
station  with  accessory  signs. 

PREMISES  AFFECTED — 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971 
at  10  A.M.,  for  hearing  at  the  request  of  the  applicant. 


153-70-BZ — Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space. 

PREMISES  AFFECTED— 42-29  202nd  Street,  east  side, 
240  feet  north  of  43rd  Avenue,  Block  6260,  Lot  51,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971 ;  then  to  September  8,  1971 ;  then 
to  September  28,  1971 ;  then  to  October  12,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971,  acting  on  N.  B.  Applic.  9/1970, 
reads : 

“1.  Proposed  building  exceeds  max.  F.  A.  R.  and  is 
deficient  in  O.  S.  R.,  contrary  to  Sec.  23-141  Z.  R. 

2.  Number  of  rooms  exceeds  permissible,  contrary 
to  Sec.  23-222  Z.  R. 

3.  Proposed  first  and  second  floor  porches  within 
the  required  open  space,  contrary  to  Sec.  23-12  Z.  R. 

4.  Proposed  first  and  second  floor  porches  within 
the  required  front  yard  contrary  to  Sec.  23-44  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  three-story,  two-family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than  the 
required  open  space  ratio  and  lot  area  per  room,  and  has 
porches  that  are  not  permitted  obstructions  within  the 
required  open  space  and  front  yard,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  September  24,  1971,”  2  sheets,  and 
“October  7,  1971,”  one  sheet;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


154-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72- 21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-19  202nd  Street,  east  side, 
180  feet  south  of  42nd  Avenue,  Block  6260,  Lot  56,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
Tune  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971 ;  then  to  September  8,  1971 ;  then  to 
September  28,  1971 ;  then  to  October  12,  1971  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971,  acting  on  N.B.  Applic.  5/1970, 
reads : 

‘‘1.  Proposed  building  exceeds  max.  F.A.R.  and  is 
deficient  in  Q.S.R.,  contrary  to  Sec.  23-141  Z.R. 

2.  Number  of  rooms  exceeds  permissible,  contrary 
to  Sec.  23-222  Z.R. 

3.  Proposed  1st  &  2nd  floor  porches  within  required 
open  space,  contrary  to  Sec.  23-12  Z.R. 

4.  Proposed  1st  and  2nd  floor  porches  within  the 
required  front  yard  contrary  to  Sec.  23-44  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
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an  R3-2  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room,  and 
has  porches  that  are  not  permitted  obstructions  within  the 
required  open  space  and  front  yard,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  September  24,  1971,”  2  sheets,  and  “October  7, 
1971,”  one  sheet ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construction 
be  completed  within  one  year  from  the  date  of  this  resolution. 


155-70-BZ — Vol.  II 


APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  as  Voluue  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

|  PREMISES  AFFECTED — 42-21  202nd  Street,  east  side, 
210  feet  south  of  42nd  Avenue,  Block  6260,  Lot  55,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  22,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  July  13,  1971;  then  to  September  8, 
1971 ;  then  to  September  28,  1971 ;  then  to  October  12,  1971 ; 
and 


\\  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971,  acting  on  N.  B.  Applic.  6/1970, 
reads : 

“L  Proposed  building  exceeds  max.  F.  A.  R.  and  is 
deficient  in  O.  S.  R.,  contrary  to  Sec.  23-141  Z.  R. 

2.  Number  of  rooms  exceeds  permissable,  contrary 
to  Sec.  23-222  Z.  R. 

3.  Proposed  1st  and  2nd  and  3rd  floor  porches  within 
the  required  open  space,  contrary  to  Sec.  23-12  Z.  R. 

4.  Proposed  1st  and  2nd  floor  porches  within  the 
required  front  yard  contrary  to  Sec.  23-44,  Z.R.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the.  Zoning  Resolution,  to  permit 
in  an  R3-2  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
and  has.  porches  that  are  not  permitted  obstructions  within 
the  required  open  space  and  front  yard,  on  condition  that  all 


work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  September  24,  1971,”  2  sheets,  and  “Octo¬ 
ber  7,  1971,”  one  sheet;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


157-70-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Elsa  Krauss, 
owner. 

SUBJECT— Application  reopened  at  Volume  II  April  27, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district  the  erection  of  a  three  story  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room  and 
has  porches  that  are  not  permitted  obstructions  within 
the  required  open  space. 

PREMISES  AFFECTED — 42-21  202nd  Street,  east  side, 
240  feet  south  of  42nd  Avenue,  Block  6260,  Lot  52,  Bayside, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 


THE  RESOLUTION— 

W hereas,  a  public  hearing  was  held  on  this  application  on 
June  22,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  July  13,  1971;  then  to  September  8,  1971;  then 
to  September  28,  1971 ;  then  to  October  12,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971,  acting  on  N.B.  Applic.  8/1970, 
reads : 

“1.  Proposed  building  exceeds  max.  F.A.R.  and  is 
deficient  in  O.S.R.,  contrary  to  Sec.  23-141  Z.R. 

2.  Number  of  rooms  exceeds  permissible,  contrary 
to  Sec.  23-222  Z.R. 

3.  Proposed  1st  and  2nd  floor  porches  within  the  re¬ 
quired  open  space,  contrary  to  Sec.  23-12  Z.R. 

and 

4.  Proposed  1st  and  2nd  floor  porches  within  the 
required  front  yard  contrary  to  Sec.  23-44  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  three-story,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
than  the  required  open  space  ratio  and  lot  area  per  room, 
and  has.  porches  that  are  not  permitted  obstructions  within 
the  required  open  space  and  front  va-'d,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  September  24,  1971,”  2  sheets,  and  “Octo¬ 
ber  7,  1971,”  one  sheet;  and  that  all  laws,  rules  and  regula- 
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tions  applicable  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 

resolution. 

311-70-BZ  " 

APPLICANT— David  L.  Eggers  of  Eggers  and  Higgins 
for  New  York  City  Department  of  Public  Works,  owner. 

SUBJECT— Application  May  21,  1970— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-48  of  the  Zoning 
Resolution,  to  permit  in  a  C6-4  district,  in  conjunction 
with  the  erection  of  a  57  story  office  building  the  installa¬ 
tion  of  a  group  parking  facility  that  exceeds  the  maximum 
size. 

PREMISES  AFFECTED — 280  Broadway,  southeast  cor¬ 
ner  of  Duane  Street,  Block  153,  Lot  1,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  L.  Braun. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  4,  1970,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  January  5,  1971 ;  then  to  July  13,  1971 ; 
then  to  September  14,  1971 ;  then  to  September  28,  1971 ; 
then  to  October  12,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  1,  1970,  acting  on  N.  B.  Applic.  120/1969,  reads: 

“C-27 — Comply  with  Section  36-12  Z.  R.  in  that  pro¬ 
posed  accessory  group  parking  exceeds  maximum  of 
150  Spaces  permitted.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Boardj  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-48  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-48  of  the  Zoning  Resolution,  to  permit 
in  a  C6-4  district,  in  conjunction  with  the  erection  of  a  57- 
story  office  building,  the  installation  of  a  group  parking 
facility  that  exceeds  the  maximum  size,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  September  22,  1970,”  16  sheets ;  and  that 
all  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  dpte  of  this  resolution. 


311-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Thomas  Butera, 

owner. 

SUBJECT — Application  May  14,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  the  reduc¬ 
tion  in  floor  area  and  reconstruction  of  an  automotive 
service  station  with  accessory  uses  previously  before  the 
Board. 

PREMISES  AFFECTED— 1901  to  1911  Cropsey  Avenue, 
northeast  corner  of  19th  Avenue,  Block  6439,  Lot  5, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  September  28,  1971;  laid  over  to 
October  12,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  29,  1971,  acting  on  Alt.  Applic.  595/1971,  reads: 

“1.  The  proposed  structural  alteration  of  a  building 
substantially  occupied  by  a  non-conforming  use  is  con¬ 
trary  to  Sec.  52-22  of  the  Z.  R. 

2.  The  proposed  automotive  service  station  U.  G. 
16B  is  not  permitted  as  of  right  in  an  R5  district  and 
is  contrary  to  Sec.  22-10  of  the  Z.  R. 

3.  Since  there  are  no  regulation  governing  bulk  for 
non-conforming  uses  in  residence  districts  all  bulk,  yards, 
curb  cuts,  signs  and  proposed  installation  of  new  gaso¬ 
line  tanks  and  pumps  are  referred  to  the  Board  of  Stand¬ 
ards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution,  the  extension  of  the  present  use,  the  enlarge¬ 
ment  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  in  an  R5  district,  the  reduction  in  floor  area  and 
reconstruction  of  an  automotive  service  station  wth  acces¬ 
sory  uses  previously  before  the  Board,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  May  14,  1971,”  2  sheets,  and  “October 
6,  1971,”  2  sheets ;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


486-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  Wakefield  Associ¬ 
ates  Limited,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
per  room  and  lot  area  and  encroaches  on  the  required 
front  and  side  yards. 

PREMISES  AFFECTED — 1326  Siegfried  Place,  east  side, 
35.03  feet  north  of  Parsifal  Place,  Block  5408,  Lot  259, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin  and  David  Fing. 

For  Opposition:  Mrs.  Fred  Marlowe,  Ann  Kosovac, 


Richard  Lindowurth. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . 0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 
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Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  6,  1971,  acting  on  N.  B.  Applic.  123/1971,  reads: 

“1.  Open  space  ratio  is  below  minimum  req’d  by 
Sec.  23-141. 

2.  Floor  area  ratio  exceeds  maximum  permitted  by 
Sec.  23-141. 

3.  Lot  area/room  exceeds  maximum  permitted  by 
Sec.  23-222. 

4.  A  front  yard  must  be  provided  as  per  Sec.  23-45. 

5.  Side  yards  must  be  provided  as  per  Sec.  23-461. 

6.  Lot  area  is  below  minimum  req’d  by  Sec.  23-32.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding  (s)  C,  D  and  K  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  6,  1971,  acting  on  N.B.  Applic.  123/1971,  Objec¬ 
tion  Nos.  1,  2,  3,  4,  5  and  6  be  and  it  hereby  is  affirmed  and 
that  the  application  be  and  it  hereby  is  denied. 

491-71-BZ 

APPLICANT — Max  B.  Schreiber  for  New  York  City 
Housing  Authority,  owner. 

SUBJECT — Application  July  14,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-1  district,  the  omission  of  a 
foot  bridge  to  a  community  facility  structure  that  creates 
non-compliance  on  the  required  open  space  for  a  conjunc¬ 
tive  residential  structure. 

PREMISES  AFFECTED — 2111  to  2125  La  Fontaine  Ave¬ 
nue,  west  side  entire  block.  558  to  560  East  181st  Street, 
2120  Quarry  Road,  Block  3062,  Lot  6,  9,  and  21,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Max  B.  Schreiber  and  Joseph  Schester. 

For  Opposition:  Roosevelt  Allen,  Jesus  Millan,  Faustina 
Concepcion  and  Maria  Millan. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  7,  1971,  acting  on  N.B.  Applic.  450  and  523/1971, 
reads : 

“29.  Proposed  omission  of  foot  bridge  to  roof  of 
Early  Childhood  Center,  will  disqualify  roof  of  Early 
Childrood  Center  for  open  space,  as  per  definition  of  open 
space,  Sec.  23-11  Subd.  C  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 


and  that^  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R7-1 
district,  the  omission  of  a  foot  bridge  to  a  community  facility 
structure  that  creates  non-compliance  on  the  required  open 
space  for  a  conjunctive  residential  structure,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this 
application  marked  “Received  July  14,  1971”,  2  sheets,  and 
that  all  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


Adjourned:  2:45  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  12,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

550-58-SM 


APPLICANT — Trio  Industries,  Incorporated. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

550-58-SM  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Trio  Industries,.  Incorporated,  a  subsidiary  of  Instrument 
Systems  Corporation,  Jericho,  New  York,  requested  that  the 
resolution  adopted  July  9,  1963  under  Calendar  Number 
550-58-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Incombustible  window  (non-rated) 
aluminum. 


DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  method  of  manufacture  of  the  window.  The 
request  is  to  show  a  change  of  owner-manufacturer. 

Trio  Industries,  Incorporated  has  submitted  an  affidavit 
showing  that  Instrument  Systems  Corporation  has  purchased 
all  rights,  assets,  etc.  of  the  Trio  Industries,  Incorporated 
and  the  new  owner-manufacturer  is  Instrument  Systems 
Corporation  and  that  Trio  Industries,  Incorporated  is  a 
subsidiary  of  Instrument  Systems  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  9,  1963  under  Calen¬ 
dar  550-58-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer.  New  owner-manufacturer 
being  Instrument  Industries,  Incorporated,  Trio  Industries, 
Incorporated  a  subsidiary  of  Instrument  Industries,  Incor¬ 
porated,  on  condition  that  the  requirements  of  the  resolution 
adopted  July  9,  1963  under  Calendar  Number  550-58-SM' be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  process  and  controls  of  the 
product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  wqre  in  effect  at  the  time  of  this 
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approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


94-63-SM 

APPLICANT— Waco  Scaffold  &  Shoring  Co.  for  Waco- 
Porter  Corp.,  owner ;  Universal  Builders  Supply  Com¬ 
pany,  agent. 

APPEARANCES— 

For  Applicant:  Edward  A.  Muelhoefer,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
94-63-SM — Waco  Scaffold  and  Shoring  Company,  Schiller 
Park,  Illinois,  filed  for  approval  of  Waco  All  Steel  Ad¬ 
justable  Post  Shoring  under  the  provisions  of  C26-1904.2 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Shores  for  the  vertical  support  of  form 
work  used  in  construction  of  reinforced  concrete  structures. 

DESCRIPTION :  The  shore  is  an  adjustable  length,  tele¬ 
scoping  tubular  steel  shore  having  a  welded  steel  head  and 
base  plate.  The  outside  diameter  of  all  sizes  is  2.375"  for 
the  low  member  and  1.90"  for  the  upper  member.  The  wall 
thicknesses  are  0.154"  for  the  lower  member  and  0.132"  for 
the  upper  member.  The  lower  member  is  6'  high  and  the 
upper  member  provides  an  extension  of  up  to  9'.  The  upper 
member  has  a  series  of  14  11/16"  diameter  holes  punched 
through  in  alternating  directions.  These  holes  give  large 
adjustments  in  4"  increments  allowing  a  maximum  adjust¬ 
ment  of  52".  Intermediate  adjustment  is  obtained  by  placing 
a  Y&"  diameter  steel  pin  through  the  holes  of  the  upper  mem¬ 
ber  and  into  slots  of  a  Speedset  casting.  The  Speedset  is  a 
heavy  malleable  casting  which  has  a  series  of  1"  steps  to 
allow  a  total  adjustment  of  4".  The  casting  rests  on  a 
special  2 J4"  outside  diameter  x  0.134"  thick  wall  welded 
mechanical  tube  nut.  The  nut  has  21/^"  of  4  pitch  modified 
Acme  thread.  The  threads  are  0.10  inches  deep.  Fine  ad¬ 
justment  is  obtained  by  turning  the  threaded  nut  on  8"  of 
the  mating  threads  of  the  base  by  means  of  a  |4"  diameter  x 
11"  long  steel  handle  which  is  welded  to  the  nut.  The 
shoring  is  braced  with  2"  x  4"  lumber  or  heavier,  which  is 
nailed  to  the  staff  at  a  point  between  the  lower  J4  and 
lower  14- 

INSPECTION  AND  TEST :  The  shoring  was  load  tested 
at  various  lengths  and  extensions  of  the  upper  members  by 
the  Twin  City  Testing  and  Engineering  Laboratory  and 


Pittsburg  Testing  Laboratory  (Cl-2378).  The  allowable 
loads,  based  on  a  safety  factor  of  3,  are  as  follows : 


Shore 

Shore 

Shore 

Height 

No.  701 

No.  702 

No.  70. 

8' 

8,120 

9' 

8,390 

10' 

7,650 

7,650 

IF 

6,970 

6,970 

6,970 

12' 

6,440 

6,440 

13' 

4,930 

4,930 

14' 

5,200 

15' 

5,200 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Waco  All  Steel  Adjustable  Post 
Shoring  to  be  used  in  accordance  with  the  above  table  for 
vertical  support  form  work  used  in  construction  of  rein¬ 
forced  concrete  structures  under  the  provisions  of  C26-1904.2 
of  the  Building  Code  of  the  City  of  New  York.  The  shores 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  94-63-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


216-63-SM 

APPLICANT — Rohm  and  Haas  Company,  owner;  F.  J. 
Rarig,  Secy.  Agent. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
216-63-SM — Rohm  and  Haas  Company,  Philadelphia,  Penn¬ 
sylvania,  filed  for  approval  of  Plexiglas  G,  Plexigas  V,  Plexi¬ 
glas  VM,  and  Plexiglas  VS  cast  and  extruded  plastic  sheets 
under  the  provisions  of  C26-716.10  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Lettering,  decorating,  and  facing  of 
outdoor  signs. 

DESCRIPTION :  The  plexiglas  sheets  are  a  methyl  metha¬ 
crylate  themoplastic  resin.  They  are  resistant  to  pressure, 
age,  weather,  and  most  chemicals.  They  are  lighter  and  bet¬ 
ter  insulators  than  glass.  The  sheets  are  available  as  a  color- 
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less  transparent  material  or  in  a  variety  of  translucent  and 
opaque  colors.  The  sheets  vary  in  dimensions  from  12"  x  36" 
to  67"  x  102"  and  72"  x  72"  and  between  0.06  and  4.00"  in 
thickness.  Plexiglas  G  is  an  unshrunk  cast  material.  Plexi¬ 
glas  VS  is  injection  and  extrusion  molded  from  a  powder. 
It  is  dimensionally  stable  and  low  in  water  absorption.  It  is 
rated  as  Grade  5  as  to  thermal  conductivity  in  accordance 
with  ASTM  D788.  It  is  soft  at  flow  temperature  and  has  a 
low  heat  resistance.  The  maximum  service  temperature  is 
140  F.  Plexiglas  VM  is  similar  to  Plexiglas  VS.  It  is 
Grade  6,  ASTM  D788,  medium  hardness  at  flow  temperature, 
medium  in  heat  resistance,  and  has  maximum  service  temper¬ 
ature  of  160  F.  Plexiglas  V  is  similar  to  Plexiglas  VS  and 
VM.  It  is  Grade  8,  ASTM  D788,  is  hard  at  flow  tempera¬ 
ture,  has  a  high  heat  resistance,  and  has  a  maximum  service 
temperature  of  185  F. 

INSPECTION  AND  TEST :  The  plexiglas  sheets  have 
been  approved  by  the  Building  Officials  Conference  of 
America  (Report  No.  54-12A)  and  Underwriters’  Labora¬ 
tories  (MH4833,  Reports  on  file).  Underwriters’  Labora.- 
tories  classified  the  Plexiglas  as  slow  burning  plastic. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Plexiglas  G,  Plexiglas  V,  Plexiglas 
VM,  and  Plexiglas  VS  cast  and  extruded  plastic  sheets  for 

!use  as  lettering,  decorating  and  facing  of  outdoor  signs  in 
accordance  with  the  limitations  in  area  of  the  Plexiglas  in 
ground,  wall,  roof,  projecting  and  marquee  signs  made  of 
noncombustible  materials  as  shown  in  Tables  7-2  and  7-3  of 
C26-716.10  if  the  Building  Code  and  in  accordance  with  the 
limitations  in  area  of  the  plexiglas  in  ground,  wall  and  roof 
signs  made  of  combustible  materials  as  shown  in  Tables  7-4 
and  7-5  of  C26-716.10  of  the  Building  Code  of  the  City  of 
New  York.  The  Plexiglas  sheets  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeal 
for  use  in  New  York  City  under  Calendar  Number  216-63- 
SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 

.  Committee  on  Test, 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
'  hereby  approve  this  material  in  accordance  with  the  above 

report. 

642-64-SM 

APPLICANT — National  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant :  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 


642-64-SM — National  Gypsum  Company,  Buffalo,  New  York 
filed  for  approval  of  Gold  Bond  Fire-Shield  Acoustimetal 
Ceiling  Systems  under  the  provisions  of  C26-501.1  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  2-hour  fire  rated  floor-ceiling  system. 
DESCRIPTION :  Design  U  L  87—2  HR  includes  a  2)4" 
thick  layer  of  sand-gravel  concrete  over  a  cellular  steel  floor 
unit  supported  by  a  steel  beam.  1)4"  cold  rolled  carrying 
channels  spaced  up  to  48"  o.c.  are  suspended  below  the  floor 
units  by  12  gauge  hanger  wire  spaced  24"  o.c.  Acoustimetal 
Tee  Bars  are  spaced  24"  o.c.  and  are  attached  to  the  channels 
with  12  gauge  “C”  shaped  Tee-Bar  Clips  spaced  48"  o.c.  Fire- 
Shield  Acoustimetal  Ceiling  pans  containing  Acoustipad 
mineral  pads  are  snapped  into  the  bottom  slits  of  the  Tee 
Bars.  The  ceiling  pans  are  not  less  than  25  gauge  steel  and 
are  1'  x  Y  and  1'  x  2'  in  size.  They  have  turned  up  edges  at 
least  1"  high  with  embossed  ribs  that  snap  into  the  Tee  Bars 
and  diamond  shaped  tabs  projecting  from  the  ends  of  the 
upturned  edges.  The  mineral  wool  pads  are  1)4"  x  1'  x  2' 
and  are  encased  by  flameproof  kraft  paper.  The  tee  bars  are 
fabricated  from  22  gauge  steel  in  lengths  of  10'  and  12'. 
They  have  a  back  flange  1)4"  wide  and  a  continuous  bulbous 
type  receiving  slot  along  the  face  side  which  is  designed  to 
receive  the  ceiling  pan  flange  edges.  The  tee  bar  clips  are 
No.  12  gauge  steel  “U”  shaped  clips  for  attachment  to  the  tee 
bars  and  carrying  channels.  Air  duct  openings  cover  not 
more  than  0.029%  of  the  ceiling  area.  Light  fixtures,  pro¬ 
tected  with  one  layer  of  mineral  wool  pads,  cover  16%  of  the 
ceiling  area. 

Design  U  L  216—2  HR  differs  from  Design  U  L  87—2  HR 
in  that  the  cellular  steel  floor  unit  is  replaced  by  54"  metal 
lath  over  steel  joists  spaced  24"  o.c.  supported  by  a  steel 
beam.  Other  differences  are  the  48"  o.c.  spacing  of  the  wire 
hangers,  air  duct  openings  of  up  to  0.033%  of  the  ceiling  area, 
and  light  fixtures  protected  with  job  fabricated  boxes  of  54" 
Gold  Bond  Fire-Shield  Type  X  Gypsum  Wallboard. 

Design  U  L  234 — 2  HR  differs  from  Design  U  L  216 — 2 
HR  in  that  the  metal  lath  over  steel  joists  is  replaced  by  a 
1)4"  blended  steel  deck.  Other  differences  are  the  maximum 
percentage  (0.044%)  of  air  duct  openings  and  the  protection 
of  the  air  duct  openings  by  54"  x  2'  x  2'  Fire-Shield  Type 
X  Gypsum  Wallboard. 

INSPECTION  AND  TEST:  The  assemblies  have  been 
tested  bv  Underwriters’  Laboratories  (Reports  R  4337-22, 
R  4337-26,  R  4337-27,  on  file)  and  were  given  2-hour  fire 
ratings. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Gold  Bond  Fire-Shield  Acoustimetal 
Ceiling  Svstems,  U  L  Designs  87 — 2  HR,  216 — 2  HR,  and 
234 — 2  HR,  as  2-hour  fire  rated  floor  ceiling  systems  under 
the  provisions  of  C26-501.1  of  the  Building  Code  of  the  City 
of  New  York.  The  systems  shall  be  permanently  labeled: 
“Approved  by  the  Board  of  Standards  and  Appeals  in  New 
York  City  under  Calendar  Number  642-64-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  .as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the  draw¬ 
ings  included  in  the  test  report  referred  to  above. 

Light  fixtures  weighing  50  lbs.  or  more  shall  be  inde¬ 
pendently  supported. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


461-66-SA 

APPLICANT — American  District  Telegraph  Company. 
APPEARANCES— 

For  Applicant:  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
461-66-SA — Amendment  to  resolution  as  to  change  in  a 
smoke  detector  relay. 

ADT  Company,  Incorporated,  New  York  City,  requested 
that  the  resolution  adopted  April  4,  1967  and  amended 
April  27,  1971  under  Calendar  Number  461-66-SA  be  re¬ 
opened  and  amended  as  to  change  in  a  smoke  detector  relay. 
PROPOSED  USE:  Smoke  detector  for  ventilating  ducts. 
DESCRIPTION :  The  previously  approved  Model  3S04-A 
Smoke  Detector  is  similar  to  the  revised  Model  C3504-001 
Smoke  Detector  in  that  both  are  actuated  by  light  reflected 
from  smoke  particles  entering  a  chamber  within  the  detector. 
The  revised  detector  incorporates  a  new  alarm  relay  having 
an  additional  contact  for  annunciation.  The  contact  is 
available  for  use  with  either  a  normally-open  or  normally- 
closed  circuit  annunciator. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  4,  1967  and  amended 
April  27,  1971  under  Calendar  Number  461-66-SA  be  re¬ 
opened  and  amended  as  to  change  in  a  relay  in  the  revised 
Model  C3504-001  Smoke  Detector,  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


462-66-SA 

APPLICANT — American  District  Telegraph  Company. 


APPEARANCES— 

For  Applicant:  Arthur  E.  Wieboldt. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
462-66-SA — Amendment  to  resolution  as  to  change  in  a 
smoke  detector  relay  and  housing. 

ADT  Company,  Incorporated,  New  York  City,  requested 
that  the  resolution  adopted  April  4,  1967  and  amended 
April  27,  1971  under  Calendar  Number  462-66-SA  be  re¬ 
opened  and  amended  as  to  change  in  a  smoke  detector  relay 
and  housing. 

PROPOSED  USE:  Smoke  detector  for  ventilating  ducts. 
DESCRIPTION :  The  previously  approved  Model  B3504- 
135,  -190  Smoke  Detector  is  similar  to  the  revised  Model 
C3504-135,  -190  in  that  both  are  actuated  by  light  reflected 
from  smoke  particles  entering  a  chamber  within  the  detector. 
The  revised  detector  incorporates  a  new  alarm  relay  having 
an  additional  contact  for  annunciation.  The  contact  is 
available  for  use  with  either  a  normally-open  or  normally- 
closed  circuit  annunciator.  Minor  changes  in  the  housing 
have  been  made  to  facilitate  testing  after  the  unit  is  installed. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  4,  1967  and  amended 
April  27,  1971  under  Calendar  Number  462-66-SA  be  re¬ 
opened  and  amended  as  to  change  in  a  relay  and  the  housing 
of  the  revised  Model  C3504-135,  -190  Smoke  Detector,  on 
condition  that  the  requirements  of  the  original  resolution  and 
previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

573-67-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
Owner,  E.  A.  Millis,  Agent. 

APPEARANCES— 

For  Applicant:  Robert  J.  Montesano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

573- 67-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,  filed  for  approval  of  Dry  wall  Furring 
System,  Two-Hour  Steel  Joist  Floor-Ceiling  Construction 
System,  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two-hour  fire  rated  floor-ceiling 
system. 

DESCRIPTION :  The  top  layer  of  the  assembly  is  2 J4" 
of  sand-gravel  concrete.  The  next  layer  is  a  1)4"  thick 
fluted  steel  floor  unit  welded  to  an  8-WF-24  steel  beam. 
The  beam  is  surrounded  by  two  layers  of  34"  thick  gypsum 
wallboard,  with  clearances  provided  for  a  suspension  system 
between  the  beam  and  the  wallboard.  No.  24  gauge  gal¬ 
vanized  steel  runner  angles  with  1"  and  2"  legs  or  No.  25 
gauge  galvanized  steel  runner  channels,  1  11/16"  deep  with 
1"  legs,  are  fastened  to  the  steel  deck  at  its  interior  inter¬ 
sections  with  the  wallboard  with  Phillips  pan-head  drill 
screws.  Corner  angles  or  channels,  identical  to  the  runner 
channels  and  angles  are  fastened  in  the  lower  interior  corners 
of  the  wallboard.  No.  25  gauge  galvanized  steel  channel 
brackets,  1  1116"  deep  with  1"  legs,  are  located  on  the 
bottom  and  side  interior  faces  of  the  wallboard.  They  are 
fastened  to  the  runner  angles  or  channels  24"  o.c.  The 
exterior  corners  of  the  wallboard  are  protected  by  No.  20 
gauge  galvanized  steel  corner  beads  with  1)4"  legs.  The 
bottom  of  the  steel  floor  unit  is  protected  with  a  %"  thick 
layer  of  cementitions  material. 

INSPECTION  AND  TEST:  The  floor-ceiling  assembly 
was  given  a  two-hour  fire  rating  by  Underwriters’  Labora- 
,  tories  (File  R  4024-5,  Assignment  64K5040,  on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom- 
!  mends  the  approval  of  Kaiser  Gypsum  Dry  wall  Furring 
System,  Two-Hour  Steel  Joist  Floor-Ceiling  Construction 
System,  under  the  provisions  of  C26-501.1  of  the  Building 
Code.  The  floor-ceiling  assembly  shall  be  permanently 
labeled:  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
•  573-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
'  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the 
drawings  included  in  the  test  report  referred  to  above. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
|  report. 

574- 67-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
Owner,  E.  A.  Millis,  Agent. 

APPEARANCES— 

For  Applicant:  Robert  J.  Montesano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
574-67-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,  filed  for  approval  of  KW-300  and  KW-320 
Movable  Gypsum  Drywall  Partitions  under  the  provisions  of 
C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  One  hour  fire  rated  non-load  bearing 
movable  partitions. 

DESCRIPTION :  The  KW-300  partition  is  constructed  of 
four  plies  of  gypsum  board.  The  two  inner  layers  are  34" 
thick  Kaiser  Null-a-Fire  gypsum  board.  The  two  outer 
layers  are  J4"  thick  Kaiser  regular  gypsum  board.  The  four 
plies  are  bonded  together  with  Monsanto  area-type  adhesive 
UF-113  and  Monsanto  A-U  catalyzer.  The  vertical  joints 
are  tongue  and  groove  and  use  no  adhesive  so  that  they  are 
readily  demountable.  A  metal  baseboard,  with  16  gauge  and 
20  gauge  components  and  a  3"  x  %”  bottom  plate,  holds  the 
partition  in  place  at  the  bottom.  An  18  gauge  metal  cap 
holds  the  partition  in  place  at  the  top. 

The  KW-320  partition  consists  of  34”  thick  x  2'  wide  x  9' 
high  face  sheets  of  Kaiser  Null-a-Fire  beveled  edge  gypsum 
wallboard  fastened  on  each  side  of  two  vertical  1"  x  6" 
gypsum  Backerboard  ribs  forming  a  tongue  and  groove 
along  the  vertical  edges  of  each  panel.  The  ribs  are  cemented 
to  the  face  sheets  using  Kaiser  laminating  compound.  One 
rib  of  each  panel  is  recessed  1)4"  to  form  a  groove  and  the 
other  rib  is  placed  so  as  to  form  a  1)4”  tongue.  The  tracks 
along  the  four  sides  of  the  wall  are  made  of  20  gauge  gal¬ 
vanized  sheet  metal.  The  tracks  have  3"  and  -4"  legs  and  a 
2)4”  wide  web  inside  the  legs.  The  channel  is  lined  along 
its  web  with  a  strip  of  34”  thick  gypsum  wallboard.  The 
joints  are  spackled  and  a  3"  wide  strip  of  20  gauge  sheet 
metal  is  screw  attached  8"  o.c.  to  the  34”  leg  of  the  channel. 
INSPECTION  AND  TEST:  The  partitions  were  fire 
tested  by  Raymond  E.  Davis,  Consulting  Engineer,  Univ. 
of  California  Berkeley,  California  (reports  on  file),  and 
were  given  one  hour  ratings. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  KW-300  and  KW-320  Movable  Gyp¬ 
sum  Drywall  Partitions  as  one  hour  fire  rated  non-load 
bearing  partitions  under  the  conditions  of  C26-501.1  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that 
they  be  installed  and  attached  to  surrounding  structural  com¬ 
ponents  in  the  same  manner  as  the  fire  test  installations.  The 
partitions  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  574-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the  draw¬ 
ings  included  in  the  test  report  referred  to  above. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


597-67-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
owner;  E.  A.  Millis,  Agent. 

APPEARANCES— 

For  Applicant :  R.  J.  Montesano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
597-67-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,.  filed  for  approval  of  KW-330  and  KW-332 
Movable  Partition  Systems  under  the  provisions  of  C26- 
501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  One  hour  fire  rated  and  unrated  non¬ 
load  bearing  movable  partitions. 

DESCRIPTION  :  The  KW-330  partition  has  a  core  of  2 
galvanized  sheet  metal  studs  on  2'  centers.  An  inner  layer 
of  Vs"  thick  Kaiser  gypsum  .wallboard  and  an  outer  layer 
of  thick  Kaiser  Null-a-Fire,  Type  X  gypsum  wallboard 
is  attached  to  both  side  of  the  studs.  The  floor  and  ceiling 
tracks  are  Kaiser  galvanized  sheet  metal  channels  and  have 
dimensions  of  1  Vs"  x  13/S"  with  1"  legs.  The  two  layers  of 
wallboard  are  offset  and  arranged  to  form  a  back-kerfed 
shiplapped  edge  which  engages  the  studs.  The  wallboard  lay¬ 
ers  are  laminated  and  stapled  together  and  screw  attached  to 
the  studs.  The  partition  height  is  limited  to  ll'-6".  The 
KW-332  partition  differs  from  the  KW-330  partition  in  that 
it  has  2$/%"  studs,  3^"  thick  outer  layers  of  gypsum  wall- 
board,  a  height  limitation  of  ll'-O",  and  is  not  fire  rated. 

INSPECTION  AND  TEST :  The  KW-330  partition  was 
fire  resistance  tested  by  Raymond  E.  Davis,  Consulting  En¬ 
gineer,  Berkeley,  Univ.  of  California  (report  on  file),  and 
received  a  one  hour  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  KW-330  Movable  Partition  Systems 
as  a  one  hour  fire  rated  non-load  bearing  movable  partition 
system  under  the  provisions  of  C26-501.1  of  the  Building 
Code  of  the  City  of  New  York  on  condition  that  the  KW-330 
assembly  is  installed  and  attached  to  surrounding  structural 
components  in  the  same  manner  as  the  fire  test  installations. 
The  partitions  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards. and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  597-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the  draw¬ 
ings  included  in  the  test  report  referred  to  above. 

(Sgd.)  Solomon  Sheer.  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

620-67-SM  " 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated. 
Owner;  E.  A.  Millis,  Agent. 

APPEARANCES— 

For  Applicant:  R.  J.  Montesano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
620-67-SM— Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,  filed  for  approval  of  KW-200  and  KW-210 
Solid  Gypsum  Partitions  under  the  provisions  of  C26-501.1 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two  hour  fire  rated  non-load  bearing 
partitions. 

DESCRIPTION :  The  KW-200  partition  consists  of  2"  of 
solid  gypsum  constructed  of  1"  thick  gypsum  coreboard  and 
faced  on  both  sides  with  E>"  thick  Type  X  wallboard  panels. 
The  edges,  of  the  face  layer  are  tapered.  The  base  is 
trimmed  with. 2)4"  of  metal.  The  face  panels  are  laminated 
to  the  core  with  a  standard  joint  compound.  The  floor  and 
ceiling  channels  consist  of  1%"  x  channels.  The  gypsum 
boards  are  screw  attached  to  the  floor  and  ceiling  channels 
12"  o.c. 

The  KW-210  partition  consists  of  two  separated  parts, 
each  of  which  is  made  of  2'  x  9'  sheets  of  1"  thick  Kaiser 
T  and  G  coreboard,  to  the  outer  face  of  which  there  is 
cemented  a  sheet  of  tapered  edge  Kaiser  gypsum  wall- 
board.  The  two  parts  are  fastened  to  24  gauge  galvanized 
iron  channel  runners  between  them  at  the  top,  bottom  and 
two  ends  of  the  wall.  The  chanels  have  a  1"  web,  producing 
a  1"  separation  between  the  two  parts  of  the  partition,  and 
legs.  Each  layer  of  coreboard  is  fastened  to  the  out¬ 
standing  legs  of  the  floor  and  ceiling  runner  using  three 
screws  at  both  the  top  and  bottom  of  each  2'  wide  sheet. 
INSPECTION  AND  TEST :  The  KW-200  partition  was 
fire,  tested  by  the  Ohio  State  University  Engineering  Ex¬ 
periment  Station  (Project  T1339,  on  file).  The  KW-210 
partition  was  fire  tested  by  Raymond  E.  Davis,  Consulting 
Engineer, .  Berkeley,.  Univ.  of  California  (report  on  file). 
Both  partitions  received  two  hour  fire  ratings. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends.  the  approval  of  KW-200  and  KW-210  Solid  Gypsum 
Partitions  as  two  hour  fire  rated  partitions  under  the  pro¬ 
visions  of  C26-501.1  of  the  Building  Code  of  the  City  of 
New  York.  The  partitions  shall  be  permanently  labeled: 

.  Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City,  under  Calendar  Number  620-67-SM.” 

A  sworn  affidavit,  by  a  responsible  officer  of  the  manu- 
.acturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 
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Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the 
drawings  included  in  the  test  report  referred  to  above. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 

740-67-SM 

•APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
owner;  E.  A.  Millis,  agent. 

APPEARANCES— 

For  Applicant:  R.  J.  Montesano. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . [  q 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
740-67-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California  filed  for  approval  of  Column  Protection 
Design  10 — Two  Hours,  utilizing  two  layers  of  y2"  Kaiser 
Gypsum  Type  X  Super  Null-A-Fire  Wallboard  under  the 
provisions  of  C26-S01.1  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Two  Hour  Gypsum  Wallboard  Column 
Protection. 

DESCRIPTION:  The  core  of  the  assembly  is  a  10"  x  10" 
H-section  structural  steel  column  weighing  49  lb.  per  linear 
foot.  The  column  is  surrounded  by  two  layers  of  y2"  thick 
gypsum  wallboard.  The  layers  are  adjacent  on  the  web 
sides  of  the  column  and  are  separated  on  the  flange  sides 
by  four  steel  studs,  one  at  each  edge  of  both  flanges.  The 
separation  between  layers  and  width  of  the  studs  are  both 
i.  l5/f-  The  studs  have  15/16"  and  17/16"  legs  with  a 
Va"  folded  flange  in  legs,  and  are  fabricated  from  No.  25 
gauge  galvanized  steel.  The  inner  layer  of  gypsum  wall- 
board  is  screw  attached  to  the  studs  12"  on  center.  The 
outer  layer  of  gypsum  wallboard  is  screw  attached  to  the 
studs  24"  on  center.  The  outside  corners  of  the  assembly 
are  protected  by  No.  28  gauge  galvanized  steel  corner 
beads  nailed  to  the  wallboard  12"  on  center. 

INSPECTION  AND  TEST :  The  assembly  was  fire  tested 
by  Underwriters’  Laboratories  (File  R1319-80,  Assignment 
655C1899,  Report  on  File)  and  received  a  two  hour  rating. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Two  Hour  Gypsum  Wallboard 
Column  Protection — Design  10  under  the  provisions  of 
C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
The  assembly  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  740-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 


Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the 
drawings  included  in  the  test  report  referred  to  above. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


45-69-SA 

APPLICANT — Honeywell  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Leonard  A.  Goldstein. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
45-69-SA — Honeywell  Incorporated,  Long  Island  City,  New 
York,  filed  for  approval  of  W854  A,  B  Decimal  Code' Trans¬ 
mitters  S464  A,  B  Manual  Non  Code  Stations,  W805B 
Decimal  Code  Alarm  Receiver,  and  W846  A,  B,  C,  D  Alarm 
Printers  under  the  provisions  of  RS  17  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Proprietary  fire  alarm  reporting  sys¬ 
tem. 

DESCRIPTION:  The  system  is  capable  of  being  tied-in 
to  fire  alarm,  fire  detecting,  sprinkler,  and  other  emergency 
alarm  systems  for  the  purpose  of  transmitting  an  alarm  to 
a  central  location  on  the  owner’s  premises.  The  alarm  may 
be  recorded  at  the  central  location.  The  system  consists  of 
W854A  and  B  Decimal  Code  Transmitters,  W805B  Decimal 
Code  Alarm  Receivers,  S464A  and  B  Manual  Non  Code 
Stations,  and  W846  A,  B,  C,  and  D  Alarm  Printers.  The 
manual  stations  and  alarm  printer  are  not  essential  for  an 
operating  system.  The  alarm  receiver  delivers  an  audible 
and  visual  signal  independently  of  the  receipt  of  the  alarm 
by  the  printer.  The  printer  stores  alarm  records.  The  deci¬ 
mal  code  transmitter  used  with  the  remote  station  panel 
provides  a  low  voltage,  coded,  fire  alarm  signal.  The  trans¬ 
mitter  is  positive,  non-interfering,  successive  with  a  W805B 
remote  station  panel  so  that  no  alarms  will  be  garbled  or 
lost  in  the  event  of  simultaneous  operation  of  any  trans¬ 
mitters.  The  system  has  the  ability  to  function  with  a  single 
open  or  a  single  ground  in  an  associated  detector  loop.  Cir¬ 
cuitry  is  solid  state  and  models  W854,  A,  B,  and  D  contain 
a  nickel  cadmium  battery  for  standby  use.  When  alarms 
are  being  transmitted  from  electrically  supervised  systems, 
the  system  is  capable  of  centrally  reporting  a  trouble  con¬ 
dition.  The  trouble  signal  is  distinguishable  from  an  alarm. 
INSPECTION  AND  TEST :  The  system,  except  for  the 
nonessential  alarm  printer,  has  been  approved  by  Under¬ 
writers’  Laboratories.  The  entire  system  has  been  inspected 
and  approved  by  the  New  York  City  Division  of  Fire  Pre¬ 
vention. 
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RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  W8S4  A,  B  Decimal  Code  Trans¬ 
mitters,  S464  A,  B  Manual  Non  Code  Stations,  W80S  B 
Decimal  Code  Receiver,  and  W846  A,  B,  C,  D  Alarm 
Printers  as  components  of  a  proprietary  fire  alarm  system 
to  be  used  in  accordance  with  the  provisions  of  RS  17  of 
the  Building  Code  and  the  requirements  of  the  Commissioner 
of  the  Fire  Department.  The  alarm  system  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
45-69-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  various  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


206-70-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated. 

APPEARANCES— 

For  Applicant :  Robert  J.  Montesano. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  th<?  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
206-70-SM— Amendment  to  resolution  as  to  changes  in  a  non- 
rated  partition  and  the  addition  of  a  one  hour  fire  rated  par¬ 
tition. 

Kaiser  Gysum  Company,  Incorporated,  Oakland,  Califor¬ 
nia,  requested  that  the  resolution  adopted  January  26,  1971 
under  Calendar  Number  206-70-SM  be  reopened  and  amended 
as  to  changes  in  a  non-rated  partition  and  the  addition  of  a 
one  hour  fire  rated  partition. 

PROPOSED  USE :  Non-rated  and  one  hour  fire  rated  non¬ 
load  bearing  movable  partitions. 

DESCRIPTION :  The  change  in  the  previously  approved 
non-rated  KW-500  partition  is  the  use  of  48"  wide  panels 
with  studs  spaced  24"  o.c.  in  addition  to  24"  wide  panels  with 
studs  spaced  24"  o.c.  and  30"  wide  panels  with  studs  spaced 
30"  o.c.  All  the  panels  are  54"  thick. 

The  additional  one  hour  rated  KW-503  partition  consists 
of  2-7/16"  sheet  metal  studs  at  24"  or  30"  centers  to  which 
are  attached  24",  30"  or  48"  wide  face  plies  of  54"  Kaiser 
High  Density  Type  X  gysum  wallboard.  Hook  strips  are 
bonded  with  an  adhesive  and  stapled  along  each  edge  of  each 
panel.  The  strips  are  made  of  24  gauge  galvanized  steel. 
Every  other  hook  (18"  o.c.)  of  the  hook  strip  is  bent  90  de¬ 
grees.  The  panels  are  placed  vertically  and  the  hooks  engaged 
in  the  slots  in  the  studs.  Attachment  is  made  at  the  center  of 


the  panel  with  a  9"  length  of  hook  strip.  The  floor  runner  is 
made  of  0.022"  steel,  is  254"  x  1)4"  and  has  a  454"  cap.  The 
bottom  edge  of  the  panel  is  fastened  to  the  track  with  1)4" 
screws  spaced  12"  on  center.  The  height  limit  of  the  parti¬ 
tion  is  12'. 

INSPECTION  AND  TEST :  Structural  substantiation  of 
the  additional  width  panel  in  the  KW-500  partition  is  con¬ 
tained  in  Pittsburg  Testing  Laboratory  Report  397-S.  The 
KW-503  partition  was  fire  tested  by  G.  E.  Tronell,  Consult¬ 
ing  Engineer,  Berkeley,  California  (report  on  file)  and  re¬ 
ceived  a  one  hour  rating. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  26,  1971  under 
Calendar  Number  206-70-SM  be  reopened  and  amended  as  to 
changes  in  the  allowable  width  of  gypsum  board  panels  in  the 
KW-500  non-rated  movable  partition  and  to  the  addition  of 
the  one  hour  fire  rated  KW-503  movable  partition  on  condi¬ 
tion  that  the  requirements  of  the  original  resolution  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
aoproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


369-70-SM 

APPLICANT — Ross  Engineering  Division,  Midland  Ross 
Corporation,  owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads. 
369-70-SM — Ross  Engineering  Division,  Midland-Ross  Cor¬ 
poration,  New  Brunswick,  New  Jersey,  filed  for  approval  of 
Ross  #76081  Lacquer  Coating  Line  under  the  provisions  of 
C26-702  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Continuous  coating  of  lacquer  on  poly¬ 
ester  film. 

DESCRIPTION :  The  processed  film  is  unwound  from  a 
web,  spliced  to  the  film  preceding  it,  and  fed  into  the  unit. 
Roll  brakes  and  pressure  regulators  adjust  the  tension  of  the 
film  on  the  rolls.  The  offset  pivot  guide  consists  of  two  4" 
diameter  Teflon  covered  aluminum  rolls  mounted  on  pivoting 
supports.  The  alignment  of  the  film  is  detected  and  corrected 
by  a  left-right-automatic  switch  as  the  film  passes  the  offset 
pivot.  The  coater  is  constructed  from  steel  plate  side  frames 
which  are  rigidly  cross  braced.  The  coating  head  consists  of 
a  10"  diameter  chilled  iron  backing  roll,  a  10"  diameter  chilled 
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iron  metering  roll,  an  8J2"  diameter  chromium  plated  steel 
applicator  roll,  a  6j4"  diameter  chromium  plated  steel  wrap 
roll,  and  a  6J/2"  diameter  Teflon  covered  steel  lead-in  roll. 
A  rod  coating  attachment  is  included.  Hydraulic  cylinders,  an 
adjustable  safety  stop,  a  handwheel  and  cam,  and  air  cylinders 
are  used  to  position  the  rolls.  The  coating  pan  is  fabricated 
from  stainless  steel  and  is  raised  and  lowered  by  means  of  a 
four  bar  linkage  arrangement  actuated  by  an  air  cylinder. 
The  Levelon  coater  is  pre-piped  and  includes  the  hydraulic 
power  unit  for  retracting  the  metering  roll  and  controls  for 
pneumatic  components.  The  coater  includes  mechanically 
adjustable  doctor  assemblies  for  the  chilled  iron  rolls  and  an 
automatic  edge  wiper  system  on  the  applicator  roll  that  will 
track  the  web  coming  into  the  coater  to  maintain  a  constant 
dry  edge  width.  The  edge  wipers  will  also  be  independently 
adjustable  in  reference  to  the  web  to  adjust  the  deckle  width 
on  each  edge.  The  system  is  complete  with  hydraulic  power 
unit,  actuating  slave  cylinders,  air  sensing  edge  detector, 
motor  and  controls. 

The  film  is  dried  by  hot  air  supplied  by  direct  gas  fired 
burners  along  two  zones,  each  54'  long,  by  low  velocity  direct 
impingement  along  an  arched  and  straight  path,  a  third 
zone  of  high  velocity  air  drying  along  a  54'  long  arched 
path,  and  a  fourth  zone,  144'  long,  of  multi-pass  vertical  dry¬ 
ing  over  driven  rolls.  The  four  burners  supply  a  total  of 
10,400,000  BTU/hr.  The  dryers  are  enclosed  by  20  gauge  gal- 
vannealed  steel  panels.  The  coater  room  and  unwind-rewind 
room  are  enclosed  by  sheet  metal.  The  coater  room  enclosure 
includes  an  overhead  fume  exhaust  hood  with  a  separate  axial 
type  exhaust  fan.  The  drying  zones  are  supplied  air  bv  5  fans 
with  a  total  capacity  of  71,000  CFM  and  are  exhausted  by  4 
fans  with  a  total  capacity  of  37,300  CFM.  Additional  fans 
include  a  coater  floor  exhaust,  unwind,  rewind  room  exhaust, 
solvent  tray  exhaust,  coater  room  supply,  unwind-rewind 
room  supply,  and  4  dryers  combustion  air  blowers.  Each 
drying  zone  is  provided  with  a  primary  and  secondary  air 
filter. 

The  system’s  safety  equipment  shuts  the  gas  supply  to  the 
burners  if  there  is  failure  of  the  supply  or  exhaust  fan,  elec¬ 
tric  current,  excessive  heater  delivery  temperature,  high  or 
low  gas  pressure,  or  flame  failure.  The  flame  safety  system 
prevents  the  gas  supply  to  the  heaters  from  being  turned  on 
until  the  fans  have  run  for  a  predetermined  period  of  time. 
The  system  is  designed  for  a  speed  capacity  of  120  feet/ 
minute,  air  temperatures  between  100°F.  and  200°F„  solvent 
loads  of  1.35  gallons/minute,  a  208  volt,  3  phase,  60  cycle,  4 
wire  current,  20  psig  compressed  air,  and  1040  BTU/cu.  ft.  at 
8"W.C.  natural  gas. 

1  INSPECTION  AND  TEST:  The  system  has  been  ac¬ 
cepted  by  the  Factory  Mutual  Engineeering  Corporation. 

.  RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Ross  #76081  Lacquer  Coating 
Line  under  the  provisions  of  C26-702  of  the  Building  Code 
of  the  City  of  New  York.  The  system  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
.  for  use  in  New  York  City  under  Calendar  Number  369- 
70-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
j  Board, .  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 

:  Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


415-70-SA 

APPLICANT — Petrometer  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Sol  Feinberg. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

415-70-SA — Sol  Feinberg  for  Petrometer  Corporation,  New 
Hyde  Park,  New  York  filed  for  approval  of  Series  1800 
VT-1  Petrometer  Liquid  Level  Control  under  the  provisions 
of  C19-50-b.l0  of  the  New  York  City  Administrative  Code. 

PROPOSED  USE:  Liquid  level  indicating  and  control 
system  for  petroleum  products  tanks. 

DESCRIPTION :  The  level  control  is  actuated  by  hydro¬ 
static  pressure  changes  created  by  liquid  level  changes.  The 
pressure  changes  are  transmitted  pneumatically  from  an 
.Air  Bell  pick  up  device  in  the  tank  to  a  pressure  element 
in  the  control.  The  “Air  Bell”  is  located  at  the  level  of 
95%  capacity.  The  pressure  signal  to  the  “Air  Bell”  ac¬ 
tuates  the  electrical  components  which  sound  an  alarm  and 
light  a  light  at  the  dispatcher’s  office  or  at  the  filling  print, 
ihe  light  will  remain  red  as  capacity  exceeds  95%.  A 
silencer  and  reset  buttom  silence  the  alarm  and  change  the 
light  to  amber.  If  filling  continues  to  98%  of  capacity,  the 
alarm  and  light  are  reactivated  by  the  breaking  of  the  circuit 
to  a  normally  closed  solenoid  valve. 

INSPECTION  AND  TEST :  The  pressure  operated 
switches  have  been  approved  by  Underwriters’  Laboratories. 
I  he  system  has.  been  inspected  and  approved  by  the  New 
York  City  Division  of  Fire  Prevention. 

RECOMMENDATION :  .The  Committee  on  Test  recom¬ 
mends  the  approval  of  Series  1800  VT-1  Petrometer  Liquid 
Level  Control  for  petroleum  products  tanks  to  be  used 
under  the  provisions  of  Cl9-50-b.l0  of  the  Administrative 
Code  of  the  City  of  New.  York  and  the  requirements  of 
the  Commissioner  of  the  Fire  Department.  The  level  con¬ 
trol  shall  be  permanently  labeled :  “Approved  by  the  Board 
oi  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  415-70-SA.” 

A  sworn  affidavit,  by  a  responsible  officer  of  the  manu- 
iacturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
ot  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 
ship  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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756-70-SA 

APPLICANT — Spies  Trading  Company,  Inc.  for  Hans 
Maurer,  owner. 

APPEARANCES— 

For  Applicant :  William  G.  Spies. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
756-70-SA — Spies  Trading  Company,  Incorporated,  repre¬ 
senting  Hans  Maurer,  Zollikerberg,  Switzerland,  filed  for 
approval  of  an  automatic  toilet  known  as  the  Close-O-Mat 
Atlantic  under  the  provisions  of  RS-16,  P107.13  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Automatic  toilet  with  built-in  cleans¬ 
ing  jet  and  air  dryer. 

DESCRIPTION :  The  unit  includes  a  water  spray  with  a 
supply  tank  of  2  quarts  and  a  reserve  of  3  pints.  The  water 
is  heated  by  a  600  watt  heating  element  of  65 °F.  When  the 
spray  tube  moves  from  its  casing  to  the  operating  position, 
water  is  pumped  through  it  at  50  psi.  Warm  water  is 
sprayed  for  12  seconds  and  cold  water  is  sprayed  for  5 
seconds.  The  tube  retracts  and  a  warm  air  dryer  is  acti¬ 
vated.  The  dryer  can  be  regulated  to  blow  warm  air  for  up 
to  3  minutes.  General  flushing  is  done  when  the  spray  stops. 
The  weight  of  the  person  using  the  toilet  actuates  a  switch 
which  is  mounted  under  the  seat.  The  mechanical  cleaning 
is  started  when  the  person  leans  back  against  seat  lid  and 
the  flushing  bar  behind  the  lid  is  depressed.  The  switch 
under  the  seat  and  the  flushing  bar  must  be  actuated  simul¬ 
taneously  to  initiate  mechanical  cleaning.  The  water  tank  is 
equipped  with  an  air  gap  and  a  vacuum  breaker  to  prevent 
backflow.  The  tank  is  made  of  fiberglass  and  the  bowl  is 
made  of  porcelain.  A  lead  adapter  tube  and  a  bronze  adapter 
ring  are  used  to  fit  the  toilet  to  the  drain  pipe. 

INSPECTION  AND  TEST :  The  electrical  system  was 
tested  by  Underwriters’  Laboratories  (E38901,  69  ME  6443, 
on  file)  and  was  found  to  be  satisfactory.  The  toilet  has 
received  the  approval  of  the  New  York  City  Department  of 
Health,  Bureau  of  Sanitary  Inspections,  for  a  specific  instal¬ 
lation,  and  the  approval  of  the  New  York  City  Department 
of  Public  Works,  Bureau  of  Gas  and  Electricity,  conditional 
upon  compliance  with  the  New  York  City  Electrical  Code. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Clos-O-Mat  Atlantic  automatic 
toilet  under  the  provisions  of  RS-16,  P107.13  of  the  Build¬ 
ing  Code  of  the  City  of  New  York,  on  condition  that  it  be 
installed  with  the  approval  of  the  Department  of  Health, 
Bureau  of  Sanitary  Inspections,  and  in  accordance  with 
RS-16,  P107.13  of  the  Building  Code  and  the  Electrical 
Code  of  the  Citv  of  New  York.  The  toilets  shall  be  per¬ 
manently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  756-70-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revcocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


481-71-SM 

APPLICANT — Flame  Gard,  Incorporated. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
481-71-SM — Flame  Gard,  Incorporated,  Los  Angeles,  Cali¬ 
fornia,  filed  for  approval  of  Flame  Gard  10X16,  10X20, 
12X20,  16X20,  20X20  and  20X25  Grease  Extractors  under 
the  provisions  of  RS  13-3  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Filter  in  kitchen  ventilating  hoods. 
DESCRIPTION :  The  frame  of  the  filter  is  made  of  nickel 
plated  18  gauge  cold  rolled  steel  with  diameter  openings 
for  drainage  of  grease.  The  face  and  back  of  the  filter  are 
covered  with  expanded  metal  made  of  16  gauge  cold  rolled 
steel.  Two  baffle  assemblies  between  the  front  and  back  sur¬ 
faces  are  held  in  position  by  metal  adjusting  screws  and 
springs.  The  baffle  assemblies  consist  of  U-shaped  channels 
of  20  gauge  steel  coated  with  teflon.  The  channels  are  sepa¬ 
rated  and  held  in  parallel  alignment  by  14  gauge  steel  cross 
members.  The  baffle  assemblies  are  mounted  in  their  frames 
reversed  one  to  the  other  and  staggered  so  that  the  side  of 
each  channel  is  aligned  with  and  spaced  evenly  from  the  side 
of  an  opposing  channel.  The  alignment  is  such  that  by 
tightening  the  adjusting  screws,  the  two  baffle  assemblies  can 
be  separated  or  brought  fully  together  with  sides  of  all  chan¬ 
nels  touching  the  bottom  of  opposing  channels.  This  allows 
air  flow  to  be  regulated.  The  dimensions  of  the  filters  are 
nominally  in  inches  what  is  indicated  by  the  model  designa¬ 
tion.  All  models  are  1  thick. 

INSPECTION  AND  TEST :  The  filters  were  approved 
with  Class  1  ratings  by  Underwriters’  Laboratories  (Guide 
AJZV,  Card  R6514). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flame  Gard  10X16,  10X20,  12X20, 
16X20,  20X20  and  20X25  Grease  Extractors  as  filters  in 
kitchen  ventilating  hoods  under  the  provisions  of  RS  13-3  of 
the  Building  Code.  The  filters  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  481-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
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address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


440-39-SM 

APPLICANT — United  States  Gypsum  Company. 

SUBJECT — Withdrawal  of  amendment. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

_ 

800-39-SM 


APPLICANT — United  States  Gypsum  Company. 
SUBJECT — Withdrawal  of  amendment. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


785-64-SM 

APPLICANT — United  States  Gypsum. 

SUBJECT— Withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

i 


947-66-SM 

APPLICANT — United  States  Gypsum  Company. 
SUBJECT— Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re- 
!  quest  of  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1075-62-SA 

APPLICANT — Inclinator  Company  of  America. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


1103-62-SA 

APPLICANT — F.  C.  Dawson  Engineering  Company. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  Q 


1110-62-SM 

APPLICANT — L.  F.  Popell  Company,  Incorporated. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  Q 


674-64-SA 

APPLICANT — Hammel,  Riglander  and  Company,  Incor¬ 
porated. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  0 


1016-64-SM 

APPLICANT — The  Philip  D.  Shea  Company. 
SUBJECT — Dismissal. 


981 


MINUTES 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative :  .  0 


1-68-SA 

APPLICANT — The  Hobart  Manufacturing  Company. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


741-67-SM 

APPLICANT — Kaiser  Gypsum  Company,  Incorporated, 
owner ;  E.  A.  Millis,  agent. 

SUBJECT — Application  August  2,  1967 — Kaiser  Gypsum 
Wallboard  Column  Protection.  Approval  of. 

APPEARANCES— 

For  Applicant:  J.  Montesano. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
2  P.M.  for  further  study. 


PREMISES  AFFECTED — 28-44  Fulton  Street,  southeast 
corner  of  Elizabeth  Street,  Block  202,  Lots  1  and  9,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  19,  1964  and  February  8,  1971  on  Order  No.  3038-4, 
reads : 

T.  Install  an  approved,  wet  automatic  sprinkler 
system  throughout  the  building,  having  at  least  one 
source  of  water  supply,  arranged  and  equipped  as  per 
C26-1336.0  Administrative  Code;  C19-161-0a  Admin¬ 
istrative  Code.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved ,  that  the  decision  of  the  Fire  Commissioner 
February  8,  1971,  acting  on  Order  No. 

Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
September  23,  1971,”  7  sheets,  and  “October  6,  1971,”  6 
sheets;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


235-71-A 


330-71-SM 

APPLICANT — Inner-Tite,  Division  Yara  Engineering 
Corporation. 

SUBJECT — Plastic  tube  to  steel  pipe  transition  fittings  for 
gas  service. 

APPEARANCES— 

For  Applicant :  E.  G.  Engel  and  L.  R.  Libenson. 

ACTION  OF  BOARD — Laid  over  without  date  for  further 
study  by  the  Board. 


533-71-SM 

APPLICANT — Nicholas  J.  Bouras,  Incorporated  for  Epic 
Metals  Corporation,  owner. 

SUBJECT — Application  August  6,  1971— Epicore,  approval 
of. 

APPEARANCES— 

For  Applicant:  Nicholas  J.  Bouras,  Vincent  Ditrano,  Jr., 
and  Frank  A.  Sauk. 

For  Opposition:  Robert  MacLeay. 

ACTION  OF  BOARD — Laid  over  without  date  for  further 
study  by  the  Board. 


121-71-A 

APPLICANT — Charles  M.  Spindler  for  28  Fulton  Street 
Corporation,  owner. 

SUBJECT — Application  March  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  Sprinkler  system. 


APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — L.  B.  Russell  Chemicals,  In¬ 
corporated. 

SUBJECT— Application  April  13,  1971— for  Modification  of 
certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 14-33  31st  Avenue,  north  side 
250  feet  east  of  14th  Street,  Block  534,  Lot  11,  Astoria, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner :  Sol  Feinberg  and  Sid  Lippin. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  q 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

14-33  31st  Avenue,  Queens — Certificate  No.  90691. 

and 


982 


MINUTES 


“1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner  for 
modification  of  the  Certificate  of  Occupancy  be  and  it  hereby 
is  granted,  and  that  the  Certificate  of  Occupancy  be  modified 
to  require  an  automatic  fire  alarm  system  with  central  office 
connection  throughout  the  building,  and  that  all  other  laws, 
rules  and  regulations  applicable  should  be  complied  with. 


260-71-A 

APPLICANT — Albert  Melniker  for  Alphonse  Dacey,  owner. 
SUBJECT — Application  April  27,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 120  Grymes  Hill  Road,  south 
side,  90.94  feet  west  of  Bertha  Place,  Block  593,  Lot  159, 
I  Grymes  Hill,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


,  Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1971  on  N.  B.  Applic.  281-71,  reads: 

“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  map.  Therefore,  no  Certificate 
of  Occupancy  can  be  issued,  as  per  Article  3,  Section  36 
of  the  General  City  Law.” 

and 

!  Whereas,  the  premises  were  inspected  by  a  committee  of 
[  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  March  31,  1971,  acting  on  N.B.  Applic.  281-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb  and  curb  cuts  be  installed  in  accord¬ 
ance  with  the  standards  of  the  Department  of  Highways ; 
that  the  building  shall  substantially  comply  with  drawings 
k  marked  "Received  April  27,  1971,”  one  sheet  and  “July  26, 

;  1971,”  one  sheet ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

_ 

336-71-A 

APPLICANT — Kenneth  H.  Koons  for  David,  Rosel  and 
Rita  Kebart,  d/b/a  Besbe  Realty  Company,  owner. 
SUBJECT — Application  May  25,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartments. 
PREMISES  AFFECTED — 2842  Grand  Concourse,  south¬ 
east  corner  of  East  198th  Street,  Block  3304,  Lot  119, 
Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant :  K.  Koons. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1971  on  Alt.  Applic.  125-71,  reads: 

“A-l  Proposed  conversion  of  Supt.  apartment  to  a 
non-Supt.  Apt.  is  contrary  to  Sec.  216  first  paragraph 
and  subd.  2e  M.D.L.  as  to  yard  requirement.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  10,  1971,  acting  on  Alt.  Applic.  125-71,  Objection 
No.  A-l,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  May  25,  1971,”  2 
sheets,  and  “August  25,  1971,”  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


442-71-A 

APPLICANT — Michael  W.  Frudakis  for  Warren  E.  Davis, 
owner,  Arthur  Koticlc,  lessee. 

SUBJECT — Application  June  23,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  egress  and  stair¬ 
way. 

PREMISES  AFFECTED — 57  Murray  Street,  north  side, 
50.7J4  feet  east  of  West  Broadway,  Block  133,  Lot  13, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Michael  W.  Frudakis. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1971  on  Alt.  Applic.  257-67,  reads: 

“C8 — Provide  2  means  of  egress  from  2nd  floor, 
cellar  and  sub-cellar  to  street  as  per  C26-273.0  and 
C26-292.0  A.  C. 

C9 — Stairway  to  roof  to  comply  to  C26-292.0  A.  C. 
(6.4.1.11)  K-3  B.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  27,  1971,  acting  on  Alt.  Applic.  257-67,  Objection 
Nos.  C8  and  C9,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  June 
23,  1971,”  9  sheets,  and  “October  6,  1971,”  one  sheet;  and 
that  all  laws,  rules  and  regulations  shall  be  complied  with. 

507-71-A 

APPLICANT — McGee  and  Morsellino  for  Julia  Terzi, 
owner. 

SUBJECT — Application  July  23,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 


t 
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PREMISES  AFFECTED — 41-80  Little  Neck  Parkway, 
west  side,  56.44  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  41,  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1971  on  N.  B.  Applic.  585-71,  reads: 

“1.  Proposed  construction  of  2  family  dwelling  in 
bed  of  a  mapped  street  is  contrary  to  Art.  3,  Sec.  35 
General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1971,  acting  on  N.  B.  Applic.  585-71,  Objection 
No.  1,  be  and  it  hereby  is  viodified  under  the  powers  vested 
in  the  Board  by  Section  35  of  the  General  City  Law,  and 
that  the  appeal  be  and  it  hereby  is  granted,  on  condition  that 
the  construction  shall  conform  to  drawings  marked  “Received 
July  23,  1971,”  4  sheets;  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


508-71-A 

APPLICANT — McGee  and  Morsellino  for  Julia  Terzi, 
owner. 

SUBJECT — Application  July  23,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 41-82  Little  Neck  Parkway, 
west  side,  3.66  feet  north  of  Marathon  Parkway,  Block 
8127,  Lot  39,  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1971  on  N.B.  Applic.  586-71,  reads: 

“1.  Proposed  construction  of  2  family  dwelling  in 
bed  of  a  mapped  street  is  contrary  to  Art.  3,  Sec.  35 
General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1971,  acting  on  N.B.  Applic.  586-71,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  35  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  construction  shall  conform  to  drawings  marked 
“Received  July  23,  1971,”  4  sheets;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


624-71-A 

APPLICANT — Martin  P.  Walsh,  Jr.  for  Mac-Fab 
Products,  Incorporated,  owner. 

SUBJECT — Application  September  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  rescinding  previ¬ 
ous  grant  re-  floor  decking. 

PREMISES  AFFECTED — 230  East  149th  Street  and  425 
Morris  Avenue,  southwest  corner,  from  East  144th  Street 
to  East  149th  Street,  Block  2335,  Lot  19,  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Martin  P.  Walsh,  Jr.  and  Joel  M.  Charles. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  28,  1971  and  August  18,  1971  on  N.B.  Applic. 
10-70,  reads : 

“2)  Acceptance  cannot  be  granted  since  the  steel 
units  MacCor  Type  1  and  type  2  are  not  the  units 
tested.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  28th,  1971  and  August  18th,  1971,  acting  on  N.  B. 
Applic.  10-70,  Objection  No.  2,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  decking  shall  conform  to  drawing  marked  “Received 
September  16,  1971,”  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


509-67-A 

APPLICANT — Kenneth  H.  Koons  for  Marie  T.  Ruckel, 
owner. 

SUBJECT — Application  for  consideration — reopen  and  re¬ 
store  to  the  docket — decision  of  the  Borough  Superin¬ 
tendent — filed  pursuant  to  Section  310  of  the  Multiple 
Dwelling  Law  for  variation  of  Section  34,  Subd.  6  and 
Section  216  Subd.  2e  of  the  Multiple  Dwelling  Law  re¬ 
minimum  dimensions  of  yard  or  courts. 

PREMISES  AFFECTED — 1710  Fowler  Avenue,  east  side, 
100  feet  north  of  Van  Nest  Avenue,  Block  4095,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Iv.  Koons. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD— Laid  over  to  November  9,  1971, 
at  2  P.M.  for  continued  hearing,  at  the  request  of  the 
applicant. 


611-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — filed  pursuant 
to  Section  36,  Art.  3  of  the  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  2  P.M.  for  continued  hearing,  at  the  request  of 
the  applicant. 


351-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Karl  Plofker,  Bldg.  Dept. 

For  Owner  :  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  for  continued  hearing,  with  the  concurrence  of 
the  Building  Department. 

163-71- A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village,  In¬ 
corporated,  owner. 

SUBJECT — Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 
PREMISES  AFFECTED — Baisley  Boulevard,  Bedell 
Street  and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica, 
Borough  of  Queens. 

.  APPEARANCES— 

For  Applicant:  Arthur  Gussaroff,  H.  J.  Jessor  and  Jules 
!  Weinstein. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

i  ACTION  OF  BOARD — 'Laid  over  to  November  9,  1971,  at 
2  P.M.,  for  inspection  by  a  committee  of  the  Board  in 
conjunction  with  the  Fire  Department,  and  for  continued 
hearing. 

228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner, 
i  0\\  NER  OF  PREMISES — Mor-Ben  Company. 

1  SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

!  \PPEARANCES — 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  I.  E.  Minkin,  B.  D. 


ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  2  P.M. 


323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 
SUBJECT — Application  May  18,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  transportation  of  oils, 
unapproved  tank  trucks. 

APPEARANCES— 

For  Applicant:  Everett  E.  Marshall,  Jr. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD— Laid  over  to  October  26,  1971, 
at  2  P.M.  for  decision.  Hearing  closed. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 

PREMISES  AFFECTED — 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971, 
at  2  P.M.  for  joint  inspection  by  the  Board  and  the  Fire 
Department. 

425- 71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  2  P.M.  for  continued  hearing,  at  the  request  of  the 
applicant. 

426- 71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD— Laid  over  to  November  9,  1971,  at 
2  P.M.  for  continued  hearing,  at  the  request  of  the 
applicant. 

480-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SLTBJECT — Application  July  8,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
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PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition :  Silvia  Lavalis. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
2  P.M.  for  hearing,  at  the  request  of  Community  District 
Planning  Board  No.  2. 


543-71-A 

APPLICANT — Stephen  B.  Jacobs  for  Second  Generation, 
Incorporated,  owner. 

SUBJECT — Application  August  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  escapes 
and  egress. 

PREMISES  AFFECTED— 207  to  209  East  21st  Street, 
north  side  122.0  feet  east  of  Third  Avenue,  Block  902,  Lots 
9,  10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
2  P.M.  for  inspection  and  continued  hearing. 

Adjourned:  4:20  P.M. 

James  P.  Mulroy,  Secretary 


SPECIAL  MEETING 

THURSDAY  MORNING,  OCTOBER  14,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

519-71-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  July  16,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner,  re-  synthetic  gas  plant  to 
manufacture,  refine  and  distill  petroleum  or  coal  tar. 
PREMISES  AFFECTED— 438  Varick  Avenue,  287  to  473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  W.  H.  Byrne,  Hon.  George  Kelly,  A.  J. 
Weiss,  W.  B.  Cameron,  R.  J.  Caputo,  W.  C.  Ross,  R. 
Papen,  A.  Rabb,  N.  R.  Hower,  T.  M.  Stepanson,  George 
A.  Chilcote. 

For  Administration :  Galen  C.  Thomas,  E.  D.  A.,  Capt. 
John  F.  Petraglia,  N.  Y.  C.  Fire  Dept.,  Lieut.  John  P. 
Manfredi,  N.  Y.  C.  Fire  Dept.,  Asst.  Chief  of  the  Dept. 
Joseph  F.  Connor,  N.  Y.  C.  Fire  Dept,  and  Chief  In¬ 
spector  Milton  Fishkin,  N.  Y.  C.  Fire  Dept. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 

Adjourned:  3:45  P.M. 

James  P.  Mulroy,  Secretary 
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New  Cases  Filed  up  to  October  19,  1971 

Cal.  No.  Dept.  Premises  Affected 

660-71-SA — Neptune  Chemical  Pump  Company,  Neptune 
series  100  piston  type  chemical  proportioning  pump, 
manufactured  by  Neptune  Chemical  Pump  Company, 
Appliance. 


661-71-SA — National-Riverside  Company,  National-River¬ 
side  Space  Heater  Model  No.  N.  Y.  50,  manufactured 
by  National-Riverside  Company,  Appliance. 


662-71-A — F.D. — 270  to  271  West  Street,  and  37  to  39 
Desbrosses  Street  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan,  F.D.  letter  of  10/13/71,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


663-71-A — F.D. — 33  to  35  Desbrosses  Street,  south  side, 
85  feet  west  of  West  Street,  Block  223,  Lots  11,  12,  Bor¬ 
ough  of  Manhattan,  F.D.  letter  of  10/13/71,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


664-71-A — F.D. — 343  to  347  Kingsland  Avenue,  west  side, 
180  feet  north  of  Norman  Avenue,  and  268  Monitor 
Street,  Block  2608,  Lot  82,  Borough  of  Brooklyn,  F.D. 
letter  of  10/13/71,  re-  modification  of  Certificate  of  Oc¬ 
cupancy,  New  York  City  Charter,  Administrative  Code. 


665-71-A — F.D. — 337  to  341  Kingsland  Avenue,  west  side, 
95  feet  north  of  Norman  Avenue,  Block  2608,  Lots  84, 
87,  Borough  of  Brooklyn,  F.D.  letter  of  10/13/71,  re¬ 
modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


666-71-A — F.D. — 50-02  to  50-06  Queens  Boulevard,  and 
45-55  50th  Street,  southeast  corner,  Block  2283,  Lots 
12,  22,  Woodside,  Borough  of  Queens,  F.D.  letter  of 
10/13/71,  re-modification  of  Certificate  of  Occupancy, 
New  York  City  Charter,  Administrative  Code. 


667-71-A — F.D. — 376  to  382  Vernon  Avenue,  south  side, 
225  feet  west  of  Stuyvesant  Avenue,  Block  1589,  Lot  32, 
Borough  of  Brooklyn,  F.D.  letter  of  10/13/71,  re-  modi¬ 
fication  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


668-71-A — F.D. — 601  East  77th  Street,  southeast  corner 
of  Farragut  Road  and  Ralph  Avenue,  Block  7982,  Lot 
40,  Borough  of  Brooklyn,  F.D.  letter  of  10/13/71,  re¬ 
modification  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


669-71-A — F.D. — 145  to  147  Noll  Street,  west  side,  125 
feet  south  of  Wilson  Avenue,  Block  3148,  Lots  38,  39, 
Borough  of  Brooklyn,  F.D.  letter  of  10/13/71,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


670-71-A — F.D. — 108-02  Otis  Avenue,  northeast  corner 
of  Van  Cleef  Street,  Block  1962,  Lot  1,  Corona,  Borough 
of  Queens,  F.D.  letter  of  10/13/71,  re-  modification  of 
Certificate  of  Occupancy,  New  York  City  Charter,  Ad¬ 
ministrative  Code 


671-71-A — F.D. — 539  to  541  East  6th  Street,  north  side, 
90  feet  west  of  Avenue  B,  Block  402,  Lots  45,  46,  Bor¬ 
ough  of  Manhattan,  F.D.  letter  of  10/13/71,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


672-71-A — F.D. — 753  to  755  Grand  Street,  north  side,  146 
feet  west  of  Humboldt  Street,  Block  2783,  Lot  34,  Bor¬ 
ough  of  Brooklyn,  F.D.  letter  of  10/13/71,  re-  modifica¬ 
tion  of  Certificate  of  Occupancy,  New  York  City  Char¬ 
ter,  Administrative  Code. 


673-71-BZ — B.Q. — 175-19  148th  Road,  northeast  corner 
of  175  Street,  Block  13379,  Lots  67,  69,  78,  81  82,  79, 
Jamaica,  Borough  of  Queens,  N.B.  756-71,  re-  office 
building  with  accessory  parking,  Ml-1  district. 


674-71-BZ — B.B. — 446  Utica  Avenue,  northwest  corner 
of  East  New  York  Avenue,  Block  1430,  Lot  34,  Borough 
of  Brooklyn,  E.S.  500,  501,  502-70,  re-  proposed  business 
and  accessory  signs,  C8-2  district. 


675-71-A — B.M. — 47  to  49  King  Street,  (front  building) 
north  side,  89  feet  9  inches  east  of  Varick  Street,  Block 
520,  Lots  56,  57,  Borough  of  Manhattan,  Alt.  No.  1546- 
70,  re-  halfway  house,  egress,  stairway  enclosure,  R6  and 
Ml-6  district. 


676-71-A — B.M. — 47  to  49  King  Street,  rear  building, 
north  side,  89  feet  9  inches  east  of  Varick  Street,  Block 
520,  Lots  56,  57,  Borough  of  Manhattan  Alt.  No.  869-70, 
Block  520,  Lots  56,  57,  Borough  of  Manhattan,  re-  half¬ 
way  house,  egress,  stairway  enclosure,  R6  and  Ml-6 
district. 


Restored  to  Docket 

588-69-A  Vol.  II— F.D.— 7-02  to  7-68  36th  Avenue,  36-04 
to  36-46  Vernon  Boulevard,  southwest  corner,  Block 
356,  Lot  1,  Ravenswood,  Borough  of  Queens,  F.D.  Let¬ 
ter  September  22,  1971  re-  fuel  oil  tanks. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — -Fire  Department. 


NOVEMBER  16,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing  Tues¬ 
day  morning,  November  16,  1971,  at  10  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  follow¬ 
ing  matters : 

771-61-BZ 

APPLICANT — Kenneth  H.  Koons  for  Dominick  Scala, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  24, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  maintenance 
of  a  parking  lot  for  the  parking  and  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 173  East  205th  Street,  north 
side,  189.60  feet  east  of  Grand  Concourse,  Block  3312,  Lots 
63  and  65,  Borough  of  The  Bronx. 


924-55-BZ 

APPLICANT — Kenneth  H.  Koons  for  Debruce  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  7,  1971 — decision  of 
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the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7 h  of  the  Zoning  Resolution,  to  permit 
in  a  residence  use  district,  the  proposed  parking  lot  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 31-35  Monroe  Street,  north 
side,  139  feet  9  inches  west  of  Market  Street,  Block  276, 
Lots,  16,  17  and  18,  Borough  of  Manhattan. 


215-34-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  30, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  erection  of  a  gasoline  service  station  and  the  ac¬ 
cessory  uses  of  minor  motor  vehicle  repairs  and  parking  of 
cars  awaiting  service. 

PREMISES  AFFECTED— 118-02  to  118-12  Merrick  Boule¬ 
vard,  southwest  corner  of  118th  Avenue,  Block  12371,  Lot 
324,  St.  Albans,  Borough  of  Queens. 


327-55-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refining 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  24,  1971 
- — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  22A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  dis¬ 
trict,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  auto  laundry  (non-automatic)  minor 
auto  repair  shop  (with  hand  tools  only)  and  the  parking 
of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 202-06  Hillside  Avenue,  south¬ 
east  corner  of  202nd  Street,  Block  10496,  Lot  52,  Hollis, 
Borough  of  Queens. 


1290-66-BZ— Vol.  II 

'APPLICANT — Larry  Meltzer  for  Abe  Rothstein  and  Cyrus 
Gebber,  owners. 

SUBJECT — Application  reopened  as  Volume  II,  September 
28,  1971 — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  tbe  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one  story  building  for  use 
as  a  retail  store. 

'PREMISES  AFFECTED— 1836  to  1846  Rockaway  Park¬ 
way,  and  9625  Avenue  M,  northwest  corner,  Block  8261, 
Lot  1,  Borough  of  Brooklyn. 


269-71-BZ 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  an  R3-2  district,  on  a  plot  with  greenhouses, 
the  addition  to  the  uses  to  include  the  sale  of  agricultural 
products  grown  off-site. 

PREMISES  AFFECTED— 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 


270-71-A 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  building  area  ex¬ 
ceeds  the  tabular  limits. 

PREMISES^  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulle  Head,  Borough  of  Richmond. 


404-71-BZ 

APPLICANT — Edwin  Storch  for  Sam  Glickman,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  previously 
before  the  Board  for  use  as  accessory  parking  and  loading. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  Street,  east 
side,  137.21  feet  north  of  Astoria  Boulevard,  Block  803,  Lot 
13,  Astoria,  Borough  of  Queens. 


443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 


452-71-BZ 

APPLICANT — Otto  J.  Sambach  for  Cirillo  Brothers  Ter¬ 
minal  Incorporated,  owner. 

SUBJECT — Application  June  24,  1971 — decision  of  the  De¬ 
partments  of  Ports  and  Terminals,  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  an  M3-1  district,  the 
conversion  of  existing  fuel  oil  tanks  to  gasoline  tanks 
that  encroach  on  the  minimum  distance  to  a  zoning  bound¬ 
ary. 

PREMISES  AFFECTED — 1060  to  1066  Zerega  Avenue, 
2401  Black  Rock  Avenue,  northeast  corner  and  2400  Wat¬ 
son  Avenue,  Block  3837,  Lot  1,  Borough  of  The  Bronx. 


453-71-BZ 

APPLICANT — Aaron  Halpern  for  Benedict  L.  Lurie, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-01  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
addition  to  the  uses  of  an  existing  hospital  to  include  laun¬ 
dry  service  for  an  affiliated  hospital. 

PREMISES  AFFECTED — 80-02  Kew  Gardens  Road, 
northwest  corner  of  80th  Road,  Block  3348,  Lot  37,  Kew 
Gardens,  Borough  of  Queens. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
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two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

Laid  over  from  October  19,  1971,  at  the  request  of  the 

Community  Planning  Board  for  continued  hearing. 


273-71-BZ 

APPLICANT— Fredric  R.  Grae  for  Jerry  Sherman,  owner. 
SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
one  story  and  basement  building,  the  conversion  of  the  first 
floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board  Num¬ 
ber  2. 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

Laid  over  from  October  19,  1971,  for  continued  hearing. 

THOMAS  GALVIN,  Chairman 


NOVEMBER  16,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon ,  November  16,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970 — appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 


514-71-A 

APPLICANT — Sawyer,  Sullivan  &  Scanlan  for  STP  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  STP  Diesel  Fuel  Treatment  in  32 
ounce  metal  cans  with  sealed  tops  not  in  compliance  with 
the  regulations  of  the  Administrative  Code  of  New  York 
City. 


515- 71-A 

APPLICANT — Sawyer,  Sullivan  and  Scanlan  for  STP 
Corporation,  owner. 

SUBJECT — Application  July  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  STP  Double  Power  Gas  Treatment 
in  8  fluid  ounce  and  12  fluid  ounce  metal  cans  with  non- 
replaceable  tear  caps  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code  of  New  York  City. 

516- 71-A 

APPLICANT — Pitney  Bowes,  Incorporated  for  Hunt  Chem¬ 
ical  Company,  owner. 

SUBJECT — Application  July  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  Toner  for  Copier  Model  262,  and 
Concentrate  for  Copier  Models  262  in  32  fluid  ounce  poly¬ 
ethylene  bottle,  and  7j4  fluid  ounce  polyethylene  container 
not  in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 


552-71-A 

APPLICANT — Office  of  Alfred  Easton  Poor  for  Sixty  Wall 
Tower  Incorporated,  owner;  Cities  Service  Company, 
lessee. 

SUBJECT — Application  August  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft  in  class 
one  building. 

PREMISES  AFFECTED— 2  to  18  Cedar  Street,  and  66  to 
78  Pine  Street,  northwest  corner,  and  171  to  181  Pearl 
Street,  Block  41,  Lot  1,  Borough  of  Manhattan. 


561-71-A 

APPPLICANT — Sol  Feinberg  for  M.  L.  C.  Management 
Company,  owner ;  Zenith  Manufacturing  and  Chemical 
Corporation,  Manufacturer. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  manufacturing  com¬ 
bustible  mixtures  requiring  a  permit. 

PREMISES  AFFECTED— 139  Spring  Street,  94  to  98 
Wooster  Street,  northeast  corner,  Block  500,  Lot  40,  Bor¬ 
ough  of  Manhattan. 


572-71-A 

APPLICANT — Arthur  Edelstein  for  Croydon  Country  Day 

School,  owner. 

SUBJECT— Application  August  26,  1971 — review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  violation  of 
use. 

PREMISES  AFFECTED — 173-53  Croydon  Road,  north¬ 
east  corner  Homelawn  Street,  Block  9892,  Lot  19,  Jamaica, 
Borough  of  Queens. 
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645-71-A 

APPLICANT — Vincent  S.  LaGanga  for  George  Chance, 
owner. 

SUBJECT — Application  September  29,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 161  Bathgate  Street,  north 
side,  50.00  feet  west  of  Arden  Avenue,  Block  5407,  Lot  25, 
Eltingville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  23,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  November  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

1501-39-BZ — Vol.  Ill 

APPLICANT — James  R.  Curreri,  owner. 

:  SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  24, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  to  con¬ 
sider  use  of  existing  garages  formerly  accessory,  for 
rental  purposes,  and  parking  on  the  unbuilt  upon  portion 
1  of  the  plot. 

PREMISES  AFFECTED — 2012  Daly  Avenue,  east  side, 
66  feet  south  of  East  179th  Street,  Block  3127,  Lot  11, 
Borough  of  The  Bronx. 


676-42-BZ— Vol.  IV 

APPLICANT — Daub  and  Daub  for  Leesam  Plumbing  and 
Heating  Supply  Company,  Incorporated,  owner. 

’  SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  24,  1970 — decision  of 
the  Borough  Superintendent,  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
the  premises  to  be  used  for  office  and  storage  of  kitchen  and 
bathroom  fixtures  and  plumbing  supplies. 

'PREMISES  AFFECTED— 357  West  17th  Street,  north 
side,  100  feet  east  of  9th  Avenue,  Block  741,  Lot  5,  Bor¬ 
ough  of  Manhattan. 


731-46-BZ— Vol.  IV 

U 

APPLICANT — Peter  Lupoli,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September  19, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles  with  curb  cuts  in 
the  residence  use  district. 

PREMISES  AFFECTED— 35-36  to  35-48  30th  Street,  west 
side,  92.61  feet  north  of  36th  Avenue  and  35-45  to  35-47 
29th  Street,  Block  341,  Lot  6,  Long  Island  City,  Borough 
of  Queens. 


271-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  1165  Ogden  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  23, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  and  resi¬ 
dence  use  district,  the  proposed  change  in  occupancy  from 
parking  and  storage  of  more  than  5  motor  vehicles  to  gas 
and  oil  selling  station,  office,  salesroom,  lubritorium,  car 
washing,  storage,  minor  repairs  with  hand  tools  only  and 
parking  and  storage  of  motor  vehicles,  proposed  curb  cut 
within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED— 1165-1181  Ogden  Avenue  and 
151-167  West  167th  Street,  northeast  corner,  Block  2528, 
Lot  35  (formerly  Lots  35,  37,  39  and  42),  Borough  of  The 
Bronx. 


586-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Murray  Lehman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  9, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution.  permitting  in  a  residence  use  district,  the  change  of 
use  of  an  existing  one  story  building  from  public  garage  to 
manufacturing  and  storage  of  aluminum  products. 

PREMISES  AFFECTED— 1750-1764  Dean  Street,  south 
side,  140  feet  east  of  Utica  Avenue,  Block  1349,  Lot  14, 
Borough  of  Brooklyn. 


551-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  S.  M.  R.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  3, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use  district,  the 
maintenance  of  a  non-transient  storage  and  parking  lot 
for  pleasure  type  vehicles  only  and  the  omission  of  a  fence, 
between  proposed  parking  area  on  adjoining  premises. 

PREMISES  AFFECTED — 3233  Cruger  Avenue,  southwest 
corner  of  Rosewood  Street,  Block  4596,  Lot  34,  Borough 
of  The  Bronx. 


312-64-BZ 

APPLICANT — Frank  A.  De  Santis  for  The  First  Chinese 
Presbyterian  Church,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September 
19,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  11-412  of 
the  Zoning  Resolution,  permitting  in  an  R7-2  district,  the 
enlargement  in  area  of  an  existing  parking  lot,  previously 
granted  by  the  Board,  into  an  adjoining  lot. 

PREMISES  AFFECTED— 90-92  Madison  Street,  south 
side,  222  feet  10  inches  east  of  Catherine  Street,  Block 
2 76,  Lots  43  and  44,  Borough  of  Manhattan. 

544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SL^BJECT— Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
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York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  October  19,  1971,  at  the  request  of  Com¬ 
munity  Planning  Board  No.  18. 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  sto,ry  building  for  use  as  indoor  tennis  courts. 

PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 


488-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bio  Builders, 
owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  six 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  will  have 
windows  that  encroach  on  the  minimum  distance  to  a 
lot  line. 

PREMISES  AFFECTED — 180  East  162nd  Street,  south 
side,  144.69  feet  east  of  Grand  Concourse,  Block  2460, 
Lot  10,  Borough  of  The  Bronx. 


489-71-A 

APPLICANT — Atkin  and  Bassolino  for  Bio  Builders, 
owner. 

SUBJECT — Application  July  13,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  class  A  Multiple 
Dwelling,  additional  apartments,  yards  less  than  60  feet. 

PREMISES  AFFECTED— 180  East  162nd  Street,  south 
side,  144.69  feet  east  of  Grand  Concourse,  Block  2460, 
Lot  10,  Borough  of  The  Bronx. 


496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 


526-71-BZ 

APPLICANT — Sidney  Goldhammer  for  320  East  Realty 
Corporation,  owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  nine 


story  and  penthouse  multiple  dwelling,  the  conversion  of 
portions  of  the  first  floor  and  basement  from  private  club 
to  offices. 

PREMISES  AFFECTED— 320  to  326  East  53rd  Street, 
south  side,  218.4  feet  east  of  Second  Avenue,  Block  1345, 
Lot  41,  Borough  of  Manhattan. 


571-71-BZ 

APPLICANT — Charles  L.  Gittens  for  164  West  136  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8-2  district,  the  enlargement 
in  area  of  an  existing  funeral  establishment  into  two  ad¬ 
joining  buildings. 

PREMISES  AFFECTED— 164  to  168  West  136th  Street, 
south  side,  125  feet  east  of  Seventh  Avenue,  Block  1920, 
Lots  57,  58,  and  158,  Borough  of  Manhattan. 


587-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 147-17  34th  Avenue,  north  side, 
28.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 


590-71-BZ 

APPLICANT— McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
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Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 

yard. 

PREMISES  AFFECTED— 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

614-71-BZ 

: 

APPLICANT — Charles  M.  Spindler  for  John  Scaglione, 
Antonnia  Caccia  and  Janet  M.  Jaffin,  owners. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  combining  and  rehabilitation  of  two  automotive 
service  stations  previously  before  the  Board  into  one 
facility  with  accessory  signs. 

PREMISES  AFFECTED — 2944  Avenue  U,  southwest  cor¬ 
ner  of  Haring  Street,  Block  7363,  Lots  5,  67,  Borough  of 
Brooklyn. 

414- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board 

Number  7. 

415- 71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
j  America  Incorporated,  owner. 

*  SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

416- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

■  SUBJECT — Application  June  15,  1971 — decision  of  the  Bor- 
i  ough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board  Num¬ 
ber  7. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SULJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot.  45,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board 
Number  7. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board 
Number  7. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 


CALENDAR 


PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971- — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board  Num¬ 
ber  7. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN _  of  a  public  hearing 
Tuesday  afternoon,  November  23,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

447-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 


573-71-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT — Application  August  31,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Wm  Penn  Anti-Freeze  and 
Summer  Coolant,  and  Cold  Guard  Anti-Freeze  and  Sum¬ 
mer  Coolant  in  one  quart  and  one  gallon  metal  sealed 
cans,  for  two  gallon  metal  sealed  can  and  plastic  gallon 


container  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 


596-71-A 

APPLICANT — Albert  Homer  Swanke,  for  Chase  Manhat¬ 
tan  Realty  Corporation,  owner;  Davis  Polk  and  Wardwell, 
lessee. 

SUBJECT — Application  September  2,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs. 

PREMISES  AFFECTED — 1  Chase  Manhattan  Plaza, 
southeast  corner  of  Nassau  Street  and  Liberty  Street, 
Block  45,  Lot  1,  Borough  of  Manhattan. 


618-71-A 

APPLICANT — Neil  W.  Tailing  for  Chrysler  Outboard 
Corporation,  owner. 

SUBJECT — Application  August  20,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Chrysler  Outboard  50/1 
Premium  2-cycle  Oil  in  16  ounce  sealed  metal  can  not 
in  compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


621-71-A 

APPLICANT — Harold  E.  Diamond  for  Michael  Ferrante, 
owner. 

SUBJECT — Application  September  8,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 62  Cornelia  Street,  south  side, 
50.26  feet  west  of  North  Railroad  Avenue,  Block  3312, 
Lot  28,  Old  Town,  Borough  of  Richmond. 


622-71-A 

APPLICANT — Harold  E.  Diamond  for  Michael  Ferrant§, 
owner. 

SUBJECT — Application  September  8,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 66  Cornelia  Street,  southwest 
corner  of  North  Railroad  Avenue,  Block  3312,  Lot  29, 
Old  Town,  Borough  of  Richmond. 


633-71-A 

APPLICANT — Harrison  and  Abramovitz  for  Rock-Cel- 
Time,  Incorporated,  owner. 

SUBJECT — Application  September  21,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  openings, 
passageways,  street  floor  lobbies,  corridor  walls. 

PREMISES  AFFECTED— 1201  to  1217  Avenue  of  the 
Americas,  west  side  Block  Front,  101  to  143  West  47th 
Street,  and  102  to  136  West  48th  Street,  Block  1000,  Lots 
15,  16,  17,  18,  20,  22,  24,  27,  28,  29,  30,  31,  32,  33,  34,  39,  40, 
41,  42,  45,  47,  126,  130,  137,  and  138,  Borough  of  Man¬ 
hattan. 

THOMAS  F.  GALVIN,  Chairman 


996 


f 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  19,  1971,  10  A.M. 

Present :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan. 

I r 

736-51-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Northern  and 
147th  Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Sections 
7A,  7e,  7h  and  7i  of  the  Zoning  Resolution  permitting  in 
a  local  retail  use  district,  the  erection  and  maintenance  of 
a  gasoline  service  station,  lubritorium,  car  wash,  minor 
motor  vehicle  repairs,  office  and  permitting  the  parking  and 
storage  of  cars. 

PREMISES  AFFECTED — 147-10  Northern  Boulevard  and 
37-01  to  37-09  147th  Street,  southeast  corner,  Block  5016, 
Lot  18,  Flushing,  Borough  of  Queens. 

■  APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

|  Affirmative :  Vice  Chairman  Becker,  Commissioner 

Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

i  Negative  :  . 0 

Absent:  Chairman  Galvin  .  1 

:  THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  17,  1955,  on  certain  conditions;  and 
Whereas,  the  term  of  variance  was  extended  on  June  23, 
1970;  and 

■  Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  17, 
1955,  as  amended  through  June  23,  1970,  by  adding  thereto: 
“that  the  premises  shall  conform  to  revised  drawing  of 
proposed  conditions  marked  ‘Received  September  20, 
1971’,  one  sheet,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied  with 
in  all  respects.”  (B.N.  1647-71) 


116-56-BZ 

!•  APPLICANT — Millard  Bresin  for  Leemilt  Petroleum,  In¬ 
i'  corporated,  owner. 

i  SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  June  26,  1971— decision  of  the 
Borough  Superintendent ;  previously  granted  under  Sec¬ 
tions  7f  and  7i  of  the  Zoning  Resolution,  to  permit  in  a 
retail  use  district  the  construction  and  maintenance  of  a 
>  gasoline  service  station,  lubritorium,  auto  washing,  minor 
repairs  (using  hand  tools  only),  office  and  sales  of  auto 
accessories. 

PREMISES  AFFECTED— 2451-2459  Westchester  Avenue 
and  1400-1408  Rowland  Street,  northeast  corner,  Block 
3974,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  J.  Hartnett. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  26,  1956,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  26,  1956,  as  amended  through 
July  7,  1964  only  as  to  the  terms  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  June  26,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  362-59) 


519-57-BZ 

APPLICANT — Millard  Bresin  for  Jo  Mar  Di  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
retail  use  district,  the  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  lubritorium,  sale  of  accessories,  minor 
motor  vehicle  repairs  with  hand  tools,  parking  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2071  Victory  Boulevard  and  8 
Bradley  Avenue,  northwest  corner,  Block  462,  Lot  35, 
Fairview  Heights,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  T.  Harnett. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 

Nolan  .  4 

Negative:  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  17,  1958,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  6,  1959,  and 
Whereas,  the  resolution  was  amended  on  February  24, 
1960 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
17,  1958  as  amended  through  February  24,  1960,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substan¬ 
tially  as  shown  on  revised  drawing  of  proposed  condi¬ 
tions  marked  ‘Received  September  27,  1971’,  one  sheet, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects.”  (B.N.  90-71) 
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357-60-BZ — Vol.  II 

APPLICANT — Charles  F.  Murphy  for  Contractor’s  Supply 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening-  for 
extension  of  term  of  variance  of  the  accessory  parking 
permitted  under  357-60-BZ  Volume  I,  which  expired  July 
5,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition  under  Section  7c  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use  district,  the  erec¬ 
tion  of  a  one  story  extension  to  an  existing  contractors 
building  extending  into  the  residence  portion  of  the  prem¬ 
ises. 

PREMISES  AFFECTED — 11-20  30th  Road  and  30-55 
Vernon  Boulevard,  southeast  corner,  Block  505,  Lots  14, 
21,  24,  25  and  26,  Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Hugh  P.  Fox. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
\  <L  II,  on  July  24,  1962,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
24,  1962,  only  as  to  the  term  of  variance  of  the  accessory 
parking,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“that  the  accessory  parking  use,  as  originally  granted 
by  the  Board  on  July  5,  1961  under  Cal.  No.  357-60-BZ, 
Vol.  I  and  reduced  in  area  by  the  resolution  adopted  bv 
the  Board  on  July  24,  1962  under  Cal.  No.  357-60-BZ, 
Vol.  II,  may  continue  for  a  term  of  ten  years  from  July 
5,  1971,  OH.  condition  that  other  than  as  herein  amended 
the  resolutions  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  490-60) 

799-60-BZ 

APPLICANT  Frederick  A.  Ketcher  for  Louis  Fayne 
owner.  ’ 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  4, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 33-35  Overlook  Terrace,  west 
side,  716  feet  south  of  West  187th  Street,  Block  2180,  Lot 
62,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Frederick  A.  Ketcher. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 
Nolan  .  4 


Negative:  .  o 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
April  18,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  19,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  18, 
1961,  as  amended  through  October  4,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read: 

“granted  for  a  term  of  five  years  from  October  4,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  439-66) 


588-69-A— Vol.  II 

APPLICANT — Charles  A.  Muller  for  Consolidated  Edison 
Company  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  installation  of  addi¬ 
tional  oil  tank ;  previously  granted  on  condition. 

PREMISES  AFFECTED — 7-02  to  7-68  36th  Avenue,  36-04 
to  36-46  Vernon  Boulevard,  southwest  corner,  Block  356, 
Lot  1,  Ravenswood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  A.  Muller  and  William  R.  Miller. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  . q 

Absent :  Chairman  Galvin  .  .  \ 


5-71-BZ 

APPLICANT — Wax  Associates  for  69-27  164th  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  7,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R3-2  district,  the  enlarge¬ 
ment  of  an  existing  two  story  building  occupied  as  store 
and  offices  that  increases  the  degree  of  non-conformity  and 
creates  non-compliance  in  floor  area  ratio,  open  space  ratio 
and  yard  encroachment. 

PREMISES  AFFECTED — 69-27  164th  Street,  east  side, 
160  feet  north  of  Jewel  Avenue,  Block  6931,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  S.  Brymax,  Dan  Russo,  Community  Board 
#8,  Elaine  Lust  and  Charles  T.  Vogel. 

For  Opposition:  Lawrence  M.  Lyons. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed.  Applicant  to  sub¬ 
mit  additional  plans  regarding  signs. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 
SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
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York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an 
eight  story  nursing  home  that  exceeds  the  permitted  floor 
area  ratio,  encroaches  on  the  required  front  yard,  side 
yard  and  side  setback  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37  and  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  Nicholas  Lanciano,  Gioconda  Carrozza, 
Rudolph  Guarracino,  Emily-Louise  Wizeman,  Pauline 
B.  Wilson  and  S.  Katherine  Wizeman. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  at  the  request  of  the  Community  Planning 
Board.  Applicant  to  submit  additional  information. 

261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberto  Aguilar, 
owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erec¬ 
tion  of  a  two  story  and  basement  two  family  dwelling 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio  and  lot  area  per  room,  en¬ 
croaches  on  the  required  front  and  side  yards  and  with 
accessory  parking  within  the  front  yard. 

PREMISES  AFFECTED — 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 
Lot  49,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Vin  Agusta. 

For  Opposition :  Doris  Brown. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  2. 

273-71-BZ 

APPLICANT — Frederic  R.  Grae  for  Jerry  Sherman, 
owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-1  district,  in  an 
existing  one  story  and  basement  building,  the  conversion 
of  the  first  floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 

i  APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  M.  M.  Esterly. 

.  ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  No.  2;  previously  inspected. 

378-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Anthony  Tor- 
tora,  owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  two  story  clothing 
;  manufacturing  establishment. 


PREMISES  AFFECTED— 2908  to  2914  Coney  Island 
Avenue,  west  side,  62  feet  south  of  Montauk  Court,  Block 
7244,  Lots  94  and  96,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971, 
at  10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73- 1 1  ( g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn  and  D.  Beaton. 

For  Opposition:  Leonard  Silverman,  Lillian  Wechsler 
and  Vincent  Scamardella. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  continued  hearing:  applicant  to  file  addi¬ 
tional  information;  previously  inspected. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Peter  Stoganov. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  Number  7 ;  previously  inspected. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  Number  7 ;  previously  inspected. 
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416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion 
of  that  portion  of  the  lot  within  the  bed  of  the  mapped 
street  for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  Number  7 ;  previously  inspected. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  Number  7 ;  previously  inspected. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Peter  Staganov. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.j  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  Number  7;  previously  inspected. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Planning  Board  Number  7;  previously  inspected. 


420- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated^  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Peter  Stoganov. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Commu¬ 
nity  Planning  Board  Number  7 ;  previously  inspected. 

421- 71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Peter  Stoganov. 

ACTION  OF  BOARD— Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Commu¬ 
nity  Planning  Board  Number  7 ;  previously  inspected. 


422- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Peter  Stoganov. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Commu¬ 
nity  Planning  Board  Number  7;  previously  inspected. 

423- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Peter  Stoganov. 
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ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Commu¬ 
nity  Planning  Board  Number  7 ;  previously  inspected. 

435-71-BZ 

APPLICANT — Stanley  L.  Horowitz  for  Deborah  Hospital, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  proposed  two 
story  hospital  structure,  the  installation  of  an  illuminated 
sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 135-25  Northern  Boulevard, 
north  side,  212.25  feet  west  of  Farrington  Street,  Block 
4958,  Lots  17,  18,  and  55,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Steven  Miller. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
10  A.M.,  for  decision.  Hearing  closed. 

544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fane,  owner. 

SUBJECT— Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story,  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  Mrs.  Herbert  Meyer. 

1  ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  10  A.M.,  at  the  request  of  Community  Planning  Board 
No.  18. 

_ 

160-71-BZ 

APPLICANT — Hannibal  F.  Zumbo  for  Nathan  Cohen, 
owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zoning 
Resolution,  to  permit  in  a  C8-2  district,  in  an  existing  two 
story  building,  the  enlargement  in  area  of  the  first  floor 
store  that  encroaches  on  the  required  yard  along  a  district 
boundary. 

PREMISES  AFFECTED — 1983  Coney  Island  Avenue,  east 
side,  320  feet  north  of  Quentin  Road,  Block  6774,  Lot  63, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Hannibal  F.  Zumbo. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 
Nolan  .  4 


Negative:  .  0 

Absent :  Chairman  Galvin .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
June  29,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  September  8,  1971 ;  then  to  September  28,  1971  ; 
then  to  October  19,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  4,  1971,  acting  on  Alt.  Applic.  2007/1969,  reads: 

“1.  Provide  30'  open  area  within  the  C8-2  Zone 
along  rear  lot  line  which  coincident  with  rear  lot  line 
of  the  adjoining  zoning  lot  within  the  R6  Zone  as  per 
Section  33-292  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-50  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-50  of  the  Zoning  Resolution,  to  permit 
in  a  C8-2  district,  in  an  existing  two-story  building,  the  en¬ 
largement  in  area  of  the  first  floor  store  that  encroaches  on 
the  required  yard  along  a  district  boundary,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  March  18,  1971,”  3  sheets, 
and  “October  13,  1971,”  one  sheet;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


249-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Stanley  S.  Kil- 
burn,  owner. 

SUBJECT — Application  April  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automobile  repair 
and  service  establishment  previously  before  the  Board. 
PREMISES  AFFECTED— 207-22  Northern  Boulevard, 
206-35  to  206-49  45th  Road,  south  side,  350  feet  west  of 
Oceania  Street,  Block  7305,  Lots  19,  47,  48,  Bayside,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  28,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  19,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  22,  1971,  acting  on  Alt.  Applic.  733/1970,  reads: 

“1.  Proposed  Auto  Repair  &  Sales,  Use  Group  16, 
on  Lots  47  and  48  is  contrary  to  Sec.  32-25  Z.R. 

2.  Proposed  enlargement  is  contrary  to  Sec.  52-22, 
and  Sec.  52-41  Z.R.  and  B.  S.  A.  Cal.  No.  240-55-BZ 
and  B.  S.  &  A.  Cal.  No.  423-70-BZ.” 

and 
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Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  enlargement  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-2  district,  the  erection  of  a  one-story 
enlargement  to  an  existing  automobile  repair  and  service 
establishment  previously  before  the  Board,  on  condition  that 
all  work  shall  substantially  conform  to  drawings  filed  with 
this  application  marked  “Received  April  19,  1971,”  4  sheets, 
and  “October  1,  1971,”  2  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


487-71-BZ 

APPLICANT — Alfonso  Duarte  for  Board  of  Higher  Edu¬ 
cation,  City  of  New  York,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-19  of  the 
Zoning  Resolution,  to  permit  in  an  M2-1  district,  the  con¬ 
version  and  enlargement  of  an  existing  building  to  a  com¬ 
munity  college  with  accessory  offices. 

PREMISES  AFFECTED — 31-10  Thomson  Avenue,  south¬ 
west  corner  of  31st  Place,  Block  278,  Lot  1,  Long  Island 
City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alfonso  Duarte,  Stephen  Lepp,  Peter 
Jemmer  and  David  T.  Henken. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD- 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  . 4 

Negative:  .  0 

Absent :  Chairman  Galvin .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October. 5,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  ;  laid  over  to  October  19,  1971  ;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  28,  1971,  acting  on  Alt.  Applic.  1062/1970,  reads : 

“1.  Proposed  Use  Group  #3  in  a  manufacturing 
district  is  contrary  to  Sec.  42-00  and  Sec.  42-31  of  the 
Zoning  Resolutions.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section.  72-21  of  the  Zoning  Resolution,  to  permit 
in  an  M2-1.  district,  the  conversion  and  enlargement  of  an 
existing  building  to  a  community  college  with  accessory 
offices,  on  condition  that  all  work  shall  conform  to  drawings 
marked  “Received  July  13,  1971,”  8  sheets:  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 


substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

Adjourned :  11 :45  A.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  19,  1971,  2  P.M. 

Present:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan. 

444-71-A 

APPLICANT — Sol  Feinberg  for  Duncan  Petroleum  Trans¬ 
port,  Incorporated,  owner. 

SUBJECT — Application  June  24,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  fuel 
oil  in  tanks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

N  egative :  . '  ’  q 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1971  reads : 

Your  reqtiest  of  June  3,  1971  on  behalf  of  Duncan  Pe¬ 
troleum  Transport,  Inc.  to  use  6,500  gal.  and  7,000  gal. 
tank  trucks  for  picking  up  fuel  oil  at  terminals  located 
in  Queens  and  transporting  same  to  Nassau  and  Suffolk 
Counties  is  contrary  to  the  Administrative  Code  and  the 
Specifications  for  Tank  Trucks  as  issued  by  the  Fire 
Commissioner,  and  therefore  permission  is  denied.” 

and 

t  Whereas,  the  application  and  drawings  were  reviewed  by 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1971,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  trucks  shall 
conform  to  the  drawings  marked  “Received  June  24,  1971”, 
2  sheets,  and  on  further  condition  that  the  14  tank  trailer 
trucks  bearing  Serial  Numbers  2392,  2407,  2408,  2409  2413, 
2414,  2415,  .2418,  2419,  2420,  2421,  2422,  2462  and  2463,  trav¬ 
erse  the  City  of  New  York  along  a  route  to  be  approved  by 
the  Fire  Department  between  the  Premium  Oil  Company 
terminals  located  at  31-70  College  Point  Causeway,  Queens, 
and  200  Morgan  Avenue,  Brooklyn,  to  Nassau  County,  and 
that  this  approval  is  granted  for  a  term  of  five  years,  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
with. 


456-71-A 

APPLICANT — John  J.  Veltry  for  R.  M.  Hollingshead  Cor¬ 
poration,  owner. 

SUBJECT — ■Application  June  28,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  Purolator  Professional  Use  Fire  Power 
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in  15  fluid  ounce  can  with  pop-top  lid  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant:  John  J.  Veltry. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1971,  reads : 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  product  ‘Purolator  Professional  Use,  Fire 
Power,’  a  combustible  mixture  having  a  flash  point  of 
146°F.  in  containers  as  follows  :  15  fl.  oz.  can  with  pop-top 
lid  is  disapproved.  Such  containers  are  not  in  compliance 
with  our  regulations  to  wit:  Sec.  C19-62.0.b  NYC  Adm. 
Code  requires  that  containers  for  packaging  combustible 
mixture  be  equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1971,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  container 
substantially  comply  with  drawings  filed  “June  28,  1971”,  2 
sheets,  and  that  the  label  have  prominently  displayed  instruc¬ 
tions  that  the  entire  contents  are  to  be  emptied  upon  initial 
opening  and  that  the  label  be  in  such  style  as  it  would  be 
satisfactory  to  the  Fire  Commissioner,  and  that  in  all  other 
respects,  all  applicable  laws,  rules  and  regulations  shall  be 
complied  with. 


524-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  July  30,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  fuel  oil  storage. 
PREMISES  AFFECTED — 4401  Victory  Boulevard,  west 
side,  and  Arthur  Kill,  east  side.  Block  2735  Dock  Area,  2745 
Generating  Station,  Lot  10,  Travis,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative:  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  20,  1971  on  Account  #W801-371,  reads: 

“In  reply  to  your  letter  of  July  20,  1971,  please  be  ad¬ 
vised  that  the  Fire  Department  must  deny  your  request 
for  installation  of  two  leased  barges  containing  1,600,000 
gallons  of  Number  6  fuel  oil,  since  C19-50.1  of  the  Ad¬ 


ministrative  Code  does  not  permit  same  for  the  following 
reasons : 

1.  The  barges  are  not  of  the  same  ownership  as 
the  waterfront  property. 

2.  The  oil  is  used  beyond  a  200'  radius  of  the 
waterfront. 

3.  One  barge  will  partially  extend  beyond  the 
U.  S.  Pierhead  and  Bulkhead  line. 

In  addition,  the  Oil  Burner  Rules  (Rule  6.4.1)  of  the 
Board  of  Standards  and  Appeals  and  C26-1416.3e(l)  of 
the  Administrative  Code  do  not  permit  above  ground 
tanks  over  100,000  gallons,  and  the  barge  constitutes  a 
tank  exceeding  100,000  gallons.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  20,  1971,  acting  on  Account  #W801-37l  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  barges  conform  to  drawings  marked  “Re¬ 
ceived  July  30,  1971”,  2  sheets,  and  “October  13,  1971”,  2 
sheets ;  on  further  condition  that  a  steam-smothering  system 
be  installed  to  the  satisfaction  of  the  Fire  Commissioner,  and 
that  this  grant  shall  be  for  a  term  of  three  years,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


551-71-A 

APPLICANT — Procter  and  Gamble  Manufacturing  Com¬ 
pany,  owner. 

SUBJECT — Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  establishment  of  smok¬ 
ing  area. 

PREMISES  AFFECTED — 3666  Richmond  Terrace,  east 
side,  2601  feet  south  of  Western  Avenue,  Block  1338,  Lot 
1.  Port  Ivory,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  E.  W.  Devalon. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 
Klein,  Commissioner  Madigan  and  Commissioner 


Nolan  .  4 

Negative :  .  0 

Absent :  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  7,  1971  on  Folder  No.  115799.01,  reads: 

“Your  request  of  June  8,  1971  for  smoking  privileges  in 
the  truckers’  waiting  room  next  to  the  Prepared  Mix 
Warehouse  is  hereby  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

_  Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner.  dated  July  7,  1971,  acting  on  Folder  No.  115799.01, 
be  and  jt  hereby  is  modified  and  that  the  anneal  be  and  it 
hereby  is  granted  on  condition  that  the  smoking  area  con¬ 
forms  to  the  drawings  marked  “Received  August  9,  1971”, 
2  sheets:  on  further  condition  that  the  sprinkler  system  and 
portable  fire  extinguishers  shall  be  maintained  to  the  satis¬ 
faction  of  the  Fire  Commissioner,  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 
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1374-61-A 

APPLICANT — Arthur  Guttman  for  Zenna  Textile  Corpo¬ 
ration,  owner. 

SUBJECT — Application  reopened  December  1,  1970 — appeal 
from  a  decision  of  the  Fire  Commissioner,  re-  sprinkler 
system. 

PREMISES  AFFECTED — 76-78  Leonard  Street,  south 
side,  139.4J4  feet  east  of  Church  Street,  Block  173,  Lot  18, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lillian  Seril  and  Arthur  Guttman. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  for  joint  inspection  by  the  Board  and  the  Fire  De¬ 
partment. 


1375-61-A 

APPLICANT — Arthur  Guttman  for  Zenna  Textile  Corpo¬ 
ration,  owner. 

SUBJECT — Application  reopened  December  1,  1970 — appeal 
from  a  decision  of  the  Fire  Commissioner  re^  sprinkler 
system. 

PREMISES  AFFECTED — 80-82  Leonard  Street,  south 
side,  175.11  feet  east  of  Church  Street,  Block  173,  Lot  20, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lillian  Seril  and  Arthur  Guttman. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  for  joint  inspection  by  the  Board  and  the  Fire  De¬ 
partment. 


623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT— Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 82  and  84  Stanton  Street,  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  owner  to  be  notified  to  provide  signoff  from  the 
Building  Department. 

223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  October  26,  1971,  at 
2  P.M.,  the  owner  to  be  notified  to  attend. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfred^  F.  D. 

For  Owner:  Irving  Borenstein. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.  at  the  request  of  the  owner,  for  continued  hearing. 

445- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Allied  Storage  Warehouse  Cor¬ 
poration. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 4268  to  4270  Third  Avenue, 
east  side,  55  feet  north  of  East  178th  Street,  Block  3061, 
Lot  3,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Owner :  Herbert  J.  Miller. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.  at  the  request  of  the  applicant,  for  continued  hear¬ 
ing. 

446- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT  Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 460  to  474  Knickerbocker  Av¬ 
enue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

For  Owner:  Paul  Lucido. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
2  P.M.  at  the  request  of  the  applicant  for  continued  hear¬ 
ing. 

447- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT  Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Owner:  Samuel  Heller  and  Monty  Cohen. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
2  P.M.  for  continued  hearing,  applicant  to  submit  additional 
information. 
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483-71-A 

APPLICANT — Joseph  J.  Silverstein  for  Engine  Power 
Corporation,  owner. 

SUBJECT — Application  July  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Engine  Power  Gas  Treatment  in 
16  fluid  ounce  metal  container  with  Aluminum  Rip  Away 
Top  with  Plastic  overcap  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Murray  Snyder. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  the  applicant  to  submit  revised  drawings. 

500-71-A 

APPLICANT — Robert  O.  Lowrery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Eugene  Zimmerman. 

SUBJECT — Application  July  19,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78, 
Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner:  Eugene  Zimmerman. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
2  P.M.  at  the  request  of  the  owner  and  with  the  concurrence 
of  the  Fire  Department.  Owner  to  submit  revised  plans. 

532-71-A 

APPLICANT — Millard  Bresin  for  Vittoria  Realty  Corpo¬ 
ration,  owner. 

SUBJECT — Application  August  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 
PREMISES  AFFECTED— 345  to  347  Avenue  of  the 
Americas,  northwest  corner  of  West  4th  Street,  Block  592, 
Lots  25,  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  at  the  request  of  the  applicant. 


Adjourned:  3:00  P.M. 

James  P.  Mulroy,  Secretary 
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DOCKET 

New  Cases  Filed  up  to  October  26,  1971 
Cal.  No.  Dept.  Premises  Affected 

C11-1\-P>7a — B.R. — 805  Manor  Road,  southeast  corner 
Tillman  Street,  Block  700,  Lot  8,  Borough  of  Richmond, 
Alt.  No.  245-71,  re-  proposed  addition  of  accessory  caba¬ 
ret  use,  Cl-1  district. 


678-71-BZ — B.M. — 100  St.  Nicholas  Avenue,  northeast 
corner  of  West  115th  Street,  Block  1825,  Lot  1,  Borough 
of  Manhattan,  Alt.  No.  1211-71,  re-  funeral  home,  Ci-4 
district. 


679-71-BZ — B.B. — 2302  Neptune  Avenue,  southwest 
corner  of  West  23rd  Street,  Block  7015,  Lot  1,  Borough 
of  Brooklyn,  Alt.  No.  1426-71,  re-  enlargement  of  an 
existing  knitting  mill,  C8-1  and  R6  district. 


680-71-A — B.R. — 91  Eastern  Loop  Road,  north  side,  976 
feet  48  inches  west  of  Four  Corners  Road,  N.B.  829-71, 
re-  building  not  fronting  legal  street,  General  City  Law. 
(Block  884,  Lot  19,  Todt  Hill,  Borough  of  Richmond). 


681-71-SA — Fenwal  Incorporated,  Fenwal  fire  suppres¬ 
sion  system  components,  manufactured  by  Fenwal  In¬ 
corporated,  Appliance. 


682-71-BZ— B.B. — 249  to  253  Rochester  Avenue,  east 
side,  60  feet  south  of  St.  Johns  Place,  Block  1386,  Lot  6, 
Borough  of  Brooklyn,  Alt.  No.  995-71,  re-  proposed  en¬ 
largement  for  day  care  center. 


683-71-SA — Harvest  Consolidated  Industries,  Incorpor¬ 
ated,  universal  dry  cleaning  machines  various  models, 
manufactured  by  Harvest  Consolidated  Industries, 
Appliance. 


684-71-SA — Harvest  Consolidated  Industries,  Incorpo¬ 
rated,  universal  dry  cleaning  machines  coin  operated 
and  non-coin  operated,  manufactured  by  Harvest  Con¬ 
solidated  Industries,  Appliance. 


685-71-SM — The  Gibson-Homans  Company,  Eternaflex 
for  roofing  and  walking  deck  materials,  manufactured  by 
The  Gibson-Homans  Company,  Material. 


686-71-A — B.M. — 305  Broadway,  northwest  corner  of 
Duane  Street,  Block  151,  Lot  32,  Borough  of  Manhattan, 
F.D.  letter  of  9/30/71,  re-  sprinkler  system,  C6-4  district. 


687-71-SA — -National  Riverside  Company,  National  Riv¬ 
erside  Space  Heater  model  150  FA,  manufactured  by 
National  Riverside  Company,  Appliance. 


688-71-A — B.R. — 172  Cannon  Avenue,  south  side,  126 
feet,  65  inches  west  of  Prince  Lane,  Block  2772,  Lot  11, 
Travis,  Borough  of  Richmond,  N.B.  16-70,  re-  building 
not  fronting  legal  street,  General  City  Law. 


689-7LA — B.R. — 176  Cannon  Avenue,  south  side,  172 
feet  37  inches  east  of  Parish  Avenue,  Block  2772,  Lot  9, 
Travis,  Borough  of  Richmond,  N.B.  2900-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


690-71-A — B.R. — 180  Cannon  Avenue,  south  side,  127 
feet  85  inches  east  of  Parish  Avenue,  Block  2772,  Lot  7, 
Travis,  Borough  of  Richmond,  N.B.  2901-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


691-71-A — B.R. — 184  Cannon  Avenue,  south  side,  100 
feet  3  inches  east  of  Parish  Avenue,  Block  2772,  Lot  5, 


Travis,  Borough  of  Richmond,  N.B.  2906-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


692-7 1-A — B.R. — 186  Cannon  Avenue,  south  side,  72  feet 
21  inches  east  of  Parish  Avenue,  Block  2772,  Lot  4, 
Travis,  Borough  of  Richmond,  N.B.  2907-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


693-71-A — B.R. — 190  Cannon  Avenue,  south  side,  44  feet 
39  inches  east  of  Parish  Avenue,  Block  2772,  Lot  3, 
Travis,  Borough  of  Richmond,  N.B.  2908-69,  re-  building 
not  fronting  legal  street,  General  City  Law. 


694-71-A — B.R. — 194  Cannon  Avenue,  southeast  corner 
of  Parish  Avenue,  Block  2772,  Lot  1,  Travis,  Borough 
of  Richmond,  N.B.  2909-69,  re-  building  not  fronting 
legal  street,  General  City  Law. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  -Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B-Q-  Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


NOVEMBER  23,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  November  23,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

1501-39-BZ — Vol.  Ill 

APPLICANT — James  R.  Curreri,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  24, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  to  con¬ 
sider  use  of  existing  garages  formerly  accessory,  for 
rental  purposes,  and  parking  on  the  unbuilt  upon  portion 
of  the  plot. 

PREMISES  AFFECTED — 2012  Daly  Avenue,  east  side, 
66  feet  south  of  East  179th  Street,  Block  3127,  Lot  11, 
Borough  of  The  Bronx. 


676-42-BZ— Vol.  IV 

APPLICANT — Daub  and  Daub  for  Leesam  Plumbing  and 
Heating  Supply  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  term 
of  variance  which  expired  February  24,  1970 — decision  of 
the  Borough  Superintendent,  previously  granted  on  condi¬ 
tion,  under  Section  7e  of  the  Zoning  Resolution,  permitting 
the  premises  to  be  used  for  office  and  storage  of  kitchen  and 
bathroom  fixtures  and  plumbing  supplies. 

PREMISES  AFFECTED — 357  West  17th  Street,  north 
side,  100  feet  east  of  9th  Avenue,  Block  741,  Lot  5,  Bor¬ 
ough  of  Manhattan. 


731-46-BZ— Vol.  IV 

APPLICANT — Peter  Lupoli,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September  19, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
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storage  of  more  than  five  motor  vehicles  with  curb  cuts  in 
the  residence  use  district. 

PREMISES  AFFECTED — 35-36  to  35-48  30th  Street,  west 
side,  92.61  feet  north  of  36th  Avenue  and  35-45  to  35-47 
29th  Street,  Block  341,  Lot  6,  Long  Island  City,  Borough 
of  Queens. 

271-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  1165  Ogden  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expired  October  23, 

1971 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  and  resi¬ 
dence  use  district,  the  proposed  change  in  occupancy  from 
parking  and  storage  of  more  than  5  motor  vehicles  to  gas 
and  oil  selling  station,  office,  salesroom,  lubritorium,  car 
washing,  storage,  minor  repairs  with  hand  tools  only  and 
parking  and  storage  of  motor  vehicles,  proposed  curb  cut 
within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED — 1165-1181  Ogden  Avenue  and 
151-167  West  167th  Street,  northeast  corner,  Block  2528, 
Lot  35  (formerly  Lots  35,  37,  39  and  42),  Borough  of  The 
Bronx. 

586-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Murray  Lehman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  9, 

1972 —  decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  change  of 

•  use  of  an  existing  one  story  building  from  public  garage  to 
manufacturing  and  storage  of  aluminum  products. 

PREMISES  AFFECTED— 1750-1764  Dean  Street,  south 
side,  140  feet  east  of  Utica  Avenue,  Block  1349,  Lot  14, 
Borough  of  Brooklyn. 

551-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  S.  M.  R.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  3, 
1971  decision  of  the  Borough  Superintendent ;  previously 
.  granted,  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use  district,  the 
maintenance  of  a  non-transient  storage  and  parking  lot 
for  pleasure  type  vehicles  only  and  the  omission  of  a  fence, 
between  proposed  parking  area  on  adjoining  premises. 
PREMISES  AFFECTED — 3233  Cruger  Avenue,  southwest 
corner  of  Rosewood  Street,  Block  4596,  Lot  34,  Borough 
of  The  Bronx. 

12-64-BZ 

APPLICANT — Frank  A.  De  Santis  for  The  First  Chinese 
,  Presbyterian  Church,  owner. 

iUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September 
19,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  11-412  of 
the  Zoning  Resolution,  permitting  in  an  R7-2  district,  the 
enlargement  in  area  of  an  existing  parking  lot,  previously 
granted  by  the  Board,  into  an  adjoining  lot. 

REMISES  AFFECTED — 90-92  Madison  Street,  south 
side,  222  feet  10  inches  east  of  Catherine  Street,  Block 
J  2/6,  Lots  43  and  44,  Borough  of  Manhattan. 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  October  19,  1971,  at  the  request  of  Com¬ 
munity  Planning  Board  No.  18. 


464-71-BZ 

APPLICANT— Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT  Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AtFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 

Laid  over  from  October  26,  1971,  for  hearing,  at  the 

request  of  the  Community  Planning  Board. 

468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT  Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 

PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

488- 71-BZ  ~ 

APPLICANT  Atkin  and  Bassolino  for  Bio  Builders, 
owner. 

SUBJECT  Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  six 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors  offices  in  the  cellar  to  apartments  that  will  have 
windows  that  encroach  on  the  minimum  distance  to  a 
lot  line. 

PREMISES  AFFECTED — 180  East  162nd  Street,  south 
side,  144.69  feet  east  of  Grand  Concourse,  Block  2460, 
Lot  10,  Borough  of  The  Bronx. 

489- 71-A  ” 

APPLICANT — Atkin  and  Bassolino  for  Bio  Builders, 
owner. 

SUBJECT  Application  July  13,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  class  A  Multiple 
Dwelling,  additional  apartments,  yards  less  than  60  feet. 

PREMISES  AFFECTED — 180  East  162nd  Street,  south 
side,  144.69  feet  east  of  Grand  Concourse,  Block  2460, 
Lot  10,  Borough  of  The  Bronx. 
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496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  RS  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 


526-71-BZ 

APPLICANT — Sidney  Goldhammer  for  320  East  Realty 
Corporation,  owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  nine 
story  and  penthouse  multiple  dwelling,  the  conversion  of 
portions  of  the  first  floor  and  basement  from  private  club 
to  offices. 

PREMISES  AFFECTED — 320  to  326  East  53rd  Street, 
south  side,  218.4  feet  east  of  Second  Avenue,  Block  1345, 
Lot  41,  Borough  of  Manhattan. 


571-71-BZ 

APPLICANT — Charles  L.  Gittens  for  164  West  136  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8-2  district,  the  enlargement 
in  area  of  an  existing  funeral  establishment  into  two  ad¬ 
joining  buildings. 

PREMISES  AFFECTED — 164  to  168  West  136th  Street, 
south  side,  125  feet  east  of  Seventh  Avenue,  Block  1920, 
Lots  57,  58,  and  158,  Borough  of  Manhattan. 


587-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
28.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 


590-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 


591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 


614-71-BZ 

APPLICANT — Charles  M.  •  Spindler  for  John  Scaglione, 
Antonnia  Caccia  and  Janet  M.  Jaffin,  owners. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  combining  and  rehabilitation  of  two  automotive 
service  stations  previously  before  the  Board  into  one 
facility  with  accessory  signs. 

PREMISES  AFFECTED — 2944  Avenue  U,  southwest  cor¬ 
ner  of  Haring  Street,  Block  7363,  Lots  5,  67,  Borough  of 
Brooklyn. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 
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Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board 
Number  7. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  APFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board  Num¬ 
ber  7. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White- 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED — 22-32  144th  Street,  wTest  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot.  45,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board 
Number  7. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White- 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board 
Number  7. 


421- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

422- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

Laid  over  from  October  19,  1971,  for  continued  hear¬ 
ing,  at  the  request  of  Community  Planning  Board  Num¬ 
ber  7. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — -Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  23,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  23,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

660-66-SA 

APPLICANT — General  Electric/Hotpoint — Waste  dis¬ 

poser. 


539-67-SM 

APPLICANT — Safway  Steel  Products,  Division  of  Auto¬ 
matic  Sprinkler  Corporation — Scaffolding  and  shoring. 
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540-67-SM 

APPLICANT — Safway  Steel  Products,  Division  of  Auto¬ 
matic  Sprinkler  Corporation — Shoring. 

347-70-SA 

APPLICANT — A.  O.  Smith  Corporation — Controllers  for 
electric  fire  pumps. 

488-70-SA  ' 

APPLICANT — DeVilbiss  Company — Spraying  enclosure 
and  air  filtration. 

645-70-SA 

APPLICANT — Frank  Lugano  Company,  Incorporated — 
Chemical  feed  pump  systems. 

482-71-SM 

APPLICANT — Dun  can- Smith,  Incorporated — Acoustical 

ceiling  cross  tees. 

530-71-SA 

APPLICANT — Hobart  Manufacturing  Company — Dish¬ 
washers. 

537-71-SA 

APPLICANT — Utica  Radiator  Corporation — Oil  fired 
boilers. 

625- 71-SM 

APPLICANT — H.  H.  Robertson  Company — Three  hour 
fire  rated  floor-ceiling. 

626- 71-SM 

APPLICANT — Prime  Service  and  Equipment  Corpora¬ 
tion — Salamander. 

632-71-SM 

APPLICANT — Crown-Metro,  Incorporated — Fire  retard¬ 
ant. 

636-71-SM 

APPLICANT — Swedlow,  Incorporated — Plastic  glazing 
material. 

650-71-SA 

APPLICANT — Waste  King  Universal — Waste  disposers. 

656-71-SM 

APPLICANT — GAF  Corporation — one  hour  fire  resistive 
combustible  loading  bearing  wall. 


447-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 


PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 


525-71A 

APPLICANT — Robert  H.  Higinbotham  for  Safety  Lines 
Marking,  Incorporated,  owner. 

SUBJECT — -Application  July  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Heating  Kettles  for 
highway  pavement  markings. 


573-71-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT — Application  August  31,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Wm  Penn  Anti-Freeze  and 
Summer  Coolant,  and  Cold  Guard  Anti-Freeze  and  Sum¬ 
mer  Coolant  in  one  quart  and  one  gallon  metal  sealed 
cans,  for  two  gallon  metal  sealed  can  and  plastic  gallon 
container  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 


596-71-A 

APPLICANT — Albert  Homer  Swanke,  for  Chase  Manhat¬ 
tan  Realty  Corporation,  owner;  Davis  Polk  and  Wardwell, 
lessee. 

SUBJECT — Application  September  2,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs. 

PREMISES  AFFECTED — 1  Chase  Manhattan  Plaza, 
southeast  corner  of  Nassau  Street  and  Liberty  Street, 
Block  45,  Lot  1,  Borough  of  Manhattan. 


618-71-A 

APPLICANT — Neil  W.  Tailing  for  Chrysler  Outboard 
Corporation,  owner. 

SUBJECT — Application  August  20,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Chrysler  Outboard  50/1 
Premium  2-cycle  Oil  in  16  ounce  sealed  metal  can  not 
in  compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


621-71-A 

APPLICANT — Harold  E.  Diamond  for  Michael  Ferrante, 
owner. 

SUBJECT — Application  September  8,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 62  Cornelia  Street,  south  side, 
50.26  feet  west  of  North  Railroad  Avenue,  Block  3312, 
Lot  28,  Old  Town,  Borough  of  Richmond. 


622-71-A 

APPLICANT — Harold  E.  Diamond  for  Michael  Ferrante, 
owner. 

SUBJECT — Application  September  8,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 66  Cornelia  Street,  southwest 
corner  of  North  Railroad  Avenue,  Block  3312,  Lot  29, 
Old  Town,  Borough  of  Richmond. 


1014 


CALENDAR 


633-71-A 

APPLICANT — Harrison  and  Abramovitz  for  Rock-Cel- 
Time,  Incorporated,  owner. 

SUBJECT — Application  September  21,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  openings, 
passageways,  street  floor  lobbies,  corridor  walls. 

PREMISES  AFFECTED — 1201  to  1217  Avenue  of  the 
Americas,  west  side  Block  Front,  101  to  143  West  47th 
Street,  and  102  to  136  West  48th  Street,  Block  1000,  Lots 
15,  16,  17,  18,  20,  22,  24,  27,  28,  29,  30,  31,  32,  33,  34,  39,  40, 
41,  42,  45,  47,  126,  130,  137,  and  138,  Borough  of  Man¬ 
hattan. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  30,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  30, 1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol- 
!  lowing  matters : 

82-51-BZ 

APPLICANT — Robert  Gottlieb  for  1600  Adams  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  17, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  the  residence  use  portion 
of  a  lot,  the  continuance  of  existing  frame  building  as  a 
motor  vehicle  repair  shop  and  the  parking  and  storage  of 
motor  vehicles  with  a  driveway  and  curb  cut  (site  partially 
in  a  business  use  and  partially  in  a  residence  use  district). 
PREMISES  AFFECTED — 1601  to  1609  Van  Buren  Street, 
south  side,  140  feet  west  of  East  Tremont  Avenue,  Block 
4018,  Lot  20,  Borough  of  The  Bronx. 


518-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
1  the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  22,  1971 — decision 
'  of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7f,  7i  and  7 A  of  the  Zoning 
resolution  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  storage  room,  office  and 
sales,  parking  and  'storage  of  motor  vehicles,  with  pro¬ 
posed  show  windows  and  signs  within  75'  of  the  residence 
use  district. 

’REMISES  AFFECTED — 3902-3924  Avenue  U,  south 
side,  from  Ryder  Street  to  Kimball  Street,  2201-2211 
Ryder^  Street  and  2202-2212  Kimball  Street,  Block  8556, 
Lot  37,  Borough  of  Brooklyn. 


90-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 
UBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 
’REMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600.  Bellerose,  Borough  of  Queens. 

Laid  over  October  26,  1971,  at  the  request  of  the 
ommunity  Planning  Board. 


768-70-BZ 

APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT  Application  December  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in 
an  existing  two  story  and  cellar  building  previously  before 
the  Board,  the  change  in  use  from  public  garage  to  mirror 
assemble  and  the  manufacture  of  plastic  and  wood  products. 

PREMISES  AFFECTED — 823-829  Classon  Avenue,  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3 
Borough  of  Brooklyn. 


769-70-A 

APPLICANT— Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT— Application  December  28,  1970— Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  two  means 
of  egress. 

PREMISES  AFFECTED — 823-829  Classon  Avenue,  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3 
Borough  of  Brooklyn. 


497-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Oriental  Quilting 
and  Novelty  Corporation,  owner. 

SUBJECT  Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  building  occupied 
as  a  textile  manufacturing  establishment. 

PREMISES  AFFECTED — 27  to  35  Dean  Street,  and  104 
to  118  Boerum  Place,  northwest  corner,  Block  279,  Lots  1 
and  5,  Borough  of  Brooklyn. 


501-71-BZ 

APPLICANT — Walter  L.  Kent  for  Oliver  Manor,  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  repair 
shop  to  a  commercial  vehicle  storage  establishment  with 
accessory  repairs. 

PREMISES  AFFECTED — 78-11  51st  Avenue,  north  side, 
42.24  feet  east  of  Hillyer  Street,  Block  2493,  Lot  3,  Elm¬ 
hurst,  Borough  of  Queens. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-20  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 
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575-71-BZ 


CALENDAR 


APPLICANT — Charles  M.  Spindler  for  Arizona  Oil  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-11  (g) 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-1  district,  the  reconstruction  of  an  automotive  ser¬ 
vice  station  with  accessory  uses  and  accessory  parking 
previously  before  the  Board. 

PREMISES  AFFECTED — 958  to  980  Nostrand  Avenue, 
southwest  corner  of  Montgomery  Street,  Block  1305, 
Lot  40,  Borough  of  Brooklyn. 


581-71-BZ 

APPLICANT — Larry  Meltzer  for  Mrs.  J.  Serpico,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  en¬ 
largement  in  area  of  the  second  floor  of  a  one  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  encroachment  into 
the  required  side  and  rear  yards. 

PREMISES  AFFECTED — 3581  Bedford  Avenue,  east  side, 
300  feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough 
of  Brooklyn. 


335-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 

PREMISES  AFFECTED — 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  30,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  30,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


610-71-A 

APPLICANT — R.  L.  Harry-Product  Engineer  Americarj 
Oil  Company,  owner. 

SUBJECT — Application  September  3,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  oi 
combustible  mixture  known  at  Amoco  Outboard  Motor 
Oil  in  16  ounce  metal  containers  with  pop-top  not  ir 
compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


638-71-A 

APPLICANT — Gabriel  Nathan  for  Carbar  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  27,  1971 — appeal  froir 
a  decision  of  the  Borough  Superintendent  re-  public  build¬ 
ings  (adult  homes). 

PREMISES  AFFECTED — 436  Beach  36th  Street,  east  side 
155.35  feet  south  of  Norton  Avenue,  Block  15952,  Lot  19 
Edgemere,  Borough  of  Queens. 


643-71-A 

APPLICANT — Hector  Ferreras  for  Frank  Krause,  owner 

SUBJECT — Application  September  29,  1971 — filed  pursuanl 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 52  Coventry  Road,  southwest 
corner  of  Northentry  Road,  Block  892,  Lot  6,  Todt  Hill 
Borough  of  Richmond. 


644-71-BZ 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  September  29,  1971 — appeal  frotr: 
a  decision  of  the  Fire  Commissioner  re-  use  of  com 
pressed  gas  cylinders. 

PREMISES  AFFECTED — 38-54  Vernon  Boulevard,  wes 
side,  from  36th  Avenue  to  40th  Avenue,  Block  357,  Lot  1 
Long  Island  City,  Borough  of  Queens. 


649-71-A 

APPLICANT — X  Laboratories,  owner. 

SUBJECT — Application  October  4,  1971 — appeal  from  i' 
decision  of  the  Fire  Commissioner  re-  packaging  of  com 
bustible  mixture  known  as  “Super  X  Engine  Tune  Up”  it 
15  ounce  metal  sealed  cans  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City 

THOMAS  F.  GALVIN,  Chairmat 


1016 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  OCTOBER  26,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 

)n  Tuesday  morning  and  afternoon  October  5,  1971,  were 

ipproved  as  printed  in  the  Bulletin  of  October  14,  1971, 

\ToL  56,  No.  41. 

551-35-BZ 

VPPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration  reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
21  of  the  Zoning  Resolution  permitting  in  a  business  use 
district  the  extension  of  an  existing  gasoline  service  station. 

PREMISES  AFFECTED— 381-391  Avenue  U  and  2122- 
2128  East  2nd  Street,  northwest  corner,  Block  7104,  Lot 
495  (formerly  Lots  490  and  495,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

'  Whereas,  this  application  was  granted  by  the  Board  on 
February  l6,  1937,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  October  26, 
937 ;  and 

Whereas,  the  applicant  requested  a  further  amendment 
f  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
ereby  reopen  and  amend  the  resolution  adopted  on  February 
6,  1937,  as  amended  through  October  26,  1937  by  adding 
; hereto : 

i  “that,  the  premises  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Sep¬ 
tember  29,  1971’,  one  sheet,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  B.  N.  2636-71). 
b 


90-42-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  New  Utrecht 
Parking,  Incorporated,  owner. 

UBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
27,  1971  and  for  amendment — decision  of  the  Borough 
Superintendent;  previously  granted  on  condition  under 
Sections  7 f ,  7i,  7h  and  7e  of  the  Zoning  Resolution,  to 
permit  in  a  business  and  residence  use  district,  the  erec¬ 
tion  and  maintenance  of  a  gasoline  service  station,  car 
wash,  lubritorium,  minor  repairs  with  hand  tools  only, 
office  sales  and  storage  of  accessories,  parking  and  storage 
of  more  than  5  cars  waiting  to  be  serviced. 

REMISES  AFFECTED — /602-7622  New  Utrecht  Avenue 
and  1638-1644  76th  Street,  southwest  corner,  Block  6236, 
Lot  23,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened,  term  of  vari¬ 
ance  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  November  27,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  27,  1956,  as  amended  through  April  23,  1970,  by  adding 
thereto : 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  November  27,  1971 ;  and  that  the  gasoline  pumps 
may  be  rearranged  substantially  as  shown  on  revised 
drawing  of  proposed  conditions  marked  ‘Received  Oc¬ 
tober  21,  1971’,  one  sheet,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  931-56  and 
Misc.  513-71) 


505-48-BZ 


APPLICANT — Kenneth  H.  Koons  for  R.  C.  R.  Service 
Station,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f  and  7i  of  the  Zoning  Resolution  permitting  in  a  business 
use  district,  the  erection  and  maintenance  of  a  gasoline 
service  station  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — 1733-1737  Gunhill  Road  and 
1803-1805  Allerton  Avenue,  southeast  corner,  Block  4806, 
Lots  1  and  6,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  28,  1948,  on  certain  conditions ;  and 

^  hereas,  the  term  of  variance  was  extended  on  October 
22,  1963;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  28,  1948,  as  amended  through  October  22,  1963,  by  add¬ 
ing  thereto : 

that,  the  premises  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Au¬ 
gust.  25,  1971’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (N.B.  409-48) 


MSNUTES 


t 


345-51-BZ 

APPLICANT — Lama  Vassalotti  for  Charles  Bensley, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
15,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7c,  7i  and  7h 
of  the  Zoning  Resolution,  to  permit  in  a  residence  use 
district,  the  reconstruction  of  accessory  building  on 
existing  gasoline  service  station  to  be  used  for  auto  wash¬ 
ing,  lubritorium,  repairing,  accessory  sales  and  office  and 
to  permit  existing  ten  individual  metal  garages  used  for 
storage  of  motor  vehicles  and  the  parking  and  storage  of 
motor  vehicles  to  remain. 

PREMISES  AFFECTED — 83-91  Macombs  Place,  north¬ 
west  corner  of  West  153rd  Street,  Block  2039,  Lot  15, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  27,  1951,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  27, 
1951,  as  amended  through  May  26,  1970,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  November  15, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in 
all  respects ;  and  that  a  new  Certificate  of  Occupancy 
shall  be  obtained.”  (Alt.  1004-71) 


418-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  James  E.  Vas¬ 
salotti,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February 
19,  1972 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  7f  and  7i  of 
the  Zoning  Resolution,  to  permit  in  a  business  use  dis¬ 
trict,  the  proposed  erection  and  maintenance  of  a  gaso¬ 
line  service  station,  car  washing  (non-automatic),  minor 
repairs  with  hand  tools  only,  office  and  sales,  storage  of 
accessories,  parking  for  more  than  5  cars  waiting  to  be 
serviced. 

PREMISES — 7101-7127  New  Utrecht  Avenue,  1573  72nd 
Street,  northeast  corner,  1572  71st  Street  and  7102-7124 
16th  Avenue,  Block  6180,  Lot  63  (formerly  Lots  63,  70,  71 
and  72),  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  . 0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
February  19,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  February  19,  1957,  as  amended 
through  February  3,  1959,  only  as  to  the  term  of  the  variance, 
so  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  ten  years  from  February  19,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  749-56) 


816-59-BZ 

APPLICANT — Blumberg,  Singer,  Ross,  Gottesman  and 
Gordon,  Esqs.  for  Joma  Manufacturing  Company,  Incor¬ 
porated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  17,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  residence  use  district,  the  maintenance  of  a  park¬ 
ing  lot  for  the  parking  of  motor  vehicles  of  employees  of 
the  Joma  Manufacturing  Company  on  the  adjacent  plot, 
no  fees  to  be  charged. 

PREMISES  AFFECTED — 2346-2350  Bruckner  Boulevard, 
south  side,  190.86  feet  west  of  Zerega  Avenue,  Block  3700, 
Lots  31,  32,  33  and  34,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Oscar  A.  Bloustein. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  terms  of  variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  17,  1960,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  17,  1960,  as  amended  through 
April  10,  1962,  only  as  to  the  term  of  the  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  1011-59) 


653-60-BZ 

APPLICANT — Gabriel  DiTillio  for  Playland  Center,  In¬ 
corporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  April  13, 
1971 — decision  of  the  Borough  Superintendent;  previously 


1018 


MINUTES 


granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  and  residence  use  district, 
the  maintenance  of  a  parking  lot  for  patrons  of  adjoining 
children’s  amusement  park. 

PREMISES  AFFECTED— 92-01  to  92-07  164th  Avenue 
and  163-51  92nd  Street,  northeast  corner,  Block  14076, 
Lot  137,  Howard  Beach,  Borough  of  Queens. 

APPEARANCES— 

,  For  Applicant:  Jean  Miele. 

For  Opposition :  Bryan  F.  Levinson,  Spring  Park  Civic 
Assn.,  John  Marus,  Community  Board  No.  10. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  17,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
17,  1961,  as  amended  through  April  13,  1966,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of 
this  amended  resolution,  to  permit  ...  ;  on  condition 
that  no  further  extension  of  this  term  will  be  permitted; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects ;  and  that 
a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  1313-60) 


1131-61-BZ 

APPLICANT — Lama  and  Vassalotti  for  Hilda  Kaufman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
21,  1971 — decision  of  the  Borough  Superintendent;  pre- 
l  viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  to  permit  in  a  residence  use  district, 
the  maintenance  of  a  parking  lot  for  the  parking  and 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2758-2762  (2760  official)  Sedg¬ 
wick  Avenue,  east  side,  100.98  feet  north  of  West  195th 
Street,  Block  3249,  Lot  184,  Borough  of  The  Bronx. 

.  APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  21,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 


ber  21,  1961,  as  amended  through  June  26,  1962,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  21, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  469-61) 


506-67-BZ 

APPLICANT — Albert  Melniker  for  685  Cary  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R5  district, 
the  erection  of  an  automotive  service  station  with  acces¬ 
sory  uses  including  an  automobile  laundry  that  encroaches 
on  the  required  side  yard  and  without  the  required  screen¬ 
ing. 

PREMISES  AFFECTED — 685  Cary  Avenue,  northeast 
corner  of  Clove  Road,  Block  214,  Lot  1,  West  New  Brigh¬ 
ton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant  :  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  29,  1971,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  29, 
1971,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Sep¬ 
tember  21,  1971’,  three  sheets,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (N.B.  320-67) 


317-64-BZ — Vol.  II 

APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT— Application  reopened  June  22,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New.  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargement 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED — 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stuart  Cantor,  Herman  Sands,  Michael 
Mignon  and  Irwin  Emerman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  10  A.M.,  for  decision.  Hearing  closed.  Premises 
previously  inspected. 
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190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED— 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  13. 


268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Muccioli, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use  as  an  automobile  repair  shop 
extending  into  the  R4  district. 

PREMISES  AFFECTED— 28  to  32  Marginal  Street  West, 
west  side,  154.1 1%.  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  A.  Bernard  King,  Michael  Petrone, 
Wilma  and  Joseph  M.  Beldy,  Rose  Cavalla  and  Mar¬ 
garet  Dagrosa. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  10  A.M.,  for  decision;  premises  previously  inspected. 
Hearing  closed. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT— Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  en¬ 
croaches  on  the  rear  yard  or  rear  yard  equivalent  and 
penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  10  A.M.,  for  continued  hearing,  at  the  request  of  the 
applicant,  to  await  the  decision  of  the  Court. 


335-71-BZ  :/ ; 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 


PREMISES  AFFECTED — 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Robert  F.  Germain  and  Victor  V.  Alle- 
gretti. 

For  Opposition:  Albert  B.  Lewis,  Sal  J.  Grieco,  Frank 
Giobbi,  John  Di  Stefano,  Daniel  A.  Perrella,  George 
Parkas,  John  Terranoya,  Anthony  Aurigemma  and 
others. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


374-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2  dis¬ 
trict,  at  an  existing  automobile  sales  and  service  establish¬ 
ment  previously  before  the  Board,  the  addition  to  the  use 
to  include  the  parking  of  new  cars. 

PREMISES  AFFECTED — 205-11  Northern  Boulevard, 

north  side,  from  43-02  to  43-46  Clearview  Expressway 
43-25  to  43-31  205th  Street,  Block  6269,  Lots  9  and  20, 
Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  Frank  Pospisil,  Kenneth  M.  Sokoll,  Mil. 
Genndsa,  Gabriella  Zarich,  Edith  Lacey,  Fred  H.  Siegel 
John  Lacey  and  John  J.  Mullally. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 

at  10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT  Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— 

F or  Applicant :  S.  A.  Caradonna,  Ernest  Sanzo. 

For  Opposition:  Charles  W.  Ernst,  Harry  C.  Whelpley, 
Adolph  Bier,  William  Behrens,  Sofie  Wittine,  George 
Whetham. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  10  A.M.,  for  decision;  premises  previously  inspected. 
Hearing  closed. 


409-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-452  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  enlargement 
in  area  of  an  accessory  off-site  parking  facility  for  a 
church  previously  before  the  Board. 
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, 


PREMISES  AFFECTED — 215  Penn  Avenue,  northwest 
corner  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Stanley  A.  Applebaum. 

For  Opposition:  John  Failla  and  Christina  Failla. 
ACTION  OF  BOARD — Laid  over  to  November  9,  1971, 
at  10  A.M.,  for  decision;  premises  previously  inspected. 
Hearing  closed. 


450-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Wellington  As¬ 
sociates,  owner;  A1  Mounia,  Limited,  lessee. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  and  RIO  district,  in  an 
existing  hotel,  the  addition  to  the  accessory  restaurant  and 
cocktail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 241  Madison  Avenue,  and  22 
East  38th  Street,  southeast  comer,  Block  867,  Lot  55, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  file  addi¬ 
tional  information. 

— 

463-71-BZ 

APPLICANT — William  Weinpahl. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED — 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Weinpahl. 

For  Opposition:  Richard  J.  Nardi  and  Carmela  Pignolo. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
10  A.M.,  for  decision;  previously  inspected;  hearing 
closed. 


464-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AFFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board. 


467-71-BZ 

APPLICANT — Norman  Reifman  for  Raymond  E.  Espo¬ 
sito,  Linda  E.  Esposito  and  Edith  Esposito,  owners ;  Save 
Way  Midway,  Incorporated,  lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  C4  district,  the  re¬ 
habilitation  and  rearrangement  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 5601  Main  Street,  south  side, 
150  feet  east  of  56th  Avenue,  Block  5165,  Lot  28,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Howard  Miller. 

For  Opposition :  Florence  and  Raymond  Wells. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


493-71-A 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s,  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpo¬ 
rated,  owners. 

SUBJECT — Application  July  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 
PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860,  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Allen  Rubenstein 
and  Mark  Eitingor. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
10  A.M.,  for  decision;  applicant  to  file  revised  plan;  hear¬ 
ing  closed. 


558-71-BZ 

APPLICANT — Albert  Melniker  for  Gennaro  Bifulco,  Jr., 
Umberto  Bifulco,  owners. 

SUBJECT— Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  rearrangement  of 
an  existing  nursery  and  greenhouse  establishment  and  the 
addition  to  the  uses  to  include  the  sale  of  agricultural  prod¬ 
ucts  produced  off-site. 

PREMISES  AFFECTED — 1949  Richmond  Avenue,  east 
side,  1774.08  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  1,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  Dr.  Mearitt  Rosenthal,  Adrienne  Zwick, 
Andrew  Crema,  Marguerite  Kempe,  Dorothy  Nazryk, 
Irene  Matheos,  Ruth  Rosenthal,  Margaret  Contino,  Louis 
Alliegro,  Anna  Reebe,  Pat  Traece  and  others. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  objectors. 


579-71-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Weissglass  Gold 
Seal  Dairy  Corporation,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-33 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district,  at 
an  existing  dairy  previously  before  the  Board,  the  en- 
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largement  in  area  of  the  accessory  building  and  the  installa¬ 
tion  of  tanks  for  the  storage  of  non-flammable  liquids. 

PREMISES  AFFECTED — 2014  Forest  Avenue,  southeast 
corner  of  Coonley  Avenue,  Block  1696,  Lot  8,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
10  A.M.,  for  decision;  hearing  closed. 


153-71-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Mill  Har¬ 
bour  School  Incorporated,  owner. 

SUBJECT — Application  March  12,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  main¬ 
tenance  of  an  accessory  pool  for  a  school  that  encroaches 
on  the  required  front  and  side  yard. 

PREMISES  AFFECTED — 2467  to  2493  Ralph  Avenue, 
southeast  corner  of  Mill  Avenue,  Block  8383,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati,  Harriet  P.  Jacobs, 
Leonard  Brodsky. 

For  Opposition :  Dorothy  Russo,  Sally  Martingano,  Sarah 
Kenney,  Minroe  Cohen  and  others. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  12,  1971 ;  then  to  October  26, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  25,  1971,  acting  on  N.  B.  Applic.  894/1969, 
reads : 

“1.  Proposed  swimming  pool  is  not  a  permitted  ob¬ 
struction  within  a  required  front  yard  and  side  yard 
and  is  contrary  to  Sec.  24-33,  24-34  and  24-35  of  the 
Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  maintenance  of  an  accessory  pool  for  a 
school  that  encroaches  on  the  required  front  yard  and  side 
yard,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  March  12,  1971,” 
4  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


334-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Eldorado  Enter¬ 
prises,  Incorporated,  owner. 

SUBJECT — Application  May  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  change  in  occupancy  from 
automatic  car  wash  and  sales  lot  to  automobile  laundry  and 
automotive  service  station. 

PREMISES  AFFECTED — 166  to  174  Kings  Plighway, 
southwest  corner  of  West  12th  Street,  1676  to  1684  West 
12th  Street,  Block  6619,  Lot  42,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan _ 4 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  .5,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  26,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  12,  1971,  acting  on  Alt.  Applic.  261/1971,  reads: 

“1.  The  proposed  change  of  occupancy,  in  a  C2-2 
(within  R5)  District,  from  ‘automatic  washing  of  auto¬ 
mobiles  and  sales  lot  for  more  than  five  (5)  used  cars’ 
to  ‘automobile  laundry  and  automotive  service  station 
(Use  Group  #16)’  is  contrary  to  the  Resolutions  adopted 
by  the  Board  of  Standards  and  Appeals  under  Calendar 
#882-55-BZ.” 

2.  The  proposed  position  and  number  of  pumps, 
curb  cuts,  and  accessory  signs  for  the  non-conforming 
use  must  be  referred  back  to  the  Board  of  Standards 
and  Appeals  for  their  consideration.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  Alt.  Applic.  261/1971,  Objec¬ 
tion  Nos.  1  and  2,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


424-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner;  Mobil  Oil  Corporation,  lessee. 
SUBJECT  Application  June  10,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  11-412  of 
the  Zoning'  Resolution,  to  permit  in  a  C2-2  district,  the 
enlargement  in  lot  area  and  reconstruction  of  an  automo- 
tive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 162-08  Cross  Bay  Boulevard, 
162nd  Avenue,  southwest  corner,  Block 
14066,  Lots  5,  8,  10  and  11,  Howard  Beach,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application,  (conditionally) 
ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein .  1 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  5,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin;  laid  over  to  October  12,  1971 ;  then  to  October  26,  1971 ; 

and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1971,  acting  on  N.  B.  Applic.  440/1971,  reads: 

1)  Proposed  Use  Group  16  in  a  C2-2  within  a 
R3-1  Zone  is  contrary  to  Sec.  32-00  of  Z.  R. 

2)  Proposed  Commercial  use  in  a  residential  zone  is 
contrary  to  Sec.  22-00  of  the  Z.  R. 

3)  Since  there  are  no  bulk  regulations  for  the  por¬ 
tion  of  the  commercial  building  located  in  the  R2  district, 
this  application  must  be  referred  to  the  Board  of  Stand¬ 
ards  and  Appeals  for  applicable  bulk  regulations.” 

and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
\\  hereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
and  does  hereby  make  the  required  findings  and  grant  a 
Special  Permit  under  Section  73-211  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  C2-2  district,  the  enlargement  in  lot  area 
and  reconstruction .  of  an  automotive  service  station  with 
accessory  uses  previously  before  the  Board,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  application 
marked  Received  June  10,  1971,”  4  sheets,  and  “October  14, 
ly/1.  one  sheet;  on  further  condition  that  the  wall  along 
the  property  lines  be  constructed  of  face  brick  on  both  in- 
enor  and  exterior  faces ;  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


520-71-BZ 


A^?LI£ANT— Marcel  Breur  and  Associates  for  New  York 
City  Board  of  Education,  owner. 

SUBJECT  Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R5  district,  the  erection  of  a 
five  story  high  school  that  encroaches  on  the  required  front 
yard  and  rear  yard  equivalent  and  penetrates  the  skv 
T  exposure  plane. 


PREMISES  AFFECTED-33-33  13th  Street,  northeast 
corner  of  34th  Avenue,  Block  520,  Lot  1,  Long  Island  City, 
Borough  of  Queens. 


APPEARANCES— 

For  Applicant :  Elliot  Saltzman. 

For  Opposition:  None. 

recommendation  of  the  community 

BOARD — No  recommendation  received. 

ACTION  OF  BOARD— Application  granted  on  condition. 
THE  VOTE— 


.Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . . .  .*  4 


N  egative :  .  o 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  19,  1971,  acting  on  N.  B.  Applic.  724/1970,  reads : 

“1.  Provide  rear  yard  equivalent  per  Section  24-382 
of  the  Zoning  Resolution. 

2.  Building  penetrates  the  sky  exposure  plane  at 
13th  Street  contrary  to  Section  24-521  of  the  Zoning 
Resolution. 

3.  Provide  minimum  10  ft.  front  yards  on  13th 
Street  and  for  new  extension  on  14th  Street  per  Sec¬ 
tion  24-34  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R5  district,  the  erection  of  a  five-story  high  school  that  en¬ 
croaches  on  the  required  front  yard  and  rear  yard  equivalent 
and  penetrates  the  sky  exposure  plane,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  July  29,  1971”,  10  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with,  and  that 
substantial  construction  be  completed  within  two  years  from 
the  date  of  this  resolution. 


550-71-BZ 

APPLICANT — George  J.  Meltzer  for  Nomram  Enterprises 
Incorporated,  owner,  The  Atlantic  and  Pacific  Tea  Com¬ 
pany,  lessee. 

SUBJECT  Application  August  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  11-412  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R2  district,  the  enlargement  in  lot 
area  and  floor  area  of  a  supermarket  previously  before  the 
Board. 

PREMISES  AFFECTED — 198-27  47th  Avenue  and  46-40 
Francis  Lewis  Boulevard,  northwest  corner,  Block  5555, 
Lot  1,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  J.  Meltzer. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  q 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  October  26,  1971:  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  14,  1971,  acting  on  Alt.  Applic.  776/1971,  reads: 
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“1.  Proposed  enlargement  of  a  non-conforming  use 
is  contrary  to  Sec.  52-41  Z.R. 

2.  Proposed  structural  alteration  of  a  non-conform¬ 
ing  use  is  contrary  to  Sec.  52-22  Z.R. 

3.  Proposed  enlargement  is  contrary  to  Board  of 
Standards  and  Appeals  Cal.  #311-61-BZ.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
to  permit  in  an  R2  district,  the  enlargement  in  lot  area  and 
floor  area  of  a  supermarket  previously  before  the  Board, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  August  5,  1971,”  2 
sheets,  “October  18,  1971,”  3  sheets,  and  “October  26,  1971,” 
2  sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


James  P.  Mulroy,  Secretary 

Adjourned:  2:45  P.M. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  OCTOBER  26,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Madigan  and  Commissioner  Nolan. 

322-30-SA 

APPLICANT — Weatherall  Burner  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

322-30-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Weatherall  Burner  Corporation  requested  that  the  resolu- 
lution  adopted  July  15,  1930  and  as  amended  through  March 
18,  1941  under  Cal.  322-30-SA  be  reopened  and  amended  so 
as  to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacturer  of  the  oil 
burner. 

Weatherall  Burner  Corporation  have  submitted  an  affidavit 
showing  that  they  have  purchased  all  rights,  assets,  etc.  of 
Weatherall  Incorporated  and  that  the  new  owner-manufac¬ 
turer  is  known  as  Weatherall  Burner  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  15,  1930  as  amended 
through  March  18,  1941  under  Cal.  322-30-SA  be  reopened 
and  amended  so  as  to  show  a  change  of  owner-manufacturer, 
new  owner-manufacturer  being  Weatherall  Burner  Corpora¬ 


tion,  on  condition  that  the  requirements  of  the  resolution 
adopted  July  15,  1930  and  as  amended  through  March  18,  1941 
under  Cal.  322-30-SA  be  complied  with. 

A  sworn  affidavit  by  a  resopnsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  of  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


236-38-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  g  | 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

236-o8-SM  Amendment  to  resolution  as  to  additional  insula¬ 
tion  board. 

United  States  Gypsum  Company,  New  York  requested  that 
the  resolution  adopted  February  27,  1940  and  as  amended 
through  January  12,  1965  under  Cal.  236-38-SM  be  reopened 
and  amended  so  as  to  include  an  additional  Board. 

PROPOSED  USE:  Permanent  formboard  and  rigid  insula¬ 
tion. 

DESCRIPTION:  The  requested  board,  known  as  INSO- 
BAIv,  Mineral  Fiber  Rigid  Insulation  is  manufactured  of  the 
same  material  as  was  approved  January  12,  1965  under  Cal. 
236-38-SM. 

INSPECTION  AND  TEST :  The  applicant  has  submitted  I 
a  report  of  test  conducted  by  Underwriters  Laboratories  in 
accordance  with  the  requirements  of  RS  5-5  Building  Code  of 
the  City  of  New  York.  The  test  showed  that  the  material 
achieved  a  flame  spread  rating  of  25  and  a  smoke  develop¬ 
ment  of  5. 

RECOMMENDATION :  The  Committee  on  Test  recoin- 
mends  that  the  resolution  adopted  February  27,  1940  and  as 
amended  through  January  12,  1965  under  Cal.  236-38-SM  be 
reopened  and  amended  so  as  to  include  the  additional  board 
known  as  INSO-BAK  Mineral  Fiber  Rigid  Insulation  having 
a  flame  spread  rating  of  25  and  a  smoke  development  of  5  on 
condition  that  the  requirements  of  the  resolution  adopted 
February  27.  1940  and  as  amended  through  January  12,  1965 
under  Cal.  236-38-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1002-39-SM 

APPLICANT — Mesker  Brothers  Industries,  Incorporated, 
owner. 

i  APPEARANCES— 

For  Applicant:  Harry  Burrows. 

AC  I  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


,  Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1002-39-SM — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Mesker  Brothers  Industries,  Incorporated,  Hazelwood, 
Alissouri  requested  that  the  resolution  adopted  December  1, 
1942  as  amended  through  October  22,  1968  under  Cal.  1002- 
39-SM  be  reopened  and  amended  so  as  to  show  a  change  in 
owner-manufacturer. 

[  PROPOSED  USE:  Joint  cover. 

I  DESCRIPTION :  There  has  been  no  change  in  the  ma- 
'  terials  used  nor  in  the  method  of  manufacturer  of  the  cover. 

Ihe  original  approval  was  granted  on  December  1,  1942  to 
Busing  and  Hunt  Incorporated;  as  the  owner-manufacturer 
of  the  product.  On  October  22,  1968  the  Board  amended  the 
i  original  approval  to  show  a  new  owner-manufacturer; 
namely  Keene  Corporation. 

Mesker  Brothers  Industries,  Incorporated  have  submitted 
^ an  affidavit  showing  that  they  have  acquired  all  rights,  assets, 
etc.  of  the  Dusing  and  Hunt  Door  and  Frame  Operation 
:  from  Keene  Corporation  and  that  the  new  owner-manufac¬ 
turer  of  the  joint  cover  is  known  as  Mesker  Brothers  Indus- 
j  tries,  Incorporated. 

I  RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  1,  1942  and  as 
amended  through  October  22,  1968  under  Cal.  1002-39-SM 
i  be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
;  manufacturer  being  Mesker  Brothers  Industries,  Incorpor¬ 
ated  on  condition  that  the  requirements  of  the  resolution 
1  adopted  December  1,  1942  and  as  amended  through  October 
22,  1968  under  Cal.  1002-39-SM  be  complied  with. 

L  A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
1  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
;  are  being  maintained  as  were  in  effect  at  the  time  of  this 
;  approval  or  previous  approvals  under  this  Calendar  Number. 

[  Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

724-49-SA 

APPLICANT — The  Carlin  Company,  owner. 
APPEARANCES— 

For  Applicant:  H.  B.  Hastings,  Jr. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

724-49-SA — Amendment  to  resolution  as  to  additional  oil 
burners. 

The  Carlin  Company,  Wethersfield,  Connecticut  requested 
that  the  resolution  adopted  December  20,  1949  and  as  amended 
through  April  14,  1970  under  Cal.  724-49-SA  be  reopened  and 
amended  so  as  to  include  additional  models  of  oil  burners. 
PROPOSED  USE:  Oil  burner. 

DESCRIPTION :  The  requested  Models,  250  FFD,  850 
FFD,  1050  FFD,  1150  FFD,  100  CRD  and  101  CRD  are 
basically  the  same  as  the  presently  approved  models  differing 
only  as  to  styling. 

INSPECTION  AND  TEST :  The  requested  models  have 
been  approved  by  the  Underwriters’  Laboratories  under 
MP1868. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  20,  1949  and  as 
amended  through  April  14,  1970  under  Cal.  724-49-SA  be 
reopened  and  amended  so  as  to  include  the  additional  oil 
burners  as  herein  described  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  December  20,  1949  and  as 
amended  through  April  14,  1970  under  Cal.  724-49-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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127-51-SM 

APPLICANT — Mesker  Brothers  Industries,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Harry  Burrows. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan..  4 


N  egative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

127-51-SM — Amendment  to  resolution  as  to  change  of 
owner-manufacturer. 

Mesker  Brothers  Industries,  Incorporated,  Hazelwood, 
Missouri  requested  that  the  resolution  adopted  May  22, 
1951  and  as  amended  October  22,  1968  under  Cal.  127-51-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  1 hour  fire  resistant  opening  pro¬ 
tective  assembly. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  door. 

The  original  approval  was  granted  on  May  22,  1951  to 
Dusing  and  Hunt  Incorporated  as  the  owner-manufacturer 
of  the  door.  On  October  22,  1968  the  Board  amended  the 
original  approval  to  show  a  new  owner-manufacturer, 
namely,  Keene  Corporation. 

Mesker  Brothers  Industries,  Incorporated  have  submitted 
an  affidavit  showing  that  they  have  acquired  all  rights, 
assets,  etc.  of  the  Dusing  and  Hunt  Door  and  Frame  Opera¬ 
tion  from  Keene  Corporation  and  that  the  new  owner- 
manufacturer  of  the  door  is  known  as  Mesker  Brothers 
Industries,  Incorporated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1951  and  as 
amended  October  22,  1968  under  Cal.  127-51-SM  be  reopened 
and  amended  so  as  to  show  a  change  of  owner-manufacturer ; 
new  owner-manufacturer  being  Mesker  Brothers  Industries, 
Incorporated  on  condition  that  the  requirements  of  the 
resolution  adopted  May  22,  1951  and  as  amended  October 
22,  1968  under  Cal.  127-51-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the 
time  of  this  approval  or  previous  approvals  under  this 
Calendar  Number.  Failure  to  notify  the  Board  of  change 
of  ownership,  change  of  address  or  to  submit  the  annual 
affidavit  will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  with  the  above 
report. 


232-56-SM 

APPLICANT — Zonolite  Construction  Products  Division, 
owner. 

APPEARANCES— 

For  Applicant:  John  C.  Ottinger. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
232-56-SM — Amendment  to  resolution  as  to  an  additional 
manufacturer  and  a  change  in  brand  name. 

Zonolite  Construction  Products  Division,  W.  R.  Grace  and 
Company,  New  York  City,  requested  that  the  resolution 
adopted  June  26,  1956  under  Calendar  Number  232-56-SM 
be  reopened  and  amended  as  to  additional  manufacturer  and 
a  change  in  brand  name. 

PROPOSED  USE:  All-Weather  Crete  Insulation  light¬ 
weight  concrete  fill. 

DESCRIPTION :  Certified  Industrial  Products,  Incorpo¬ 
rated  conveyed  to  W.  R.  Grace  and  Company,  Construction 
Products  Division,  the  right  to  manufacture  and  sell  Dri- 
Pac  within  the  City  of  New  York.  The  name  of  All- 
Weather  Crete  Insulation  has  been  changed  to  Dri-Pac. 
Notarized  statements  as  to  the  above  have  been  submitted  by 
officers  of  Certified  Industrial  Products,  Incorporated  and 
W.  R.  Grace  and  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  26,  1956  under  Calen¬ 
dar  Number  232-56-SM  be  reopened  and  amended  as  to  an 
additional  manufacturer,  W.  R.  Grace  and  Company,  Con¬ 
struction  Products  Division,  and  a  change  in  brand  name  to 
Dri-Pac,  on  condition  that  the  requirements  of  the  original 
resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1325-61-SM 

APPLICANT — Keelan  Hardware  Company,  Incorporated, 
owner. 

SUBJECT — To  restore  approval — grease  filter. 
APPEARANCES— 

For  Applicant:  Solomon  Kaplan. 
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ACTION  OF  BOARD — Application  reopened  and  approval 
restored  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1325-61-SM — To  rescind  action  of  June  22,  1971  and  to 
restore  approval  granted  March  20,  1962. 

Keelan  Hardware  Company,  Incorporated,  Brooklyn,  New 
York  requested  that  the  action  of  June  22,  1971  wherein  the 
approval  granted  March  20,  1962  under  Cal.  1325-61-SM  was 
revoked  as  the  applicant  did  not  reply  to  correspondence  from 
the  Board.  The  applicant  was  able  to  show  that  mail  was  not 
forwarded  to  his  new  address. 

PROPOSED  USE:  Grease  filter. 

I  DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  filters. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
\  mends  that  the  action  of  June  22,  1971  under  Cal.  1325-61-SM 
be  rescinded  and  the  approval  granted  March  20,  1962  be 
restored  on  condition  that  the  requirements  of  the  resolution 
adopted  June  22,  1971  under  Cal.  1325-61-SM  be  complied 
I  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
|  Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
;  hereby  approve  and  restore  this  material  in  accordance  with 
the  above  report. 


1741-61-SM 

APPLICANT — Kaiser  Aluminum  and  Chemical  Sales,  In¬ 
corporated,  owner. 

APPEARANCES— 

For  Applicant:  R.  E.  Hively. 

;  ACTION  Ob  BOARD — Application  reopened  and  resolu- 
h  bon  amended  in  accordance  with  the  report  and  recom- 
[  mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative :  . ”  q 

i  Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 

1741-61-SM — Amendment  to  resolution  as  to  change  of 
;  owner-manufacturer. 

i 


Kaiser  Aluminum  and  Chemical  Sales  Incorporated,  Port 
Carbon,  Pennsylvania  requested  that  the  resolution  adopted 
April  16,  1963  under  Cal.  1741-61-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Exterior  and  interior  panels. 
DESCRIPTION :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  panels. 

The  original  approval  was  granted  to  Mirawal  Division 
of  Birdsboro  Corporation  and  Kaiser  Aluminum  and  Chem¬ 
ical  Corporation  have  submitted  an_  affidavit  showing  that 
they  have  acquired  all  rights,  assets  etc.  of  the  Mirawal 
Division  of  Birdsboro  Corporation  and  the  new  owner- 
manufacturer  is  known  as  Mirawal  Products  Division  of 
Kaiser  Aluminum  and  Chemical  Corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends^  that  the  resolution  adopted  April  16,  1963  under 
Cal.  1741-61-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer,  new  owner-manufacturer 
being  Mirawal  Products  Division  of  Kaiser  Aluminum  and 
Chemical  Corporation  on  condition  that  the  requirements 
of  the  resolution  adopted  April  16,  1963  under  Cal.  1741- 
61-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


368-62-SA 

APPLICANT — Addressograph  Multigraph  Corporation, 
owner. 

APPEARANCES— 

For  Applicant:  John  A.  Wells. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  o 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

368-62-SA — Amendment  to  resolution  to  show  a  change  of 
owner-manufacturer. 

Addressograph  Multigraph  Corporation,  Mount  Prospect, 
Illinois  requested  that  the  resolution  adopted  December  18, 
1962  under  Cal.  368-62-SA  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Appliance  used  for  developing  diazo 
type  prints. 
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DESCRIPTION :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  machine. 

Addressograph  Multigraph  Corporation  have  submitted  an 
affidavit  showing  that  Addressograph  Multigraph  Corpora¬ 
tion  and  Charles  Bruning  Company  merged  and  the  Addreso- 
graph  Multigraph  Corporation  is  the  surviving  corporation. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  18,  1962  under 
Cal.  368-62- S A  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer;  new  owner -manufacturer 
being  Addressograph  Multigraph  Corporation  on  condition 
that  the  requirements  of  the  resolution  adopted  December  18, 
1962  under  Cal.  368-62-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


726-62-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  E.  J.  Dewender. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  . . .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 


726-62-SM— Amendment  to  resolution  as  to  an  additional 
trade  name. 

Johns-Manville  Sales  Corporation,  New  York  City,  re¬ 
quested  that  the  resolution  adopted  November  20,  1962  and 
amended  June  18,  1968  under  Calendar  Number  726-62-SM 
be  reopened  and  amended  as  to  an  additional  trade  name. 
PROPOSED  USE :  Incombustible  ceiling  tile  and  three  hour 
fire  rated  ceiling  system. 

DESCRIPTION :  The  request  is  to  include  Owens-Corning 
r  iberglas  Corporation  as  an  additional  supplier  marketing 
this  product  under  the  trade  name  Fyrate  Tile. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  20,  1962  and 
amended  June  18,  1968  under  Calendar  Number  726-62-SM 
be  reopened  and  amended  as  to  an  additional  trade  name, 
Fyrate. Tile,  on  condition  that  the  requirements  of  the  original 
resolution  and  previous  amendment  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 


turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


727-62-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  E.  J.  Deirender. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  4 

Negative  i  .  q 

Absent :  Commissioner  Klein .  ’  ’  ’  j 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

727-62-SM— Amendment  to  resolution  as  to  additional  trade 
name. 

Johns-Manville  Sales  Corporation  requested  that  the  reso¬ 
lution  adopted  November  20,  1962  and  as  amended  at  various 
times  through  April  27,  1971  under  Cal.  727-62-SM  be 
reopened  and  amended  so  as  to  permit  the  approved  tile  and 
panels  to  be  marketed  under  additional  trade  names. 

PROPOSED  USE:  Fire. resistive  floor  and  ceiling  construc¬ 
tion  and  one  hour  fire  resistive  short  span  ceiling. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  tile  or  panels. 

The  applicant  has  requested  that  the  tiles  and  panels  may 
be  marketed  by  Owens-Corning  Fiberglas  Corporation  under 
the  trade  name  Fyrate  Tile  and  Panels. 

RECOMMENDATION :  The  Committee  on  T est  recom¬ 
mends  that  the  resolution  adopted  November  20,  1962  and  as 
amended  at  various  times  through  April  27,  1971  under 
Cal.  727-62-SM  be  reopened  and  amended  so  as  to  permit  the 
approved  tiles  and  panels  to  be  marketed  by  Owens-Corning 
Fiberglas  Corporation  under  the  trade  name  Fyrate  Tiles 
and  Panels  on  condition  that  the  requirements  of  the  resolu¬ 
tion  adopted  November  20,  1962  and  as  amended  at  various 
times  through  April  27,  1971  under  Cal.  727-62-SM  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 

the  above  report. 


75-63-SM 

APPLICANT — United  States  Plywood,  owner. 
APPEARANCES — 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
75-63-SM — Amendment  to  resolution  as  to  increase  in  the 
size  of  door  to  include  a  transom  panel. 

U.  S.  Plywood,  a  Division  of  U.  S.  Plywood  Champion 
Papers  Incorporated,  New  York  requested  that  the  resolu¬ 
tion  adopted  June  25,  1963  as  amended  through  October 
27,  1970  under  Cal.  75-63-SM  be  reopened  and  amended  so 
as  to  include  a  larger  size  door  and  to  include  a  fire 
resistive  transom  panel. 

PROPOSED  USE:  \y2  hour  fire  resistive  opening  protective 
assembly. 

DESCRIPTION :  The  construction  consisted  of  a  4' — 
0"  x  8' — 0"  door  with  a  4' — 0"  x  3' — 0"  transom  and  a 
4' — 0"  x  7' — 0"  door  with  a  4' — 0"  x  4' — 0"  transom. 

The  doors  are  of  flush  design  constructed  with  a  mineral 
core,  chemically  impregnated  lumber  for  the  stiles  and 
bottom  rails,  high  density  “Maranite  65”  on  the  top  rails, 
treated  Lauan  wood  cross  banding  and  untreated  wood 
veneer  facing.  The  top  rails  are  rabbeted  to  insure  a  close 
fit  with  the  transom. 

The  transom  panels  are  of  the  construction  except  that 
the  bottom  rails  are  high  density  “Maranite  65”  and  the 
top  rail  is  chemically  impregnated  lumber.  The  bottom 
rails  are  rabbeted  to  insure  a  flush  fit  with  the  door. 

The  hardware  for  the  4'  x  8'  door  is  four  \]/2  inch  high 
full  mortise  steel  hinges  and  cylindrical  type  single  point 
latch  with  Y  inch  throw.  The  hardware  for  the  4'  x  7' 
door  is  three  4l/2  high  full  mortise  steel  hinges  and  a 
cylindrical  type  single  point  latch  Y  inch  throw. 

The  transoms  are  provided  with  Y$  inch  diameter  by  3T/i 
inch  long  spring  bolts ;  three  per  stile  for  the  4'  x  3'  transom 
and  two  for  the  4'  x  4'  transom. 

INSPECTION  AND  TEST :  The  two  doors  with  their 
respective,  transoms  were  tested  at  the  Underwriters’ 
Laboratories  in  accordance  with  the  requirements  of  RS  5-6 
and  successfully  met  the  requirements  for  a  V/2  hour  fire 
resistive  opening  protective  assembly.  The  complete  report 
R  2876-41,  R  5822-1  is  on  file  with  the  record. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  25,  1963  and  as 
amended  through  October  27,  1970  under  Cal.  75-63-SM 
be  reopened  as  to  include  the  additional  doors  and  tran¬ 


soms  as  herein  described  as  a  \l/2  hour  fire  resistive  opening 
protective  assembly  on  condition  that  the  requirements  of 
the  resolution  adopted  June  25,  1963  and  as  amended  through 
October  27,  1970  under  Cal.  75-63-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annuai  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1032-64-SA 

APPLICANT — Hastings  Industries,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Felix  M.  Roth. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

1032-64-SA — Amendment  to  resolution  as  to  additional 
models  of  make-up  air  heaters. 

Hastings  Industries,  Incorporated,  Omaha  Nebraska  re¬ 
quested  that  the  resolution  adopted  June  2,  1965  under  Cal. 
1032-64-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  make-up  air  heaters. 

PROPOSED  USE:  Gas  fired  make-up  air  heaters. 
DESCRIP  riON :  The  presently  approved  models  consist¬ 
ing  of  17  sizes  are  designated  as  LB-6  through  LB-50 
ranging  in  size  from  6,000  cfm  (air  delivery)  and  360,000 
BTU  to  50,000  cfm  and  5,380,000  BTU.  The  requested 
models,  10  in  number  are  larger  and  smaller  units  from  those 
previously  approved,  so  that  the  entire  range  of  heaters, 
designated  as  LB-2  through  LB-75  have  a  BTU  range  from 
96,000  BTU  to  11,660,000  BTU  and  a  cfm  of  2,000  to  75,000. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1965  under  Cal. 
1032-64-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  gas  fired  make-up  air  heaters  and  that  the  heaters 
shall  be  known  as  Hastings  Direct  Gas  Fired  Make-Up 
Heaters  Models  LB-2  through  LB-75  on  condition  that  the 
requirements  of  the  resolution  adopted  June  2,  1965  under 
Cal.  1032-64-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
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change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


726-65-SA 

APPLICANT — Terry  Industries,  owner. 
APPEARANCES— 

For  Applicant:  Alfred  Mancuso. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  . .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

726-65-SA — Amendment  to  resolution  as  to  additional  models 
of  oil  fired  salamanders. 

Terry  Industries,  a  division  of  Textron  Canada  Ltd.,  Que¬ 
bec,  Canada  requested  that  the  resolution  adopted  May  24, 
1966  under  Cal.  726-65-SA  be  reopened  and  amended  so  as  to 
include  additional  models  of  oil  fired  salamanders  and  permis¬ 
sion  to  market  under  an  additional  trade  name. 

PROPOSED  USE:  Oil  fired  salamanders. 
DESCRIPTION :  The  requested  models  HD-65-F,  HD- 
85-F,  HD-125-F,  HD-225-P  and  HV-265-P  are  basically  the 
same  as  the  presently  approved  Models  H  200  and  H  320 
differing  only  as  to  the  BTU  ratings.  The  numbers  repre¬ 
senting  BTU  in  thousands. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  24,  1966  under  Cal. 
726-65-SA  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  models  of  oil-fired  salamanders,  namely,  Models  HD- 
65-F,  HD-85-F,  HD-125-F,  D-225-P  and  HV-265-P  and  to 
permit  these  models  to  be  marketed  by  Homelite,  a  division 
of  Textron,  Incorporated  on  condition  that  the  requirements 
of  the  resolution  adopted  May  24,  1966  under  Cal.  726-65-SA 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 


hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


407-67-SM 


APPLICANT — Georgia-Pacific  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ... 

Negative:  . 

Absent :  Commissioner  Klein  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

407-67-SM — Amendment  to  resolution  as  to  an  additional 
floor  ceiling  assembly. 

Georgia-Pacific  Corporation,  Bestwall  Gypsum  Division, 
Portland,  Oregon,  requested  that  the  resolution  adopted  July 
15,  1967  under  Calendar  Number  407-67-SM  be  reopened 
and  amended  to  include  an  additional  floor-ceiling  assembly. 

PROPOSED  USE:  One  hour  fire  rated  combustible  floor¬ 
ceiling  assembly. 

DESCRIPTION :  The  finish  flooring  is  made  of  1"  x  4" 
ton gue-and- groove  fir  lumber.  The  subflooring  is  made  of 
1  x  6  _ tongue-and-groove  spruce  lumber.  The  flooring  and 
subflooring  are  separated  by  rosin  sized  building  paper  ap¬ 
proximately  0.010"  thick.  The  joists  used  to  support  the 
assembly  are  made  of  yellow  pine  lumber.  They  are  2"  x  10" 
in  the  cross-section  perpendicular  to  the  flooring.  The  joists 
are  spaced  16"  o.c.  A  layer  of  Yz"  thick  wallboard  is  at¬ 
tached  to  the  bottoms  of  the  joists,  10"  from  the  subflooring, 
with  nails  spaced  6"  o.c.  1"  x  3"  cross  bridging  is  attached 
from  top  and  bottom  of  each  joist  to  the  bottom  and  top, 
respectively,  of  the  joists  on  either  side.  The  wallboard 
joints  are  covered  with  0.010"  paper  tape  or  the  entire  sur¬ 
face  of  the  wallboard  is  covered  with  %"  thick  gypsum 
plaster. 

INSPECTION  AND  TEST :  The  floor-ceiling  assembly 
was  given  a  one  hour  fire  rating  by  Underwriters’  Labora¬ 
tories  under  File  R  2717-38  (on  file). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  15,  1967  under  Calen- 
dai  Number  407-67-SM  be  reopened  and  amended  to  include 
an  additional  one  hour  fire  rated  combustible  floor-ceiling 
assembly  (UL  Design  No.  46),  on  condition  that  the  require¬ 
ments  of  the  original  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 
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524-67-SM 

APPLICANT — Frankel  Associates,  Incorporated,  owner. 
SUBJECT — To  restore  to  docket — flameproof  fabrics. 
APPEARANCES— 

For  Applicant :  David  Malkind. 

ACTION  OF  BOARD — Application  reopened  and  approval 
restored  in  accordance  with  the  report  and  recomendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
524-67-SM — To  reopen  and  restore  approval. 

Frankel  Associates,  Incorporated,  New  York  City  filed 
for  approval  of  the  material  known  as  Rovere  Fabrics  under 
the  provisions  of  the  Flameproofing  Rules  of  the  Board. 
The  application  was  dismissed  for  lack  of  prosecution  on 
j  January  28,  1969. 

Subsequently,  the  applicant  called  at  this  office  and  after 
examining  the  file,  claimed  that  their  office  had  no  record 
'  of  any  of  the  correspondence.  On  the  payment  of  the  re¬ 
quired  filing  fee,  the  application  was  restored  to  the  docket. 
PROPOSED  USE :  Flameproof  fabrics. 

DESCRIPTION :  The  fabrics  are  basically  a  mixture  of 
Verel,  Rovana  and  Rayon.  Depending  upon  the  required 
texture  and  finish,  the  percentages  of  the  three  components 
are  varied,  ranging  from  41%  Rovana,  30%  Verel  and  29% 
Rayon  to  28%  Rovana,  48%  Verel  and  24%  Rayon. 
INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  tests  conducted  by  Better  Fabrics  Testing  Bureau 
showing  that  fabrics  with  the  various  combinations  of  the 
three  yarns  successfully  met  the  test  requirements  of  the 
Flameproofing  Rules  of  the  Board. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  approval  of  the  fabrics  known  as  Rovere 
Fabrics  and  Doral  Boucle  for  use  in  New  York  City  under 
the  provisions  of  the  Flameproofing  Rules  of  the  Board  on 
;  condition  that  all  cartons  or  wrappers  in  which  the  material 
i  is  marketed  shall  be  labeled  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
L  Cal.  524-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
f  of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
!  of  this  approval  or  previous  approvals  under  this  Calendar 
!.  Number.  Failure  to  notify  the  Board  of  change  of  owner- 
*  ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  and  restore  this  material  in  accordance  with 
the  above  report. 

741-67-SM 

APPLICANT — Kaiser  Gypsum  Company. 

APPEARANCES— 

For  Applicant :  None. 


ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
741-67-SM — Kaiser  Gypsum  Company,  Incorporated,  Oak¬ 
land,  California,  filed  for  approval  of  Three  Hour  Gypsum 
Wallboard  Column  Protection  under  the  provisions  of  C26- 
501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Three  Hour  gypsum  wallboard  column 
protection. 

DESCRIPTION :  The  core  of  the  assembly  is  a  10",  49  lb. 
per  lineal  foot  structural  steel  column.  The  column  is  sur¬ 
rounded  by  three  layers  of  thick  firecode  gypsum  wall- 
board.  The  corner  beads  for  the  wallboard  are  made  of  26 
gauge  galvanized  steel  and  have  perforated  flanges  of  equal 
width,  1".  The  wallboard  and  corner  beading  are  secured 
with  1"  long  steel  Phillips  head  screws.  The  tie  wire  used 
to  hold  the  corner  beading  in  place  is  18  gauge  soft  annealed 
wire.  The  column  is  finished  with  a  gypsum  wallboard  joint 
treatment  compound. 

INSPECTION  AND  TEST  :  The  column  protection  assem¬ 
bly  was  fire  resistance  tested  by  Underwriters’  Laboratories 
(File  R1319-36,  Assignment  61C5541,  report  on  file)  and  re¬ 
ceived  a  three  hour  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Three  Hour  Gypsum  Wallboard  Col¬ 
umn  protection  under  the  provisions  of  C26-501.1  of  the 
Building  Code  of  the  City  of  New  York.  The  column  pro¬ 
tection  assembly  shall  be  permanently  labeled :  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  741-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  Change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

Plans  submitted  to  the  Department  of  Buildings  showing 
the  proposed  use  of  this  construction  shall  contain  the  draw¬ 
ings  included  in  the  test  report  referred  to  above. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


542-68-SM 

APPLICANT — United  States  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant:  E.  V.  Salvo. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

N  egative  :  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 


542-68-SM — Amendment  to  resolution  as  to  additional  shaft 
wall. 

United  States  Gypsum  Company,  New  York  requested  that 
the  resolution  adopted  November  19,  1968  and  as  amended 
through  May  11,  1971  under  Cal.  542-68-SM  be  reopened  and 
amended  so  as  to  include  an  additional  shaft  wall  construction. 
PROPOSED  USE:  Incombustible  two  hour  fire  resistive 
non-load  bearing  drywall  partition  and  enclosure  for  shafts. 
DESCRIPTION :  The  requested  partition  contains  the  same 
basic  elements  as  the  presently  approved  partition.  The  differ¬ 
ence  being  in  the  location  of  the  gypsum  components. 

The  original  partition  had  one  layer  of  thick  Gypsum 
Shaft  Wall  Liner  Type  X  attached  to  one  face  of  the  stud 
and  two  layers  of  $4".  Sheetrock  Firecode  C  on  the  other  face. 
The  construction  achieved  a  two  hour  fire  resistive  rating. 

The  requested  partition  uses  the  same  boards  but  the 
arrangement  is  different.  This  construction  has  one  layer 
of  1" '  Thick  Gypsum  Shaft  Wall  Liner  Type  X  and  one  layer 
of  5/e,  Sheetrock  Firecode  “C”  attached  to  one  face  of  the 
stu  l  and  one  layer  of  Sheetrock  Firecode  “C”  attached 
to  the  other  face  of  the  stud. 

The  construction  is  in  accordance  with  Fig.  I  as  contained 
t11  t"6;  report  of  C.  E.  Troxell,  University  of  California  dated 
July  14,  1971. 

INSPECTION  AND  TEST :  A  partition  constructed  as 
herein  described  as  the  requested  partition  was  tested  at  the 
University  of  California,  and  successfully  met  the  fire  and 
hose  stieam  tests  to  qualify  as  a  two  hour  fire  resistive  con- 
The  complete  report  of  C.  E.  Troxell,  University 
of  California,  dated  July  14,  1971  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  19,  1968  and 
as  amended  through  May  11,  1971  under  Cal.  542-68-SM  be 
i  eopened  and  amended  so  as  to  include  the  additional  partition 
as  herein  described  and  in  accordance  with  Fig.  I  as  herein 
described  on  condition  that  the  requirements  of  the  resolution 
adopted  November  19,  1968  and  as  amended  through  May  11 
19/1  under  Cal.  542-68-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


292-71-SM 

APPLICANT — Air  Damper  Manufacturing  Corporation, 
owner. 


APPEARANCES— 

For  Applicant:  Joseph  Chalpin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  o 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

292-71-SM — Amendment  to  resolution  as  to  modification  of 
damper. 

Air  Damper  Manufacturing  Corporation  for  Ruskin  Manu¬ 
facturing  Company,  Grandview,  Missouri  requested  that  the 
resolution  adopted  June  22,  1971  under  Cal.  292-71-SM 
be  reopened  and  amended  so  as  to  show  a  modification  in 
the  construction  of  the  damper  door. 

PROPOSED  USE:  1 J4  hour  rated  fire  damper  door. 
DESCRIP  MON  :  The  frame  of  the  horizontally  and  verti¬ 
cally  mounted  IBD  dampers  are  constructed  of  18  gauge 
galvanized  steel.  The  overall  depth  of  the  IBD  damper  is 
4^2  inches. 

The  frame  of  IBDT  (Thinline)  is  constructed  of  14 
gauge  galvanized  steel  for  vertical  installation.  The  overall 
depth  of  the  IBDT  (Thinline)  is  1%  inches. 
INSPECTION  AND  TEST :  The  requested  modifications 
have  been  approved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  22,  1971  under 
Cal.  292-71-SM  be  reopened  and  amended  so  as  to  include 
the  modifications  as  herein  described  on  condition  that  the 
requirements  of  the  resolution  adopted  June  22,  1971  under 
Cal.  292-71-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


401-71-SA 

APPLICANT — Control  Air,  Incorporated  Aeronix  Prod¬ 
ucts  Division,  owner. 

APPEARANCES— 

For  Applicant:  John  Lokach. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
401-71-SA — Control  Air,  Incorporated,  Aeronix  Products 
Division,  Clark,  New  Jersey,  filed  for  approval  of  Maxi -Air 
MNA-7  (Mini-Air),  MA-15,  MA-25,  MA-35,  MA-45,  and 
MA-55  Direct  Gas  Fired  Air  Make-Up  Heaters  under  the 
provisions  of  RS-14  and  RS-15  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Direct  gas  fired  air  make-up  heaters. 

DESCRIPTION :  The  heaters  consist  of  a  burner  with 
adjustable  profile  plates,  circulating  air  blowers,  control 
cabinet,  automatic  safety  controls,  and  interlocked  safety 
controls  with  the  discharge  damper.  The  line  burner  is  a 
Midco  RG  or  Maxon.  Adjustable  profile  plates  vary  the 
velocity  over  the  burner.  The  blowers  are  centrifugal  type 
and  are  driven  by  a  V-belt  arrangement.  The  heater  is 
constructed  from  2"  mild  steel  square  tubing  with  welded 
heavy  gauge  outer  casing.  Controls  include  a  fan  motor 
starter,  control  voltage  transformer,  ignition  transformer, 
flame  safeguard  relay,  low  fire  start  relay,  and  2-position 
damper.  Electrical  and  fuel  piping  controls  include  2  safety 
shut-off  valves,  pilot  solenoid  valve,  modulating  valve  and 
motor,  airstream  thermostat,  high  temperature  limit  switch, 
local  start-stop  control  station,  remote  control  station  with 
summer-winter  switch  and  fan  and  burner  indicating  lights, 
high  gas  pressure  switch,  and  gas  venting  solenoid  valve. 

The  heater  is  started  after  the  exhaust  system  interlock 
is  closed  and  the  shut  off  damper  motor  is  energized.  Igni¬ 
tion  is  established  and  the  gas  pilot  solenoid  valve  is  energized 
if  adequate  gas  pressure  is  supplied.  If  the  pilot  is  not 
established  within  15  seconds,  the  flame  protection  relay  will 
go  out  on  flame  failure  and  it  will  be  necessary  to  reset  the 
relay  for  another  cycle.  If  the  pilot  is  proven,  the  flame 
protection  relay  will  pull  in  to  de-energize  the  ignition  and 
supply  power  to  the  mam  gas  shut  off  valve.  When  the 
main  gas  shut  off  valve  is  fully  open,  an  end  switch  on  the 
valve  with  close  to  energize  the  gas  indicating  light  and  the 
low  fire  start  relay.  After  the  main  gas  valve  is  completely 
onen,  the  gas  control  valve  will  be  positioned  in  accordance 
v.i'h  the  demand  of  the  air  stream  thermostat. 

The  heaters  provide  between  7,000  and  55,000  CFM,  as 
indicated  by  the  model  numbers.  The  fuel  input  requirements 
'""ry  between  825  and  4,950  BTU.  Outlet  velocities  range 
between  2.000  and  2,400  feet/min. 

INSPECTION  AND  TEST :  The  heaters  were  tested  by 
the  Institute  of  Gas  Technology  as  to  the  concentration  of 
contaminants  of  the  discharge  air  for  various  operating  con- 
l  ditions.  Results  showed  maximums  of  8  PPM  of  carbon 
monoxide,  0.4  PPM  of  notrogen  oxide,  and  0.3  PPM  of 
aldehydes,  which  are  below  the  allowable  limits. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  anproval  of  Maxi-Air  MNA-7  (Mini-Air),  MA- 
1 5.  MA-25.  MA-35,  MA-45,  and  MA-55  Direct  Gas  Fired 
Air  Make-Up  Heaters  on  condition  that  they  shall  be  vented 
to  the  outer  air  and  installed  and  used  in  accordance  with 
RS-14  and  RS-15  of  the  Building  Code.  The  heaters  shall 
be  nermanentlv  labeled:  “Approved  by  the  Board  of  Stand- 
"“ds  and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  401-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
a^nroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


478-71-SM 

APPLICANT — Nelson  S.  Burack  for  Inland-Ryerson  Con¬ 
struction  Products  Company,  owner. 

APPEARANCES— 

For  Applicant:  Nelson  S.  Burack. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
478-71-SM — Inland-Ryerson  Construction  Products  Com¬ 
pany,  Great  Neck,  New  York,  filed  for  approval  of  Types  B, 
S,  N,  BR,  SR,  and  NR  two  hour  fire  rated  fluted  floor¬ 
ceiling  decks  and  Types  BF,  15/8"  NF,  3"  NF,  ty8"  NV, 
3"  NV,  NFS,  and  SF  two  hour  fire  rated  cellular  floor¬ 
ceiling  decks  under  the  provisions  of  C26-501.1  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Two  hour  fire  rated  floor-ceiling  decks. 
DESCRIPTION :  The  decks  vary  in  their  steel  form  units. 
The  tops  of  the  decks  are  constructed  of  3%."  thick  light¬ 
weight  aggregate  concrete.  A  No.  10  SWG  6"x6"  steel  wire 
fabric  mesh  is  embedded  in  the  concrete.  A  steel  trench 
header  is  constructed  through  the  concrete  to  accommodate 
electrical  equipment.  The  steel  forms  for  the  B  and  S  fluted 
decks  are  1  y2"  deep.  The  openings  are  3$i"  wide  and  are 
spaced  2Y8"  apart.  The  fluted  N  deck  is  3"  deep.  The  open¬ 
ings  are  5Y"  wide  and  are  spaced  2S/8"  apart.  The  fluted  BR, 
SR,  and  NR  decks  differ  from  the  B,  S,  and  N  decks  in  that 
the  dimensions  of  the  openings  and  the  spacing  between  them 
are  reversed.  The  BF,  NF,  and  SF  cellular  decks  differ 
from  B,  F,  and  S  decks  in  that  the  bottoms  are  covered  with 
sheets  of  steel  between  20  and  14  gauge.  The  NF  deck  is 
available  in  depths  of  1$4"  and  3",  unlike  the  3"  deep  N  deck. 
The  15/g"  and  3"  NV  decks  differ  from  the  NF  decks  in  that 
the  components  are  locked  together  with  V  grooves  in  the 
bottoms  of  the  steel  covering  sheets.  The  NFs  deck  is  a 
combination  of  the  1§4"  N  and  V/2"  S  decks.  The  steel  form 
units  of  the  fluted  decks.  Types  B,  S,  N,  BR.  SR,  and  NR, 
are  available  in  gauges  between  22  apd  14.  The  steel  form 
units  of  the  cellular  decks,  Types  BF,  1^"  NF,  3"  NF, 

I  y8"  NV,  3"  NV,  NFs,  and  SF,  are  available  in  gauges 
between  20  and  14.  The  decks  are  supported  by  a  structural 
steel  beam  with  8"  wide  flanges.  The  beam  is  protected  by  a 
M"  thick  layer  of  sprayed  fiber  with  a  density  of  at  1eacf 

II  pcf.  The  bottoms  of  the  decks  in  the  S  family  are  nro- 
teeted  with  11  ocf  sprayed  fiber.  The  fiber  is  7/16"  thick 
under  fluted  sections,  y2n  thick  under  cellular  sections,  and 
1"  thick  under  trench  headers. 

INSPECTION  AND  TEST :  The  decks  have  been  given 
two  hour  fire  ratings  by  LTnderwriters’  Laboratories  under 
Files  R2689-10  and  R3789-10  (on  file).  Because  the  various 
decks  have  many  features  in  common,  the  fire  ratings  were 
based  on  both  fire  tests  and  engineering  evaluations  of  the 
differences  of  decks  similar  to  those  that  were  tested. 
RECOMMENDATION :  The  Committee  on  Test  recom- 
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mends  the  approval  of  Types  B,  S,  N,  BR,  SR,  and  NR  two 
hour  fire  rated  fluted  floor-ceiling  decks  and  Types  BF,  1 5/8" 
NF,  3"  NF,  15/g"  NV,  3"  NV,  NFs,  and  SF  two  hour  fire 
rated  cellular  floor-ceiling  decks  under  the  provisions  of 
C26-501.1  of  the  Building  Code.  The  decks  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
478-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


494-71-SM 

APPLICANT — Southern  Extrusions,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Thomas  L.  O’Riordan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


N  egative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
494-71-SM — Thomas  O’Riordan  for  Southern  Extrusions, 
Incorporated,  Magnolia,  Arkansas,  filed  for  approval  of 
Speedlock  Standard,  Speedlock  Custom  SE-13385,  Speed- 
lock  Custom  SE-7447,  and  Speedlock  Custom  SE-6720  ex¬ 
truded  aluminum  ceiling  grid  systems  under  the  provisions 
of  C26-504.12  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Grids  for  suspended  acoustical  ceilings. 
DESCRIPTION :  The  grid  systems  are  made  of  6063  TS 
aluminum  alloy  tee  members.  They  are  designed  to  support 
rigid  ceiling  material.  The  members  of  the  Speedlock  Stand¬ 
ard  system  have  a  face  width  of  15/16",  a  web  length  of  1  y2" 
or  2  ,  and  a  flange  thickness  of  .058".  The  main  members 
are  suspended  4'-0"  on  centers  by  means  of  wire  or  channel 
clips.  The  members  of  the  Speedlock  Custom  SE-13385  sys¬ 
tems  are  modified  tees  which  have  a  face  width  of  134"  and 
a  thickness  of  .062".  The  main  members  are  suspended  from 
\y2"  carrying  channel  5'-0"  on  centers  by  means  of  clips.  The 
members  of  the  Speedlock  Custom  SE-7447  system  are  modi¬ 
fied  tees  which  have  a  face  width  of  2"  and  a  thickness  of 
.062".  The  main  members  are  suspended  4'-0"  or  5'-0"  on 
center,  depending  on  module  size,  by  means  of  slide  hangers 
or  clips.  The  members  of  the  Speedlock  Custom  SE-6720 
system  are  the  same  as  the  members  of  the  Speedlock  Cus¬ 
tom  SE-7447,  except  that  they  have  a  face  width  of  iy2". 
The  members  of  the  systems  are  spliced  together  with  vari¬ 
ous  combinations  of  slots,  inserts,  clips,  and  other  mechanical 


connections  which  involve  only  integral  components  of  the 
systems.  The  span  and  spacing  of  the  main  tees  of  the 
Speedlock  Standard  system  vary  from  2'-0"  to  4'-0".  The 
span  and  spacing  of  the  cross  tees  of  the  Speedlock  Stand¬ 
ard  system  both  vary  from  2'-0"  to  4'-0".  The  cross  tee 
lengths  and  spacing  for  the  Speedlock  Custom  systems  are 
4'-0"  or  5'-0". 

INSPECTION  AND  TEST :  The  members  of  the  grid  sys¬ 
tem  were  load  tested  by  Herman  H.  Waters,  P.  E.  The 
parameters  included  type  of  system,  main  tees  or  cross  tees, 
length  of  span,  and  spacing  of  the  members.  The  results,  on 
file  with  the  application,  shown  allowable  loads  between  2  53 
and  11.29  lbs./sq.  ft. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Speedlock  Standard,  Speedlock  Cus¬ 
tom  SE-13385,  Speedlock  Custom  SE-7447,  and  Speedlock 
Custom  SE-6720  extruded  aluminum  ceiling  grid  systems  on 
condition  that  they  shall  be  used  to  support  ceiling  materials 
of  which  they  are  capable,  determined  from  the  results  of 
the  load  tests  cited  above.  The  ceiling  grids  shall  be  perma- 
nantly  labeled:  “Approved  by  the  Board  of  Standards  and 
use  ln  New  York  City  under  Calendar  Number 

494-71-SM. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
-Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Jai  to  notlfy  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


mat  tne  -Board  ot  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report  c 


498-71-SM 

APPLICANT— Carl  Herdman  for  Johns-Manville  Sales 
Corporation,  owner. 

appearances— 

For  Applicant :  George  W.  Constantin. 

ACTION  OF  BOARD— Material  approved  in  accordance 
Test  thC  rep°rt  and  recomrnendation  of  Committee  on 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Madigan  and  Commissioner  Nolan  . . . .  4 
JNJ  egative  '  .  q 

Absent :  Commissioner  Klein . . .  1 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 

49^7l’SiI~Carl  herdman  for  Johns-Manville  Sales  Corpo- 
i^tion,.  New  York,  filed  for  approval  of  Johns-Manville 

^  Built-Up  Roofing  Materials,  Nos.  101, 

102,  150,  151.  425FS,  600,  601,  5000,  5001,  800,  and  801,  under 
the  provisions  0f  €26-503.7  of  the  Building  Code  of  the  City 
oi  New  York. 

PROPOSED  USE:  Roof  coverings. 

DESCRIPTION :  No.  101  consists  of  1"  of  JM  Fesco  Roof 
Insulation  and  two  plies  of  JM  15  lb.  perforated  asphalt 
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asbestos  finishing  felt.  It  is  surfaced  with  400  lb.  of  roofing 
gravel  per  100  square  feet.  No.  102  consists  of  one  ply  of 
JM  15  lb.  plain  asphalt  organic  felt  nailed  in  place  and  2  plies 
of  JM  15  lb.  perforated  asphalt  asbestos  finishing  felt.  It  is 
surfaced  with  400  lb.  of  roofing  gravel  per  100  square  feet. 
No.  150  consists  of  one  ply  of  Planet  base  felt  (asphalt 
organic),  three  plies  of  No.  15  Asbestos  Finishing  Felt,  a 
glaze  coat  of  20  lb.  of  hot  mopping  asphalt  per  100  square 
feet,  and  a  surfacing  of  Topgard  Type  B  coating  applied  at 
3  gallons  per  100  square  feet.  No.  151  consists  of  one  ply  of 
Planet  Base  Felt,  three  layers  of  No.  15  asbestos  finishing 
felt,  and  surfacing  of  3  gallons  per  100  square  feet  of  Topgard 
Type  B  or  20  lbs.  per  100  square  feet  of  JM  Aquadam.  No. 
425  FS  consists  of  two  plies  of  JM  Asbestos  Finishing  Felt, 
one  layer  of  JM  No.  80  Flexstone  Mineral  Surface,  and 
50  lb.  per  100  square  feet  of  hot  asphalt  embedded  with  300 
lb.  of  gravel  or  slag  in  areas  of  standing  water.  No.  600 
consists  of  one  ply  of  No.  45  asbestos  base  felt  and  two  plies 
.  of  No.  15  asbestos  finishing  felt.  No.  601  differs  from  No. 
600  by  the  addition  of  1"  thick  Fesco  perlite  board  insulation 
used  beneath  the  assembly.  Nos.  800  and  801  consist  of  one 
ply  of  Type  15  asphalt  organic-felt  base  sheet  and  three  plies 
of  Type  15  asphalt  organic-felt.  No.  5000  consists  of  one 
ply  of  Type  15  organic-felt,  one  ply  of  No.  45  asbestos  base 
felt,  two  plies  of  Type  15  asbestos  finishing  felt,  and  surfac¬ 
ing  of  a  glaze  coat  of  hot  mopping  asphalt  or  JM  Topgard 
Type  B  roof  coating.  No.  5001  differs  from  No.  5000  in 
that  it  is  applied  over  1"  Fesco  roof  insulation  and  does  not 
utilize  one  ply  of  Type  15  asphalt  organic-felt.  Nos.  5000 
and  5001  are  limited  to  use  on  noncombustible  decks. 
INSPECTION  AND  TEST :  The  roof  materials  were 
tested  by  Underwriters’  Laboratories  under  the  provisions 
of  ASTM  E-108.  All  the  materials  except  Nos.  5000  and 
5001  were  given  Class  A  ratings.  Nos.  5000  and  5001 
were  limited  to  use  on  noncombustible  decks. 
RECOAfMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Model  Nos.  101,  102.  150,  151,  425FS, 
600,  601,  800,  5000,  5001,  801  Johns-Manville  Organic  and 
Asbestos  Build-Up  Roofing  Materials  for  use  on  all  roof 
decks  and  Nos.  5000  and  5001  for  use  on  noncombustible 
roof  decks  under  the  provisions  of  C26-503.7  of  the  Building 
Code.  The  roofing  materials  shall  be  permanently  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Calendar  Number  498-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
,  hereby  approve  this  material  in  accordance  with  the  above 

report. 

510-71-SM 

APPLICANT — E.  I.  Du  Pont  De  Nemours  and  Company 
Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Louis  G.  Sylvia,  Jr. 

ACTION  OF  BOARD — Material  approved  in  accordance 


with  the  report  and  recommendation  of  Committee  on  Test. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
510-71-SM — E.  I.  du  Pont  de  Nemours  and  Company,  Incor¬ 
porated,  Building  Products  Division,  filed  for  approval  of 
Corian  Bathtub  Wall  Panels  under  the  provisions  of  C26- 
504.10  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Panels  for  covering  walls  around 
bathtubs. 

DESCRIPTION :  Corian  is  a  methyl  methacrylate  panel 
available  in  %"  and  YY  thickness.  The  panels  are  up  to  97" 
long  and  30"  wide.  They  are  attached  to  the  walls  around 
a  bathtub  with  tub  sealers,  panel  adhesive,  or  floor  tile 
adhesives. 

INSPECTION  AND  TEST :  Flame  spread  ratings  for  the 
VY  and  YY'  panels  were  determined  as  80  to  35  respectively, 
by  Underwriters’  Laboratories.  Smoke  development  ratings 
were  determined  as  0  for  both  panels. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  aproval  of  Corian  Bathtub  Wall  Panels  for  use  in 
the  locations  indicated  by  Table  5-4  of  the  Building  Code. 
The  l/Y  panels  are  approved  as  Class  C  materials  and  the 
YY  panels  are  approved  as  Class  B  materials.  The  panels 
shall  be  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
510-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


542-71-SM 

APPLICANT — Flangeklamp  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Thomas  L.  O’Riordan. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  o 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
542-71-SM — Flangeklamp  Corporation,  Buffalo,  New  York, 
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filed  for  approval  of  Flangeklamp  Corporation  Series  X 
Fire  Rated  Metal  Suspension  System  under  the  provisions 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Three  hour  fire  rated  ceiling  suspen¬ 
sion  system. 

DESCRIPTION :  The  top  of  the  system  consists  of  a  3%" 
layer  of  1  :  3%:  4%.  mix,  3000  psi  sand-gravel  concrete. 
A  No.  10  SWG  6"  x  6"  steel  wire  mesh  is  embedded  in 
the  concrete.  Under  the  concrete  is  a  layer  of  3.4  lb.,  Y&" 
rib,  expanded  steel  metal  lath,  attached  to  the  steel  joists 
below  it  with  clips  spaced  9"  on  center.  The  joists  are  Type 
10J2,  spaced  24"  on  center,  and  welded  to  the  supports. 
Hanger  wire,  No.  12  SWG  galvanized  steel,  is  twist  tied 
to  the  lower  chord  of  the  joists,  spaced  48"  on  center  along 
main  beams ;  additional  hanger  wires  are  situated  at  all 
four  corners  of  light  fixtures  and  at  midspan  of  cross  tees 
adjacent  to  duct  outlets.  Y&"  diameter  steel  bridging  bars 
a.re  welded  to  the  top  and  bottom  chord  of  each  joist.  The 
light  fixtures  are  fluorescent,  with  housing  and  hardware 
made  of  steel.  They,  do  not  exceed  20  square  feet  in  each 
100  square,  feet  of  ceiling  area.  The  light  fixture  protection 
consists  of  pieces  of  Y>"  thick  acoustical  material  nailed 
together  to  form  a  box,  with  Y"  clearance  around  the 
fixture.  Each  fixture  and  its  protection  is  surrounded  by 
a  No.  16  gauge  steel  channel  light  fixture  yoke,  which  is 
screw  attached  to  the  cross  tees  at  midspan.  The  cross  tees 
are  UL  listed  as  “steel  framing  members”.  They  are  48" 
or  24"  long  and  have  a  %"  clearance  at  the  walls.  The 
main  beams  are  12'  long,  spaced  4'  on  center,  and  are  UL 
listed  as  “steel  framing  members”.  No.  24  gauge  spring 
steel  1"  high  x  1"  wide  hold-down  clips  are  symmetrically 
located,  one  for  every  4  square  feet  of  ceiling.  The  clips 
force  down  the  acoustical  material  against  the  tees.  The 
acoustical  material  is  UL  listed  and  its  dimensions  are 
5A"  x  24"  x  48".  The  air  ducts  are  formed  of  galvanized 
steel  and  are  supported  by  Y&"  cold  rolled  channels.  Duct 
openings  do,  not  exceed  110  square  inches  per  100  square 
feet  of,  ceiling  area.  Each  duct  outlet  is  overlapped  by 
1/4"  with  a.  No.  14  gauge  steel  damper,  which  is  protected 
by  1/16"  thick  asbestos  paper  on  both  sides  and  held  open 
by  a  UL  listed  fusible  link. 

INSPECTION  AND  TEST :  The  ceiling  system  was  given 
a  three  hour  fire  rating  based  upon  engineering  evaluations 
bv  Underwriters’  Laboratories  (File  R4513,‘  Assignment 
71NK908,  on  file). 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Flangeklamp  Corporation  Series  X 
Fire  Rated  Metal  Suspension  as  a  three  hour  fire  rated 
ceiling  suspension  system  under  the  provisions  of  C26-501.1 
of  the  Building  Code  of  the  City  of  New  York.  The  system 
shall  be  permanently  labeled:  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  542-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of,  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

Plans  filed  with  the  Department  of  Buildings  for  proposed 
use  of  this  construction  shall  include  the  drawings  contained 
in  the  test  report  cited  above. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standard  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


630-71-SA 

APPLICANT — Pneumercator  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant :  Louis  J.  Prastil. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
630-71-SA — Pneumercator  Company,  Incorporated,  Farm- 
ingdale,  New  York  filed  for  approval  of  Pneumercator  Tank 
Gauges  Models  H-S,  H-ll,  H-14,  H-29,  P-5,  P-11,  P-14 
and  P-29  under  the  provisions  of  09-50  Administrative 
Code. 

PROPOSED  USE:  Flammable  liquid,  liquid  level  gauges. 
DESCRIPTION :  The  gauges  are  remote  reading  liquid 
level  gauges  intended  for  use  on  vented  underground  or 
above  ground  flammable  liquid  tanks. 

The  operation  of  the  H  Series  gauges  depends  on  the 
inter-action  of  two  sets  of  bellows.  One  set  of  bellows  is 
located  in  the  tank  end  of  the  instrument  and  the  other  in 
the  dial  end.  Each  bellows  at  the  tank  end  of  the  instrument 
is  connected  to  its  corresponding  bellows  at  the  dial  end  by 
copper  tubing  completely  filled  with  toluene  and  hermetically 
sealed,  thus  forming  two  closed  hydraulic  systems.  The  two 
bellows  at  the  tank  end  simultaneously  receive  motion  from 
a  linkage  from  a  linkage  connecting  with  the  float  in  the 
storage  tank,  the  arrangement  of  the  operating  linkage  being 
such  that,  one  bellows  is  compressed  as  the  other  is  expanded. 
The,  motion  of  the  two  bellows  at  the  tank  is  transmitted  by 
liquid  displacement  to  the  two  corresponding  at  the  dial  end, 
causing  a  respective  expansion  and  contraction  of  the  latter 
bellows  at  the  dial  end,  which  transmits  motion  to  the  dial 
pointer  by  a  suitable  mechanism. 

The  main  components  of  this  series  are  as  follows :  Tank 
unit  housing  of  forged  brass,  Tank  bellows  assembly  consist¬ 
ing  of  brass  cylinder,  brass  bellows,  brass  actuating  lever 
and  brass  actuating  yoke,  Push-rod  tube  asembly,  Float 
assembly  consisting  of  float  arm  elbow,  arm  and  rubber  float 
and  Indicator  and  indicator  case. 

The  Model  P  Series  operates  on  the  principle  of  a  balance 
being  obtained  between  the  head  of  liquid  in  the  tank  and 
the  compressed  air  pressure  in  the  air  line.  By  means  of  the 
hand  pump,  pressure  is  built  up  in  the  air  line  to  force  the 
liquid  out  of  the  discharge  opening  in  the  airchamber.  A 
balance  is,  thus  obtained  between  the  liquid  head  pressure 
and  the  air  pressure. ,  The  air  pressure  is  also  exerted  upon 
a  bellows  mounted  within  the  gauge  housing.  Movement  of 
the  bellows  is  transmitted  through  a  lever  and  pinion  to  a 
pointer  which  moves  over  a  scale  calibrated  with  respect  to 
tank  size  and  grade  of  oil. 

The  main  components  of  this  series  are  as  follows:  case, 
indicator,  cast  iron  bell,  copper  tubing,  dial  face,  bellows 
assembly  and  air  pump. 

INSPECTION  AND  TEST :  Both  series  have  been  ap¬ 
proved  by  the  Underwriters’  Laboratories  under  M  877.  The 
report  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Pneumercator  Tank  Gauges 
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Models  H-5,  H-ll,  H-14,  H-29,  P-5,  P-14  and  P-29  when 
installed  in  accordance  with  this  report  and  the  requirements 
of  C19-50  Administrative  Code  of  the  City  of  New  York 
on  condition  that  each  installation,  including  the  electrical 
wiring  circuits  of  the  alarm  system  consisting  of  level 
switches,  visual  and  audible  alarms  shall  be  acceptable  to  the 
Fire  Commissioner  and  such  operating  tests  and  periodic 
retests  of  each  installation  shall  be  made  as  that  department 
may  require.  Each  gauge  shall  bear  label,  permanently 
affixed,  reading,  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Cal.  No.  630-71- 
SA.”  The  Committee  further  recommends  that  these  gauges 
may  be  marketed  by  Preferred  Utilities  Manufacturing  Cor¬ 
poration  under  the  trade  name  of  Preferred  Utilities. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
.  approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 


163-38-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
1  SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  June  20,  1939.  Product:  Asphalt  Saturated 
Asbestos  Roofing  Felt. 

APPEARANCES— 

,  For  Applicant :  None. 

!  ACTION  OF  BOARD — Approval  revoked,  at  the  request  of 
1  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

L  Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 

►  Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
1  revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1207-40-SM 

1  APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — 'Application  for  consideration  to  revoke  ap¬ 
proval,  dated  April  15,  1941.  Product:  Insulating  Board. 

j APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request  of 
;  the  applicant. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


33-44-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  1/25/44.  Product:  Fibretex  and  Fibretone 
(acoustical  materials). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


442-56- SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  2/19/57.  Product:  Fesco  Board  Roof  Insulation. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


812-56-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  approval, 
dated  5/21/57.  Product:  J-M  Rock  Wool  Blankets — Spin- 
coustic,  Sanacoustic,  MK,  KK,  and  MM  Acoustical  Panels. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


N egative :  .  ’  ’  q 

Absent :  Commissioner  Klein .  l 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


269-57-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  June  3,  1958.  Product:  JM  Suspension  sys¬ 
tem,  Models  H,  Z,  U,  E,  and  T. 

APPEARANCES— 

For  Applicant :  None. 

AC  l  ION  OF  BOARD — Approval  revoked,  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  q 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


270-57-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  January  16,  1962.  Product:  One  Hour  Fire¬ 
proof  Partition  (movable). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request 
of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


271-59-SM 

APPLICANT — Johns-Manville  Sales  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/1/59.  Product:  Snap-In  Hanger  Support 
for  Suspended  Ceiling  (acoustical). 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request  of 
the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  . q 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
i  evoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


629-59-SM 


APPLICANT — Johns-Manville  Sales  Corporation,  owner. 

SUBJECT  Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/1/60.  Product:  Sprayed-on  Asbestos  Fire¬ 
proofing— “J”  Spray,  Type  F. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked,  at  the  request 
of  the  applicant. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
,T  Commissioner  Madigan  and  Commissioner  Nolan 
N  egative : . 

Absent:  Commissioner  Klein  . 

THE  RESOLUTION— 


4 

0 

1 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  material  is 
no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


524-61-SA 


APPLICANT— -LTV  Industrial,  Division  of  Temco  Elec¬ 
tronics  and  Missiles,  owner. 


dated  12/12/61.  Product: 
Washer  Model  FZ-4. 


Laundermama  Commercia 


APPEARANCES— 

For  Applicant :  None 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


N  egative : .  ’  q 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


V  hereas,  the  Board  has  attempted  to  reach  this  applicant 
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in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address  on 
file  with  the  Board  has  been  returned  by  the  Post  Office  De¬ 
partment  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore  re¬ 
voke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


290-62-SA 

APPLICANT — York  Division,  Borg-Warner  Corporation, 
owner. 

SUBJECT — Application  for  consideration  to  revoke  approval' 
dated  11/7/62.  Product:  Gas-fired  Furnaces,  Huy  and  Auy 
Series. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

‘  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  ap¬ 
pliance/material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
I  basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

320-62-SA 

APPLICANT — Weil-McLain  Co.,  Inc.,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  12/4/62.  Product:  Weil-McLain  Type  “D” 
Gas  Boiler. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

,  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  ap¬ 
pliance/material  is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
I  revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 

(  _ _ 

888-62-SA 

APPLICANT — Hammond  Industries,  Inc.,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  11/5/62.  Product:  Dry  Cleaner  Model 
WD-10  (coin  operated). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


N  egative :  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address  on 
file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


932-62-SA 

APPLICANT — Hoffman  International  Corporation,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  May  14,  1963.  Product :  Dry  Cleaning  Ala- 
chine,  Model  Matador  35  lb.,  and  70. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1053-62-SM 

APPLICANT — Insulated  Block  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  October  1,  1963.  Product:  Cavity  Wall 
Alasonry  Block  Units. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manufac¬ 
tured  in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding 
address”. 
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Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


421-64-SA 

APPLICANT — Vega  Industries,  Incorporated,  owner. 
SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


554-64-SM 

APPLICANT — Russell,  Burdsall  and  Ward  Bolt  and  Nut 
Company,  owner. 

SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE — 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 


769-64-SM 

APPLICANT — Victaulic  Company  of  America,  owner. 
SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  6 

Absent :  Commissioner  Klein  .  1 


148-63-SM 

APPLICANT — Buffalo  Pipe  and  Foundry  Corporation, 
owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  q 

Absent :  Commissioner  Klein  .  1 


311-63-SA 

APPLICANT — Hydraulic  Elevator  and  Machine  Company, 
Incorporated,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  q 

Absent:  Commissioner  Klein .  1 


492-63-SM 

APPLICANT — Alloy  Rods  Company,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  Oh  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 

Negative:  .  q 

Absent:  Commissioner  Klein .  l 

548-63-SM 

APPLICANT — Joseph  Platzker  for  Dow  Chemical  Com¬ 
pany,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...'4 

Negative :  .  q 

Absent :  Commissioner  Klein  . .  1 


569-63-SM 

APPLICANT— C.  W.  Blakeslee  and  Sons.  Incorporated, 
owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin.  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative :  .  q 

Absent :  Commissioner  Klein  . 1 


603-63-SA 

APPLICANT — Weil  Pump  Company,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 
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ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 


745-63-SM 

APPLICANT — Robert  L.  Carbean  for  Universal  Manu¬ 
facturing  Company,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution  by  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Absent :  Commissioner  Klein  .  1 


432-71-SM 

APPLICANT — Bethlehem  Steel  Corporation,  owner. 

SUBJECT — Application  June  22,  1971 — Bethlehem  Steel 
Corporation  Open  and  Closed  Swaged  Wire  Rope  1",  V/%" 
and  Diameter,  approval  of. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Laid  over  without  date  for  further 
study  by  the  Board. 


323-71-A 

APPLICANT — Marshall  Service,  Incorporated,  owner. 
SUBJECT — Application  May  18,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  transportation  of  oils 
unapproved  tank  trucks. 

APPEARANCES— 

For  Applicant :  Morton  E.  Kiel  and  Everett  E.  Marshall, 
Jr- 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 


Manfredi. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  26,  1971,  reads : 

“In  relation  to  your  letter,  dated  April  16,  1971,  wherein 
you  request  permission  to  use  I.C.C.  MC-305  vehicles 
for  the  delivery  of  lubricating  oils  in  New  York  City 
the  following  is  transmitted  for  your  information  and 
guidance : 

Permission  for  transportation  of  lubricating  oil  as  pre¬ 
scribed  in  your  letter  is  herein  denied. 

This  department  is  not  empowered  to  expand  the  resolu¬ 
tion  of  the  Board  of  Standards  and  Appeals  rendered  in 
the  case  of  P.  B.  Mutrie  Motor  Transportation,  Inc. 


under  Cal.  No.  80-71-A  as  it  is  not  deemed  to  be  a 
general  resolution.” 

and 

Whereas,  the  application  was  examined  by  the  Board 
which  recommended  that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  April  26,  1971,  be  and  it  hereby  is  affirmed  and  that 
the  appeal  be  and  it  hereby  is  denied. 


505-71-A 

APPLICANT — Morris  B.  Lore  for  E.  I.  Du  Pont  De  Ne¬ 
mours  and  Company,  owner. 

SUBJECT — Application  July  22,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  flammable 
mixture  known  as  DU  PONT  ZEREX  Pre-mixed  Wind¬ 
shield  Washer  Anti-freeze  and  Cleaner  in  Quart  metal 
containers  not  equipped  with  replaceable  top  or  cap  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Administration:  Lt.  J.  P.  Manfredi  and  Lt.  J.  F. 
Petraglia,  F.D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  1,  1971  on  Folder  No.  #122-1026(B),  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  ‘Du  Pont  Zerex  Pre-mixed  Wind¬ 
shield  Washer  Anti-Freeze  &  Cleaner’  a  flammable  mix¬ 
ture  having  a  flash  point  of  96°  F.  (T.  O.  C.)  in  con¬ 
tainers  as  follows :  Quart  metal  containers  not  equipped 
with  replaceable  cap  or  top,  is  Disapproved.  Such  con¬ 
tainers  are  not  in  compliance  with  our  regulations  to  wit : 
Sec.  C19-59.0.C  NYC  Adm.  Code  requires  that  containers 
for  packaging  flammable  mixture  be  equipped  with 
replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  1,  1971  acting  on  Folder  No.  122-1026  C  B ) ,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  container  substantially  comnlv 
with  drawing  filed  September  14,  1971,  1  sheet,  that  the  label 
have  prominently  displayed  instructions  that  the  entire  con¬ 
tents  are  to  be  emptied  upon  initial  opening,  and  that  the 
label  be  in  such  style  as  is  satisfactory  to  the  Fire  Commis¬ 
sioner,  and  that  in  all  other  respects,  all  applicable  laws,  rules 
and  regulations  shall  be  complied  with. 


519-71-A 

APPLICANT — William  H.  Byrne  for  Brooklyn  Union  Gas 
Company,  owner. 

SUBJECT — Application  July  16,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  synthetic  gas  plant  to 
manufacture,  refine  and  distill  petroleum  or  coal  tar. 

PREMISES  AFFECTED— 438  Varick  Avenue.  287  to  473 
Maspeth  Avenue,  northeast  corner,  Block  2838,  Lot  1, 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  William  H.  Byrne,  W.  C.  Ross,  W.  Came¬ 
ron  and  Hon.  George  Kelly. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

TPIE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  18,  1971  on  Folder  No.  W801325,  reads: 

“In  reference  to  your  letter  of  June  IS,  1971  concerning 
replacement  of  the  recently  discontinued  ‘obsolete  gas 
plant’  at  the  above  premises  with  a  new  ‘synthetic  gas 
plant’  utilizing  a  catalytic  reforming  process  with  pe¬ 
troleum  naphtha  as  the  starting  or  ‘raw’  material,  please 
be  advised  that  the  Fire  Department  considers  the  pro¬ 
posed  process  as  falling  within  the  purview  of  C19-49.0 
Administrative  Code,  which  reads,  in  part,  as  follows : 
C19-49.0  Refining,  distilling  or  manufacturing.  It 
shall  be  unlawful  to  manufacture,  refine  or  distill 
petroleum  or  coal  tar,  or  the  liquid  products  thereof, 
without  a  permit,  but  no  permit  shall  hereafter  be 
issued  for  the  erection  and  operation  of  any  new 
plant  of  a  similar  charter,  (underlining  added) 

Your  request  for  approval  to  proceed  with  this  plant  is 
therefore  denied.” 

and 

Whereas,  testimony  was  given  by  the  Fire  Department 
in  a  public  hearing  on  October  14,  1971,  to  the  effect  that: 

_1.  The  existing  three  2,000,000  gallon  storage  tanks 
previously  approved  by  the  Board  under  No.  635-51-A 
and  No.  147-56-A  limited  the  use  to  products  having 
flash  point  of  not  less  than  120°  F. 

and 

2.  The  existing  tanks  exceed  the  limitations  of  the 
Administrative  Code,  Section  C19-50.0-b-2A  and  09- 
50.0-b-3A  for  naphtha  storage  with  respect  to  height 
and  capacity  (tanks  are  42'  high  as  against  40'  per¬ 
mitted;  and  tanks  are  2,000,000  gallon  capacity  as  against 
500,000  gallons  permitted). 

and 

3.  The  burners  required  approval  under  C26-1404.1 
for  burning  naphtha. 

and 

Whereas,  drawings  and  information  were  submitted  with 
this  application  and  expert  testimony  was  adduced  at  the 
public  hearing  in  support  thereof  and  all  were  carefully 
studied  by  the  Board ;  and 

Whereas,  the  premises  were  inspected  by  a  Committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  June  18,  1971,  in  F.  D.  Folder  No.  W801325,  and  the 
testimony  adduced  from  the  Fire  Department  at  the  public 
hearing  on  October  14,  1971,  Items  1,  2  and  3,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  for  the  construction  of  a  substitute  natural  gas  manu¬ 
facturing  plant  at  these  premises  utilizing  the  three  existing 
2,000,000  gallon  tanks  for  naphtha  storage  or  fuels  of  similar 
characteristics  in  conjunction  with  this  plant  on  condition 
that  conversion  of  the  storage  tanks  to  floating  roof  type, 
and  the  substitute  natural  gas  manufacturing  plant  be  sub¬ 
stantially  as  shown  on  the  drawings  marked  “Received  Sep¬ 
tember  20,  1971,”  17  sheets,  “October  12,  1971,”  2  sheets 
“October  21,  1971,”  1  sheet,  and  “October  26,  1971,”  2  sheets] 


and  booklet  labeled  “CB  &  I  Bulletin  No.  3200,”  on  further 
condition  that  the  structural  drawings  shall  be  examined 
and  approved  by  the  Department  of  Ports  and  Terminals; 
that  this  work  shall  be  done  in  accordance  with  the  stipula¬ 
tion  that  the  owners  have  entered  into,  who  shall  be  re¬ 
sponsible  for  all  subcontract  work,  and  shall  be  done  under 
the  supervision  of  Engineer  of  Record,  William  H.  Byrne, 
P.  E.,  or  his  authorized  properly  qualified  representative; 
that  all  pressure  vessels  utilized  in  the  process  conform  to 
the  AS  ME  codes  and  Article  17  of  Chapter  19,  Administra¬ 
tive  Code ;  that  the  burners  be  of  a  type  approved  by  the 
Board;  that  the  converted  storage  tanks  be  subjected  to  a 
water  test  as  per  C19-50-b-13  Administrative  Code;  that 
all  fire.  detection,  fire  protection,  fire  extinguishing  equip- 
inent,  lightning  protection,  alarm  signalling  and  communica¬ 
tion  systems,  with  related  control  instrumentations,  water 
main  and  hydrant  systems,  fire  brigade  and  personnel  train¬ 
ing  for  fire  protection  and  control,  periodic  testing  and  in¬ 
spection,  pertinent  plant  design,  operating  and  maintenance 
logs,  records,  and  reports,  and  the  entire  processing,  in¬ 
strumentation,  and  equipment  location  of  the  substitute  natural 
gas  manufacturing  plant  in  its  operations  and  maintenance 
shall  be  to  the  satisfaction  of  the  Fire  Commissioner;  that 
all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 


534-71-A 

APPLICANT — Alvin  E.  Heutchy  for  The  F  and  M  Schaefer 
Brewing  Company,  owner. 

SUBJECT  Application  August  9,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  ladder  to  elevator 
machine  room. 

PREMISES  AFFECTED — 448  to  456  Kent  Avenue,  north¬ 
west  corner  of  South  10th  Street,  Block  2134,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  John  F.  O’Connor. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 

Negative:  .  q 

Absent :  Commissioner  Klein  .  l 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2o,  1971  on  B.  N.  Applic.  2766-71,  reads : 

Existing  vertical  ladder  which  provides  access  to  ele¬ 
vator  machine  room— for  an  elevator  which  has  been 
substantially  altered.  This  ladder  is  contrary  to  Ref¬ 
erence  Standard  18. 


Reference  Standard  R.  S.  18.1  U.  S.  A.  Standard  safetv 
code  for  elevators,  dumbwaiters,  etc.  U.  S.  A.  S-l.  17.1. 
1965  contains  the  following  sections. 

101.3(A)  a  permanent  safe  and  convenient  means  of  ac¬ 
cess  to  elevator  and  dumbwaiter  machine  rooms,  and 
overhead  machinery  spaces  shall  be  provided  for  author¬ 
ized  persons. 

101.3(B)  where  passage  over  roofs  are  necessary  to  reach 
the  means  of  access  to'  the  machinery  rooms  or  spaces, 
the  following  requirements  shall  be  conformed  to : 

1)  a  stairway  to  conform  to  rule  101.3(C)  shall 
be. provided  from  the  top  floor  of  the  building  to  the 
exit  door  at  roof  level,  etc. 

101.3(C)  the  means  of  access  to  machinery  rooms,  to 
machinery  spaces,  and  to  different  floor  levels  in  machine 
rooms,  shall  conform  to  the  following: 

1)  where  the  floor  of  the  machinery  room,  or 
the  machinery  space  or  where  the  distance  between 
machine  room  floor  levels  is  more  than  8"  above  or 
below  a  floor  or  roof  from  which  the  means  of  ac- 
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cess  leads — metal  status  or  ladders  shall  be  provided 
between  such  levels. 

2)  where  the  difference  in  level  is  not  more  than 
3  feet,  overhead  ladders  with  hand  grips  may  be  pro¬ 
vided. 

3)  except  as  provided  in  subdivision  2  of  the 
rules,  stairs  having  a  maximum  angle  of  60°  from 
the  horizontal  shall  be  provided,  and  be  equipped 
with  a  metal  handrail  on  all  open  sides,  etc. 

4)  a  metal  platform  shall  be  provided  at  top  of 
stairs  with  metal  railing  on  each  open  side.  The  size 
of  the  platform  shall  be  sufficient  to  permit  the  full 
swing  of  the  door,  plus  2  feet  from  the  top  of  the 
riser  to  the  swing  line  of  the  door,  etc. 

The  inspector  has  indicated  that  there  was  a  major 
alteration  to  the  elevator  in  1968  and  that  is  why  the 
sections  of  the  new  code  were  quoted — under  the  1938 
code  there  is  a  section  with  similar  provisions. 

C26-871.0  safe  and  convenient  access  shall  be  provided 
to  the  machine  rooms,  pits,  and  over  head  machinery  and 
elevator  machinery  spaces — where  the  entrance  to  the 
machine  room  and  overhead  machinery  spaces  is  more 
than  5'-0"  above  the  adjacent  floor  or  roof  surface — 
access  shall  be  provided  by  means  of  a  metal  ladder  or 
stair,  such  ladders  shall  have  a  maximum  angle  of  in¬ 
cline  of  60°  from  the  horizontal — where  the  difference  in 
level  is  5'-0"  or  less,  vertical  ladders  may  be  used,  etc.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  July  25,  1971,  acting  on  B.N.  Applic.  2766-71,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  conform  to  drawings 
marked  “Received  September  14,  1971,”  1  sheet,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


543-71-A 

APPLICANT — Stephen  B.  Jacobs  for  Second  Generation, 
Incorporated,  owner. 

|  SUBJECT — Application  August  12,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  fire  escapes 
and  egress. 

PREMISES  AFFECTED— 207  to  209  East  21st  Street, 
north  side  122.0  feet  east  of  Third  Avenue,  Block  902,  Lots 
9,  10,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD — Appeal  granted  on  condition, 

i  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative:  .  0 

Absent:  Commissioner  Klein  .  1 

!  THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
i  dated  July  12,  1971  on  Alt.  Applic.  395-69,  reads : 

“1 — Scissor  stairs  as  shown  on  plan  are  not  2  in¬ 
dependent  means  of  egress  as  required  per  Sect.  231 
M.  D.  L.  Therefor  the  fire  escapes  may  not  be  removed.” 

I  and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
|  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

i  Resolved,  that  the  order  and  decision  of  the  Borough 
j  Superintendent,  dated  July  12,  1971,  acting  on  Alt.  Applic. 


395-69,  Objection  No.  1,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  conform  to  drawings  marked  “Received 
August  12,  1971,”  2  sheets,  and  “August  31,  1971,”  9  sheets, 
and  that  all  laws,  rules  and  regulations  shall  be  complied  with. 


548-71-A 

APPLICANT — Philip  P.  Agusta  for  Catholic  Diocesan  of 
Brooklyn,  New  York,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  proposed  use  of 
medical  offices  in  class  11  D  building. 

PREMISES  AFFECTED— 1298  St.  Marks  Avenue,  south¬ 
west  corner  of  Buffalo  Avenue,  Block  1362,  Lot  1,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Philip  P.  Agusta. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative :  .  0 

Absent:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1971  on  N.  B.  Applic.  25-71,  reads: 

“1.  The  proposed  medical  offices  in  a  Class  II  D 
building  are  contrary  to  table  4-1,  Building  Code. 

2.  The  proposed  buildings,  without  having  8%  of  the 
perimeters  fronting  directly  on  a  street  or  frontage  space, 
are  contrary  to  C26-401.1  B.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  11,  1971,  acting  on  N.  B.  Applic.  25-71.  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  August 
16,  1971,”  4  sheets,  and  on  further  condition  that  an  approved 
type  sprinkler  system  be  installed  in  the  trailers,  and  that  all 
laws,  rules  and  regulations  shall  be  complied  with. 


509-67-A 

APPLICANT — Kenneth  H.  Koons  for  Marie  T.  Ruckel, 
owner. 

SUBJECT — Application  reopened  September  8,  1971 — ap¬ 
peal  from  a  decision  of  the  Borough  Superintendent,  re¬ 
cellar  apartment. 

PREMISES  AFFECTED — 1710  Fowler  Avenue,  east  side, 
100  feet  north  of  Van  Nest  Avenue,  Block  4095,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
2  P.M.,  for  inspection. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
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feet  west  of  Essex  Street,  Block  29 7,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner  :  Hersch  Reinman. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.  for  continued  hearing;  owner  to  be  notified  to  at¬ 
tend  with  his  architect. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  spraying  material. 
PREMISES  AFFECTED — 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  3,  1971,  at 
2  P.M.,  applicant  to  be  notified  to  attend. 


448- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — The  Salvation  Army  Incor¬ 
porated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1771  Andrews  Avenue  south¬ 
west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi  and  Capt.  J.  F. 
Petraglia,  F.  D. 

For  Opposition:  James  E.  Mitchell. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
2  P.M.  for  continued  hearing. 

449- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT  Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square  North 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Lt.  J.  P.  Manfredi,  Capt.  J.  F.  Petraglia, 
F.  D.,  and  Doris  Diether,  Comm.  Bd.  #2. 

For  Owner:  Rudolph  A.  Imaratn  and  John  B.  Whalen. 
ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 


2  P.M.  for  a  progress  report,  with  the  concurrence  of  the 
Fire  Department. 


480-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Howard  Zipser 
and  Eli  Kalinnan. 

For  Opposition :  Richard  Levinson,  Ruth  Wittenberg, 
Kurt  Karmin,  Klaus  Von  Stuttenheim,  Antoinette  m'. 
Grant  and  Sada  Jones  Hahn. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
2  P.M;,  for  decision;  applicant  to  submit  additional  in¬ 
formation;  previously  inspected;  hearing  closed. 


525-71-A 

APPLICANT — Robert  H.  Higinbotham  for  Safety  Lines 
Marking,  Incorporated,  owner. 

SUBJECT— Application  July  30,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Heating  Kettles  for 
highway  pavement  markings. 

APPEARANCES— 

For  Applicant:  Robert  H.  Higenbotham  and  Robert 
Borelli. 

For  Administration:  Lt.  J.  P.  Manfredi  and  Capt.  T.  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  .P.M.,  for  review  of  the  equipment  and  possible  in¬ 
spection  if  necessary. 

531-71-A 

APPLICANT — Anton  H.  Heller  for  Poweray  Infrared  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  5,  1971 — appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  trailers  using  L.  P. 
Gas  as  fuel  for  radiant  heaters. 

APPEARANCES— 

For  Applicant:  Anton  H.  Heller. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  November  9,  1971,  at 
2.  P.M.,  for  review  of  the  equipment  and  possible  inspec¬ 
tion  if  necessary. 


Adjourned:  5:25  P.M. 

James  P.  Mulroy,  Secretary 
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549-71-A 

Rules  of  Procedure. 


1049 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  November  3,  1971 
Cal.  No.  Dept.  Premises  Affected 

695-71-A — F.D. — Transportation  of  fuel  oil  in  tank  trucks 
through  city  streets  not  in  compliance  with  the  regula¬ 
tions  of  the  Administrative  Code. 


696-71-BZ — B.M. — 41  to  45  West  71st  Street,  north  side, 
300  feet  east  of  Columbus  Avenue,  Block  1124,  Lot  13, 
Borough  of  Manhattan,  Alt.  No.  1442-70,  re-  excessive 
floor  area  ratio,  R7-2  district. 


697-71-A — B.M. — 41  to  45  West  71st  Street,  north  side, 
300  feet  east  of  Columbus  Avenue,  Block  1124,  Lot  13, 
Borough  of  Manhattan,  Alt.  No.  1442-70,  re-  cellar 
apartment,  bathroom,  R7-2  district. 


698-71-A— F.D. — Packaging  of  inflammable  mixture 
known  as  “Jet-Start  Starting  Fluid  Injection  System” 
in  950  cc  steel  pressurized  container  not  in  compliance 
with  the  regulations  of  the  Administrative  Code. 


699-71-SA — E.  G.  Sutcliffe,  husky  1+Nozzle,  for  auto¬ 
matic  shut  off  gasoline  nozzle,  manufactured  by  E.  G. 
Sutcliffe,  Appliance. 


700-71-SA — Gas-Fired  Products,  Incorporated,  RSPA5A 
infrared  radiant  heater,  manufactured  by  Gas-Fired 
Products,  Incorporated,  Appliance. 


701-71-SA — Gas-Fired  Products,  Incorporated,  RSCA6 
Space  Ray  infrared  radiant  heater,  manufactured  by 
Gas-Fired  Products,  Incorporated,  Appliance. 


702-71-SA — Gas-Fired  Products,  Incorporated,  Space 
Ray  models  RSTP17,  RSTP17A,  RSTP17B  infrared 
radiant  heaters,  manufactured  by  Gas-Fired  Products, 
Incorporated,  Appliance. 


703-71-SA — Gas-Fired  Products,  Incorporated,  Space- 
Ray  RSCA10,  infrared  radiant  heater,  manufactured  by 
Gas-Fired  Products,  Incorporated,  Appliance. 


704-71-BZ — B.M.- — 62  to  64  West  138th  Street  (south 
side),  127  feet  east  of  Lenox  Avenue,  Block  1735,  Lot  65 
Borough  of  Manhattan,  Alt.  No.  932-71,  re-  change  of 
use  from  warehouse  to  offices,  R7-2  district. 


705-71-A— F.D. — Packaging  of  combustible  mixture 
known  as  Delco  Carbon  X  Carburetor  and  Combustion 
Chamber  Conditioner”  in  16  and  32  ounce  sealed  con¬ 
tainers,  not  in  compliance  with  the  regulations  of  the 
Administrative  Code. 


706-71-A— F.D.— Packaging  of  combustible  mixture 
known  as  “K-Mart  Gas  Treatment”  in  sealed  8  ounce 
metal  cans  not  in  compliance  with  the  regulations  of  the' 
Administrative  Code. 


707-71-BZ-  B.B. — 8703  Flatlands  Avenue,  northeast 
corner  of  East  87th  Street,  Block  8008,  Lots  9,  10,  Bor¬ 
ough  of  Brooklyn,  N.B.  439-71,  re-  professional  offices, 
and  one  apartment,  R5  district. 


708-71-A— F.D. — Packaging  of  combustible  mixture 
known  as  “Put-Away”  in  4  ounce  poly  vinyl  chloride 
containers  not  in  compliance  with  the  regulations  of  the 
Administrative  Code. 


709-71-A— B.Bx.— Adult  Housing  Wing,  Rikers  Island, 
Block  2760,  Lot  4,  Borough  of  The  Bronx,  N.B.  24-71, 
re-  sprinkler  system,  C8-2  district. 


710-71-A — B.Bx. — Rikers  Island  N.B.  25  Support  Fa¬ 
cility,  Block  2760,  Lot  4,  Borough  of  The  Bronx,  N.B. 
25-71,  re-  sprinkler  system,  smoke  barriers,  storage  area 
excessive,  C8-2  district. 


711-71-A — B.Bx. — Adolescent  Housing  Wing,  Rikers  Is¬ 
land,  Block  2760,  Lot  4,  Borough  of  The  Bronx,  N.B. 
809-71,  re-  sprinkler  system,  C-2  district. 


712-71-A — B.R.— 240  Sommer  Avenue,  south  side,  180.00 
feet  west  of  Graham  Avenue,  Block  2217,  Lots  10,  52, 
Bulls  Head,  Borough  of  Richmond,  N.B.  1205-64,  re¬ 
building  not  fronting  legal  street,  General  City  Law. 


713-71-BZ— B.Bx.— 1241  to  1249  Randall  Avenue,  628 
Barretto  Street,  northwest  corner,  and  615  Manida 
Street,  Block  2765,  Lots  232,  228,  227,  Borough  of  The 
Bronx,  Alt.  No.  256-71,  re-  proposed  extension  of  food 
products  manufacturing,  Ml-1  and  R-6  district. 


Restored  to  Docket 

413-71-A — B.Q. — 87-13  55th  Avenue,  north  side,  96.04 
feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens,  N.B.  283-71  re-  interpre¬ 
tation  use,  use  Group  16. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


NOVEMBER  30,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  November  30, 1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

82-51-BZ 

APPLICANT — Robert  Gottlieb  for  1600  Adams  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  17, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  the  residence  use  portion 
of  a  lot,  the  continuance  of  existing  frame  building  as  a 
motor  vehicle  repair  shop  and  the  parking  and  storage  of 
motor  vehicles  with  a  driveway  and  curb  cut  (site  partially 
in  a  business  use  and  partially  in  a  residence  use  district). 
PREMISES  AFFECTED — 1601  to  1609  Van  Buren  Street, 
south  side,  140  feet  west  of  East  Tremont  Avenue,  Block 
4018,  Lot  20,  Borough  of  The  Bronx. 


618-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  22,  1971 — decision 
of  the  Borough  Superintendent ;  previously  granted  on 
condition,  under  Sections  7f,  7i  and  7 A  of  the  Zoning 
resolution  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  storage  room,  office  and 
sales,  parking  and  storage  of  motor  vehicles,  with  pro¬ 
posed  show  windows  and  signs  within  75'  of  the  residence 
use  district. 
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PREMISES  AFFECTED — 3902-3924  Avenue  U,  south 
side,  from  Ryder  Street  to  Kimball  Street,  2201-2211 
Ryder.  Street  and  2202-2212  Kimball  Street,  Block  8556, 
Lot  37,  Borough  of  Brooklyn. 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 
SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 
PREMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600.  Bellerose,  Borough  of  Queens. 

Laid  over  October  26,  1971,  at  the  request  of  the 
Community  Planning  Board. 


758-70-BZ 

APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT — Application  December  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in 
an  existing  two  story  and  cellar  building  previously  before 
the  Board,  the  change  in  use  from  public  garage  to  mirror 
assemble  and  the  manufacture  of  plastic  and  wood  products. 

j  PREMISES  AFFECTED — 823-829  Classon  Avenue,  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3, 
Borough  of  Brooklyn. 

769-70-A 

APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT — Application  December  28,  1970 — Appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  two  means 
of  egress. 

PREMISES  AFFECTED — 823-829  Classon  Avenue,  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3, 
Borough  of  Brooklyn. 

497-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Oriental  Quilting 
and  Novelty  Corporation,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story,  enlargement  to  an  existing  building  occupied 
as  a  textile  manufacturing  establishment. 

PREMISES  AFFECTED — 27  to  35  Dean  Street,  and  104 
to  118  Boerum  Place,  northwest  corner,  Block  279,  Lots  1 
and  5,  Borough  of  Brooklyn. 

| 

501-71-BZ 

APPLICANT — Walter  L.  Kent  for  Oliver  Manor,  Incor¬ 
porated,  owner. 

»  SUBJECT — Application  July  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  repair 
shop  to  a  commercial  vehicle  storage  establishment  with 
accessory  repairs. 

PREMISES  AFFECTED— 78-11  51st  Avenue,  north  side, 
42.24  feet  east  of  Hillver  Street,  Block  2493,  Lot  3,  Elm¬ 
hurst,  Borough  of  Queens. 

574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 


SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-20  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 


575-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Arizona  Oil  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-1 1  (g) 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-1  district,  the  reconstruction  of  an  automotive  ser¬ 
vice  station  with  accessory  uses  and  accessory  parking 
previously  before  the  Board. 

PREMISES  AFFECTED — 958  to  980  Nostrand  Avenue, 
southwest  corner  of  Montgomery  Street,  Block  1305, 
Lot  40,  Borough  of  Brooklyn. 


581-71-BZ 

APPLICANT — Larry  Meltzer  for  Mrs.  J.  Serpico,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  en¬ 
largement  in  area  of  the  second  floor  of  a  one  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  encroachment  into 
the  required  side  and  rear  yards. 

PREMISES  AFFECTED — 3581  Bedford  Avenue,  east  side, 
300  feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough 
of  Brooklyn. 


335-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 

PREMISES  AFFECTED — 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 

Hearing  closed. 

THOMAS  F.  GALVIN,  Chairman 


NOVEMBER  30,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  November  30,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


549-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy  to  philanthropic  institution  enlargement  re-  pub¬ 
lic  usage  in  a  frame  structure. 
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PREMISES  AFFECTED — 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  196,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 


610-71-A 

APPLICANT — R.  L.  Harry-Product  Engineer  American 
Oil  Company,  owner. 

SUBJECT — Application  September  3,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  at  Amoco  Outboard  Motor 
Oil  in  16  ounce  metal  containers  with  pop-top  not  in 
compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 


638-71-A 

APPLICANT — Gabriel  Nathan  for  Carbar  Realty  Cor¬ 
poration,  owner. 

SUBJECT — Application  September  27,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  public  build¬ 
ings  (adult  homes). 

PREMISES  AFFECTED — 436  Beach  36th  Street,  east  side, 
155.35  feet  south  of  Norton  Avenue,  Block  15952,  Lot  19, 
Edgemere,  Borough  of  Queens. 


643-71-A 

APPLICANT — Hector  Ferreras  for  Frank  Krause,  owner. 

SUBJECT — Application  September  29,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 52  Coventry  Road,  southwest 
corner  of  Northentry  Road,  Block  892,  Lot  6,  Todt  Hill, 
Borough  of  Richmond. 


644-71-BZ 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  September  29,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  use  of  com¬ 
pressed  gas  cylinders. 

PREMISES  AFFECTED — 38-54  Vernon  Boulevard,  west 
side,  from  36th  Avenue  to  40th  Avenue,  Block  357,  Lot  1, 
Long  Island  City,  Borough  of  Queens. 


649-71-A 

APPLICANT — X  Laboratories,  owner. 

SUBJECT — Application  October  4,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  “Super  X  Engine  Tune  Up”  in 
15  ounce  metal  sealed  cans  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  7,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  7,  1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

135-46-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morben  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  29, 


1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  of  a  building  on  present  existing  gasoline  service 
station  (vacant)  and  proposed  parking  for  more  than  five 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment. 

PREMISES  AFFECTED— 3802-3824  Avenue  U  and  2201- 
2211  East  38th  Street,  southeast  corner,  Block  8555,  Lots  37 
and  43,  Borough  of  Brooklyn. 


363-56-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  owner. 

SUBJECT — Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  February  26, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  local  retail  and  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  office,  sales  and  storage  of  auto  acces¬ 
sories,  car  washing  (non-automatic)  and  ground  signs, 
parking,  of  cars  waiting  to  be  serviced,  show  window  and 
signs  within  75  feet  of  the  residence  use  district ;  building 
within  the  required  20  ft.  setback. 

PREMISES  AFFECTED— 228-12  to  228-20  Linden  Boule¬ 
vard  and^l  17-02  to  117-10  229th  Street,  southwest  corner, 
Block  12745,  Lot  6,  Springfield,  Borough  of  Queens. 

1022-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Theodore  Tannor, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  10,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,. ihe  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  minor  repairs  (hand 
tools  only),  auto  laundry  (non-automatic),  office,  storage 
and  sale  of  auto  accessories  and  parking  for  more  than  5 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 305-319  Oakland  Street,  west 
side,  from  India  Street  to  Huron  Street,  222-226  Huron 
Street  and  193-197  India  Street,  Block  2533,  Lot  33, 
Borough  of  Brooklyn. 


457-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Ment 
Brothers  Iron  Works,  owner. 

SUBJECT — Application  June  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  at  an 
existing  steel  produce  manufacuring  and  fabrication  plant, 
the  storage  of  finished  products  in  the  open  area. 

PREMISES  AFFECTED— 144  Pilling  Street,  east  side,  100 
feet  south  of  Central  Avenue,  Block  3458,  Lot  32,  Borough 
of  Brooklyn. 

504-7 1-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Electro-Knit 
Fabrics,  Incorporated,  owner. 

SUBJECT- — Application  July  16,  1971 — decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  area  of 
the  second  floor  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2824  to  2840  West  20th  Street, 
west  side,  175  feet  south  of  Neptune  Avenue,  and  2831  to 
2839  West  21st  Street,  Block  7018,  Lot  18,  Borough  of 
Brooklyn. 
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522-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  cellar  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  then  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  minimum  distance 
between  buildings  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 


523-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  front  and  side  yard, 
provide  access  to  entrance  hall  for  wheel  chair  individuals. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 

527-71-BZ 

APPLICANT — Dominick  T.  Farruggio  for  Guy  Volpe, 
owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  a  two  family  dwelling  that  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED— 1760  57th  Street,  south  side, 
200.0  feet  west  of  18th  Avenue,  Block  5498,  Lot  30,  Borough 
of  Brooklyn. 


545-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rownet  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 4109  to  4119  Third  Avenue  and 
4115  Official,  523  Cross  Bronx  Expressway,  northwest 
corner,  Block  2923,  Lot  37,  Borough  of  The  Bronx. 

595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
establishment  with  accessory  repairs. 

PREMISES  AFFECTED— 5312  21st  Avenue,  west  side,  100 
feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

597-71-BZ 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 


PREMISES  AFFECTED — 1598  East  98th  Street,  west  side, 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  7,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  7 ,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

234-71  -A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


588-69-A — Vol.  II 

APPLICANT — Charles  A.  Muller  for  Consolidated  Edison 
Company  of  New  York,  Incorporated. 

SUBJECT— Application  reopened  as  Volume  II,  October  19, 
1971  appeal  from  a  decision  of  the  Fire  Commissioner 
re-  105,000  gallon  number  2  fuel  oil  tank. 

^^Fn/i^ES  AFFECTED — 7-02  to  7-68  36th  Avenue  and 
36-04  to  36-46  Vernon  Boulevard,  southwest  corner, 
Block  356,  Lot  1,  Ravenswood,  Borough  of  Queens. 


646-71-A 


APPLICANT — Frank  A.  Vaccaro  for  John  Stallona,  owner. 
SUBJECT  Application  October  1,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


9nEo^7SrES  A FFECTED — 97  Douglas  Road,  east  side, 
zOy.O/  feet  north  of  Ocean  View  Section  of  Douglas  Road 
and  Right  of  Way,  Block  831,  Lot  170,  Emerson  Hill, 
Borough  of  Richmond. 


647-71-A 

APPLICANT — Frank  A.  Vaccaro  for  A.  J.  Carrier,  owner. 

SUBJECT  Application  October  1,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

^?SMJSES  AFFECTED — 2  Whitwell  Place,  south  side 

east  of  Todt  Hil1  Road-  Block  881>  Lot  161, 
Todt  Hill,  Borough  of  Richmond. 

662- 71-A  “ 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT  Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 

663- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 


MINUTES 


WEDNESDAY  MORNING, 

NOVEMBER  3,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon,  October  12,  14  and  October 
19,  1971,  were  approved  as  printed  in  the  Bulletins  of  October 
14,  1971  and  October  21,  1971,  Vol.  56,  Nos.  42  and  43. 

843-46-BZ — Vol.  II 

APPLICANT — Robert  Gottlieb  for  Lillian  F.  Corporation, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  10,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted,  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  to  permit  in  a  business  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  store,  storage, 
parking  and  storage  for  more  than  5  motor  vehicles,  car 
washing,  lubritorium,  motor  vehicle  repair  shop,  accessory 
sales  and  office. 

PREMISES  AFFECTED — 861  (formerly  857)  East  169th 
Street,  northwest  corner  of  Lyman  Place,  Block  2970,  Lot 
1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1956,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  10, 
1956,  as  amended  through  June  25,  1957,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read: 

“granted  for  a  term  of  ten  years  from  July  10,  1971,  to 
permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.’'  (N.  B.  1673-55) 


500-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chestnut  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  10, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning 
Resolution,  permitting  the  parking  and  storage  of  new 
passenger  motor  vehicles  awaiting  delivery,  with  no  transit 
parking,  on  a  lot  located  in  a  residence  use  district. 

PREMISES  AFFECTED— 1520-1524  Avenue  K,  south 
side,  152  feet  1  inch  east  of  East  15th  Street,  and  1519-1523 
Avenue  L,  Block  6726,  Lot  9,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  10,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1971,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October, 
1961,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  October  10,  1971, 
to  permit  on  condition  that  the  premises  shall  sub¬ 
stantially  conform  to  revised  drawing  of  proposed  con¬ 
ditions  marked  ‘Received  October  26,  1971’,  one  sheet; 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects;  and  that  a 
new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  608-61) 


530-66-BZ 


APPLICANT — Guerino  Salerni  for  Coccaro  Brothers  Auto 
Service,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete,  which  expired  October  18,  1968;  and  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  in  an  R5  district, 
at  an  existing  automotive  service  station,  the  erection 
of  a  one  story  enlargement  to  the  accessory  building. 

PREMISES  AFFECTED — 54-11  Northern  Boulevard, 
(54-11  to  54-17  Northern  Boulevard,  32-58  to  32-64  55th 
Street)  north  side,  50  feet  west  of  55th  Street,  Block 
1156,  Lot  40,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Guerino  Salerni  and  Marconi  Coccaro. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and 
resolution  amended. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  18,  1966,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  wTork  was 
extended  on  November  21,  1967;  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  an  extension  of  time  to  obtain  permits  and 
complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  18,  1966,  as  amended 
through  November  21,  1967,  by  adding  thereto: 

that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution; 
and  that  in  view  of  the  evidence  showing  prior  existence 


1054 


MINUTES 


of  automobile  repairs,  including  body  repairs,  such  use 
may  continue  solely  within  the  building,  on  condition 
that  other  than  as  herein  amended  the  resolution  above 
cited  shall  be  complied  with  in  all  respects.”  (Alt.  339-66) 

ACTION  OF  BOARD — Request  to  reopen  and  amend  the 


resolution  denied. 

THE  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  the  Board  deems  that  the  proposed  redesign  of 
the  building  and  rearrangement  of  the  premises  can  not  be 
considered  favorably  as  an  amendment  of  the  resolution. 

Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied. 


604-66-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee,  Benjamin  Poretsky,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
11-412  of  the  Zoning  Resolution  permitting  in  an  R6 
district,  on  a  plot  previously  before  the  Board  under  three 
separate  applications,  the  combining  of  a  parking  lot  and 
two  automotive  service  stations  with  the  addition  of  gas 
tank,  pump  island  and  curb  cuts  and  the  extension  of  the 
uses  to  include  commercial  vehicle  parking. 

PREMISES  AFFECTED — 633-661  New  York  Avenue,  389- 
399  Hawthorne  Street,  south  east  corner,  454-476  Fenimore 
Street,  Block  4815,  Lots  1,  9  and.  14,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative .  0 


THE  RESOLUTION— 

_  Whereas,  this  application  was  granted  by  the  Board  on 
November  29,  1966,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  12,  1967,  and 
Whereas,  the  resolution  was  last  amended  on  May  18, 
1971 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  29,  1966,  as  amended  through  May  18,  1971  by  adding 
thereto : 

“that  the  accessory  building  shall  substantially  conform 
to.  revised  drawings  of  proposed  conditions  marked  ‘Re¬ 
ceived  October  15,  1971’,  two  sheets,  on  condition  that 
other  than  as  herein  amended  the  resolution  above  cited 
shall  be  complied  with  in  all  respects.”  (Alt.  2043-70) 


344-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Morris  Hertz- 
linger,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  November 


4,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  11-411  and 
11-412  of  the  Zoning  Resolution,  permitting  in  an  R6 
district,  the  enlargement  in  lot  area  and  floor  area  of  an 
existing  automotive  sales  service  and  installation  establish¬ 
ment  with  accessory  parking. 

PREMISES  AFFECTED — 752  to  772  Sheffield  Avenue, 
1903  Linden  Boulevard,  northwest  corner,  Block  4321, 
Lot  22,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  4,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  4,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  4,  1971.”  (Alt.  767-70) 


413-71-A 


APPLICANT — Ingram  S.  Carner  for  Herbert  Horowitz, 
owner. 

SUBJECT  To  consider  reopening  for  additional  informa¬ 
tion  and  for.  further  consideration  by  the  Board— appeal 
from  a  decision  of  the  Borough  Superintendent  re-  inter¬ 
pretation  use,  use  Group  16;  previously  granted  on  condi¬ 
tion. 

^'n.F/vPi^S  AFFECTED — 87-13  55th  Avenue,  north  side, 
96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner. 

For  Opposition:  Bernard  Ferguson,  Stanley  Cygan,  Rosa 
Alemany,  Edgar  G.  Meyer  and  Olga  Cygan. 

ACTION  OF  BOARD — Application  reopened  and  restored 
to  the  Docket,  subject  to  regular  procedure.  Applicant 
to  submit,  a  new  decision  of  the  Borough  Superintendent, 
after  having  applied  for  and  received  the  Borough  Super¬ 
intendent’s  reconsideration. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


73-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 

SUBJECT — Application  February  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  60(3)  of  the 
Multiple  Dwelling  Law,  to  permit  in  R8  and  C6-4  district, 
in  a.  housing  development  presently  under  construction  the 
addition  to  the  two  accessory  garage  facilities  to  include 
transient  parking  for  the  unusued  and  surplus  tenants 
spaces. 
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PREMISES  AFFECTED— 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street  and  66  Frankford  Street,  Block 
94,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Lindenbaum. 

For  Opposition:  Bernard  R.  Stave. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice,  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


74-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Southbridge  Towers,  Incorporated,  owner. 
SUBJECT — Application  February  4,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  transient  parking. 
PREMISES  AFFECTED — 299  to  333  Pearl  Street,  north 
side,  entire  block,  80  to  90  Gold  Street,  80  to  100  Beekman 
Street,  77  Fulton  Street  and  66  Frankford  Street,  Block 
94,  Part  of  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Lindenbaum. 

ACTION  OF  BOARD — Application  withdrawn  without 
prejudice,  at  the  request  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


666-66-BZ — Vol.  II 

APPLICANT — Rathkopf  and  Rathkopf  for  Ford  Leasing 
Development  Company,  owner,  Robin  Ford,  lessee. 

SUBJECT— Application  reopened  as  Volume  II  June  1, 
1971 — decision  of  the  Borough  Superintendent  under  Sec¬ 
tion  72-21  of  the  Zoning  .  Resolution,  to  permit  in  an 
R3-2  district,  the  construction  of  an  automobile  sales  lot 
with  accessory  office  for  use  in  conjunction  with  a  new 
car  agency  previously  before  the  Board. 

PREMISES  AFFECTED — 2375  Richmond  Avenue,  south¬ 
east  corner  of  Nome  Avenue,  465  Nome  Avenue,  Block 
2380,  Lot  30,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Daren  A.  Rathkopf  and  Leonard  F. 
Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971 
at  2  P.M.,  for  decision;  applicant  to  file  revised  drawing’ 
previously  inspected;  hearing  closed. 


131-70-BZ— Vol.  II 


APPLICANT— Stroock  and  Stroock  and  Lavan  for  Dorothy 
Livingston,  owner;  Volkswagen  Bristol  Motors,  Incor¬ 
porated,  lessee. 


SUBJECT — Application  reopened  February  23,  1971  as 
V  olume  II— decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  R10  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 


PREMISES  AFFECTED — 502  to  512  East  76th  Street, 
south  side,  98  feet  east  of  York  Avenue,  Block  1487  Lot' 
43,  44,  47,  and  48,  Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Charles  G.  Moerdler  and  Richard  Siegler. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.,  for  decision;  previously  inspected;  hearing 
closed. 


375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 

PREMISES  AFFECTED — 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn,  D.  O.  Pringle  and 
Anthony  Guasco. 

For  Opposition:  Melvin  H.  Miller,  Bruce  Dawork,  Edith 
B.  Everett,  Charles  Miller,  Elizabeth  K.  Wien  and 
Annette  Miller. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.,  for  decision;  previously  inspected;  hearing 
closed. 


405-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

SUBJECT — Application  June  3,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the 
residence  district. 

PREMISES  AFFECTED — 3355  East  Tremont  Avenue, 
northeast  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information;  previously  inspected. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 118-09  to  118-15  Atlantic  Av¬ 
enue,  northwest  corner  of  Lefferts  Boulevard,  Block  9350, 
Lots  32,  34,  and  36,  Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  9;  applicant  concurs. 
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554-71-BZ 

APPLICANT — Norman  Reiffman  for  Joseph  Prisco, 
Pamela  Prisco  and  Pasquale  Prisco  Gerard  Operating  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs. 

PREMISES  AFFECTED — 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 

567-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Hudson  House  As¬ 
sociation  Theatre  Group,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-20  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C4-7,  Cl-8 
and  RIO  district,  the  conversion  of  a  portion  of  the  first 
floor  and  mezzanine  of  an  existing  hotel  from  a  ballroom 
to  a  theatre. 

'PREMISES  AFFECTED — 353  to  361  West  57th  Street, 
north  side,  20  feet  west  of  Ninth  Avenue,  Block  1048,  Lot  2, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs  and  Seymour  Vail. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  amend 
application;  previously  inspected. 

576-71-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Aileen  P.  McCabe, 
McCabe  Funeral  Home,  owner. 

SUBJECT  Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl -4  district, 
the  erection  of  a  one  story  and  cellar  enlargement  to  an 
t  existing  funeral  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 2356  University  Avenue,  east 
side,  1163.63  feet  north  of  West  Fordham  Road,  Block  3212, 
Lot  57,  Borough  of  The  Bronx. 

-  APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion  and  Richard  E. 

McCabe. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 

493-71-A 

APPLICANT — McGee  and  Morsellino  for  Ohrbach’s  In¬ 
corporated,  and  Federated  Department  Stores,  Incorpo¬ 
rated,  owners. 

SUBJECT — Application  July  15,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  escalators. 

PREMISES  AFFECTED — 90-15  Queens  Boulevard,  north¬ 
east  corner  of  90th  Street,  Blocks  1860.  1859,  Lots  25,  37, 
38,  47,  69,  59,  18  and  100,  Rego  Park,  Borough  of  Queens. 


APPF5ARANCES — 

For  Applicant :  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Not  Voting:  Commissioner  Klein .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1971  on  N.  B.  Applic.  72-71,  reads : 

“A-l  Escalators  with  openings  thru  more  than  2 
floors  constitutes  a  shaft  which  must  be  enclosed  with 
rated  material  in  accord  with  Table  3-4.  C26-504.6(a).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1971,  acting  N.B.  Applic.  72-71,  Objection 
No.  A-l,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  September  17,  1971,” 
6  sheets,  and  “October  29,  1971,”  3  sheets;  and  that  all  other 
laws,  rules  and  regulations  shall  be  complied  with. 

5-71-BZ 

APPLICANT — Wax  Associates  for  69-27  164th  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  January  7,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  enlargement 
of  an  existing  two  story  building  occupied  as  store  and 
offices  that  increases  the  degree  of  non-conformity  and 
creates  non-compliance  in  floor  area  ratio,  open  space 
ratio  and  yard  encroachment. 

PREMISES  AFFECTED — 69-27  164th  Street,  east  side, 
160  feet  north  of  Jewel  Avenue,  Block  6931,  Lot  36,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sheldon  Brynar. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  19,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  3,  1971 ;  and 
W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  29,  1970,  acting  on  Alt.  Applic.  1185/1970, 
reads : 

“1.  Proposed  legalization  of  store  &  office  U.G.  6 
on  2nd  floor,  located  in  an  R3-2  Zon.  District  is  contrary 
to  Sec.  22-10  Zon.  Res. 

2.  Proposed  enlargement  of  existing  1st  floor  store, 
located  in  an  R3-2  Zon.  District  is  contrary  to  54-31  Zon. 
Res. 

3.  Proposed  enlargement  does  not  provide  minimum 
required  open  space,  and  exceeds  maximum  floor  area 
ratio,  contrary  to  Sec.  23-141  Zon.  Res. 
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4.  Proposed  enlargement  does  not  provide  front 
yard  required  by  23-45  Zon.  Res. 

5.  Proposed  enlargement  does  not  provide  minimum 
rear  yard  required  by  Sec.  23-47  Zon.  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted'  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an.  R3-2  district,  the  enlargement  of  an  existing 
two-story  building  occupied  as  a  store  and  offices,  that  in¬ 
creases  the  .  degree  of  non-conformity  and  creates  non- 
compliance  in  floor  area  ratio,  open  space  ratio  and  yard 
encroachment,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
January  7,  1971,”  4  sheets,  “September  2,  1971,”  one  sheet, 
“September  13,  1971,”  one  sheet,  and  “October  29,  1971,”  one 
sheet ;.  and  that  all  laws,  rules  and  regulations  applicable  be 
complied  with,  and  that  substantial  construction  be  completed 
within  one  year  from  the  date  of  this  resolution. 


246-71-BZ 


APPLICANT — Murray  Rudman  and  David  Pell  for  Harold 
Lamm,  owner ;  Brike  Sharp  Incorporated,  lessee. 

SUBJECT  Application  April  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  in  an  existing 
two  story  building,  the  maintenance  of  a  clothing  manu¬ 
facturing  establishment  on  the  first  floor. 

PREMISES  AFFECTED — 139-19  Jamaica  Avenue,  north 
side,  1 17,84  feet  west  of  144th  Street,  Block  9673,  Lot  24, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Murray  Rudman. 

For  Opposition :  George  W.  Spangenberg,  Eileen  and  Mary 
Basso,  Dorothy  Garbarino. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD— Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Lommissioner  Klein,  Commissioner  Madigan  and 

and .  Commissioner  Nolan  . 

Negative :  . 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  applicatior 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  3,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent 
dated  March  17,  1971,  acting  on  Alt.  Applic.  76/1971,  reads 

“1.  Manufacturing  of  ladies  garments  (U.  G.  17)  i< 
contrary  to  permitted  Use  Group  in  Commercial  District' 
as  Per  32-00  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 


is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C2-2 
district,  in  an  existing  two-story  building,  the  maintenance  of 
a  clothing  manufacturing  establishment  on  the  first  floor  for 
a  term  of  five  years,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
April  16,  1971,”  one  sheet,  “July  15,  1971,”  2  sheets,  and 
“October  20,  1971,”  2  sheets;  and  that  all  laws,  rules  and 
regulations  applicable  be  complied  with,  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


378-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Anthony  Tortora, 
owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  two  story  clothing 
manufacturing  establishment. 

PREMISES  AFFECTED — 2908  to  2914  Coney  Island  Ave¬ 
nue,  west  side,  62  feet  south  of  Montauk  Court,  Block  7244, 
Lots  94  and  96,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  19,  1971,  after  due  notice  by  publication  in  the  Bulle¬ 
tin  ;  laid  over  to  November  3,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  Alt.  Applic.  782/1971,  reads: 

“1.  Proposed  enlargement  of  non-conforming  fac¬ 
tory  bldg.  (Use  Group  #17)  within  an  R5  District  is 
contrary  to  Sec.  52-41  Z.  R. 

2.  Since  there  are  no  bulk,  off-street  parking  and 
off-street  loading  regulations  for  factory  building  within 
residence  district,  this  matter  is  referred  to  the  B.  S.  A. 
for  consideration. 

3.  The  proposed  structural  alterations  to  a  non¬ 
conforming  use  are  contrary  to  52-22  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted  un¬ 
der  Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
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R5  district,  the  erection  of  a  one-story  enlargement  to  an 
existing  two-story  clothing  manufacturing  establishment,  on 
conditioti  that  all  work  shall  conform  to  drawings  filed  with 
this  application  marked  “Received  June  2,  1971,”  10  sheets, 
and  "October  29,  1971,”  one  sheet;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


435-71-BZ 

APPLICANT — Stanley  L.  Horowitz  for  Deborah  Hospital, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  on  a  proposed  two 
story  hospital  structure,  the  installation  of  an  illuminated 
sign  that  exceeds  the  permitted  surface  area. 

PREMISES  AFFECTED — 135-25  Northern  Boulevard, 
north  side,  212.25  feet  west  of  Farrington  Street,  Block 
4958,  Lots  17,  18,  and  55,  Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Steven  Miller  and  Peter  Stein. 

For  Opposition :  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  5,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  19,  1971;  then  to  November 
3,  1971 ;  and 

V  HEREAS,  the  decision  of  the  Borough  Superintendent, 
dated  June  21,  1971,  acting  on  E.S.  Applic.  159/1971,  reads: 

L  Proposed  Illuminated  Sign  exceeding  50 
32^643  Z^R”1  are3’  a  Zone,  is  contrary  to  Sec. 

and 


V  hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
\\  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  anc 
grants  a  variation  in  the  application  of  the  Zoning  Resolu- 
lon,  and  that  the  application  be  and  it  hereby  is  granted  un- 
r?r 9  'Z-21  of  the  Zoning  Resolution,  to  permit  in  a 

L2-Z  distnet,  on  a  proposed  two-story  hospital  structure,  the 
installation  of  an  illuminated  sign  that  exceeds  the  permitted 
surface  area,  on  condition  that  all  work  shall  conform  tc 
^aT^fS„fiJed,  Wlth  this  aPPlicat>on  marked  “Received  June 
n  i  97  ’  7  sheets,  and  “July  22,  1971,”  2  sheets;  and  thal 
ail  laws,  rules  and  regulations  applicable  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


450-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Wellington  As¬ 
sociates,  owner;  A1  Mounia,  Limited,  lessee. 


SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  and  RIO  district,  in  an 
existing  hotel,  the  addition  to  the  accessory  restaurant  and 
cocktail  lounge  to  include  cabaret. 

PREMISES  AFFECTED — 241  Madison  Avenue,  and  22 
East  38th  Street,  southeast  corner,  Block  867,  Lot  55- 
Borough  of  Manhattan. 


APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 
For  Opposition:  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
ctober  5,  1971,  after  due  notice  by  publication  in  the 

3  197in:  andd  ^  t0  °Ctober  26’  1971  >  then  to  November 

dat^ffnw' n  ^ Q7ideC1Si?n  °f  B°rough  Superintendent, 
dated  July  13,  1971,  acting  on  Alt.  Applic.  92/1970,  reads: 

“1.  Proposed  discotheque  shown  on  1st  floor  is 
equivalent  to  an  eating  and  drinking  place,  Use  Group 
l  u  and  is  not  a  permitted  use  as  of  right  in  a  R7-2  & 
K10  district  as  per  Sect.  22-10  of  the  Zoning  Resolution.” 
and 


whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
l 2~21  °f  .tl,ieJZoninS  Resolution,  and  that  the  applicant 

ffiffit  ieHef°re^ /Cntlt  ed  t0  rehef  on  the  pounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  _  that  the  application  be  and  it  hereby  is  granted 

andR7  ?eChT-J2i~n\-0i  -the  .Zonin2  Resolution,  to  permit  in 
an  K /-_  and  R-10  district,  in  an  existing  hotel,  the  addition 
to  the  accessory  restaurant  and  cocktail  lounge  to  include 
cabaret  for  a  term  of  five  years,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
Received  October  1,  1971,  4  sheets,  and  “June  22  1971  ” 
one  sheet ;  and.  that  all  laws,  rules  and  regulations  applicable 
e  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 


458-71-BZ 

APPLICANT— Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 15  Soren  Street,  east  side,  102 
feet  south  of  McDonald  Street,  Block  1985,  Lot  139, 
Willowbrook,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Frank  Vaccaro. 

For  Opposition :  None. 
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RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


and  Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  N.  B.  Applic.  246/1971,  reads: 

“1.  10'  -  0"  rear  yard  as  indicated  is  contrary  to 
Sec.  23-47  Z.  R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  erection  of  a  one-family  dwelling  that 
encroaches  on  the  required  rear  yard,  on  condition  that  the 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  October  1,  1971,”  6  sheets ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


459-71-BZ 


APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  _  to  permit  in  a  R3-2  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required 
rear  yard. 

PREMISES  AFFECTED — 21  Soren  Street,  east  side,  164 
feet  south  of  McDonald  Street,  Block  1985,  Lot  136,  Wil- 
lowbrook,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 
For  Opposition:  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

and  _  Commissioner  Nolan  .  5 

Negative:  .  . .  g 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 


^e  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  N.B.  Applic.  247/71,  reads : 


“1.  10' -0"  rear  yard  as  indicated  is  contrary  to  Sec. 
23-47  Z.R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R3-2  district,  the  erection  of  a  one-family  dwelling  that 
encroaches  on  the  required  rear  yard,  on  condition  that  the 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  October  1,  1971,”  6  sheets;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with,  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


460-71-BZ 


APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  erection  of 
a  one  family  dwelling  that  encroaches  on  the  required  rear 
yard. 

PREMISES  AFFECTED — 27  Soren  Street,  east  side,  162 
feet  north  of  Oakville  Street,  Block  1985,  Lot  133,  Willow- 
brook,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

For  Opposition:  None. 


RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . . . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  N.B.  Applic.  248/1971,  reads: 

__  -0  rear  yard  as  indicated  is  contrary  to  Sec. 

23-47  Z.R.” 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
jS-rc  ire^ore  titled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion^  and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
district,  the  erection  of  a  one-family  dwelling  that  encroaches 
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on  the  required  rear  yard,  on  condition  that  the  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  October  1,  1971,”  6  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 

461-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Daniel  Barrera, 
owner. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district,  the  erection  of  a 
one  family  dwelling  that  encroaches  on  the  required  rear 

yard. 

PREMISES  AFFECTED — 33  Soren  Street,  east  side,  100 
feet  north  of  Oakville  Street,  Block  1985,  Lot  130,  Willow- 
brook,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  N.  B.  Applic.  249/1971,  reads : 
“1.  lO'-O"  rear  yard  as  indicated  is  contrary  to 
Sec.  23-47  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  ip  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R3-2 
’  district,  the  erection  of  a  one-family  dwelling  that  encroaches 
on  the  required  rear  yard,  on  condition  that  the  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  October  1,  1971,”  6  sheets ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with,  and  that  sub- 
>  stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution, 

\  _ 

627-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C6-4  district,  on  a  plot  with  a  proposed 
34  story  mixed  building  previously  before  the  Board,  the 
rearrangement  of  the  first,  second  and  third  floors  and 


installation  of  a  pool  and  recreation  facilities  on  the  34th 
floor  and  roof. 

PREMISES  AFFECTED— 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242 
East  41st  Street,  Block  1314,  Lots  21,  128,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on.  November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  N.  B.  Applic.  6/1970,  reads: 

“C-10  Location  of  Buildings  on  plot  and  area  of 
first,  second  and  third  floors  do  not  conform  to  plans 
approved  by  Board  of  Standards  and  Appeals,  Cal. 
No.  258-71-BZ. 

C-12  Area  of  lounges,  toilets,  kitchen,  enclosed  pool, 
gymnasium,  lockers  and  sauners  on  34th  floor  and  roof 
exceeds  that  shown  on  plans  approved  by  BSA  Calendar 
No.  258-71-BZ,  and  exceeds  maximum  permitted  floor 
area  as  per  Section  23-15  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  C6-4  district,  on  a  plot  with  a  proposed  34-story  mixed 
building  previously  before  the  Board,  the  rearrangement 
of  the  first,  second  and  third  floors  and  installation  of  a 
pool  and  recreation  facilities  on  the  34th  floor  and  roof, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  September  1,  1971,” 
one  sheet,  and  “October  7.  1971,”  8  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with;  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


628-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  September  1,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  multiple  dwell¬ 
ing  floor  area  ratio. 

PREMISES  AFFECTED — 237  to  245  East  40th  Street, 
747  to  765  Second  Avenue,  northwest  corner  and  242  East 
41st  Street,  Block  1314,  Lots  21,  128,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 


f 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971  on  N.B.  Applic.  6-70,  reads: 

“Oil — Multiple  dwelling  portion  of  building  exceeds 
FAR  of  12  Times  and  does  not  conform  to  multiple 
dwelling  law  Section  26,  par.  3.  (Note:  Resolution  Cal. 
No.  258-71-BZ,  Item  C-8  Corrected  Item  number).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  31,  1971,  acting  on  N.B.  Applic.  6-70,  Objec¬ 
tion  No.  Cl  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  310  of  the  Multiple  Dwelling 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  all  work  shall  conform  to  the  resolution 
adopted  this  day  under  Calendar  Number  627-71-BZ;  and 
that  all  other  laws,  rules  and  regulations  shall  be  complied 
with. 

Adjourned:  1:05  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

WEDNESDAY  AFTERNOON, 
NOVEMBER  3,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

1374-61-A 

APPLICANT  Clinton  Brown  for  Zenna  Textile  Corpora¬ 
tion,  owner. 

SUBJECT  Application  filed  August  18,  1961 — appeal  from 
a  decision  of  the  Fire  Commissioner,  re-  sprinkler  system. 
PREMISES  AFFECTED — 76-78  Leonard  Street,  south 
side,  139  feet  4T4  inches  east  of  Church  Street,  Block  173, 
Lot  18,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Guttman. 

For  Administration :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.D. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative  :  .  Chairman.  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  8,  1961  and  July  18,  1961  on  Violation  Order  No. 
489833,  reads : 

“1.  Provide  an  approved  automatic  sprinkler  sys¬ 
tem  throughout  building.  Chapter  19-161.0  Administra¬ 
tive  Code.” 

and 

Whereas,  this  case  was  reopened  on  December  1,  1970,  at 
the  request  of  the  applicant  for  additional  consideration;  and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  this  request  be  denied. 

Resolved,  that  the  letter  of  the  applicant,  dated  July  3,  1970, 
Items  1,  2,  3,  and  alternatives  for  Calendar  Number  1374- 
61-A,  and  Items  1,  2,  3,  4,  and  alternatives  for  Calendar 
Number  1375-61-A,  for  further  consideration  be  and  it  hereby 
is  denied  and,  that  the  decision  granted  by  the  Board  on 
January  28,  1964  be  and  it  hereby  is  upheld. 


1375-61-A 

APPLICANT — Clinton  Brown  for  80  Leonard  Street  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  25,  1961 — appeal  from  an 
order  and  a  decision  of  the  Fire  Commissioner,  re-  sprin¬ 
kler  system. 

PREMISES  AFFECTED — 80-82  Leonard  Street,  south 
side,  175  feet  11  inches  east  of  Church  Street,  Block  173, 
Lot  20,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Arthur  Guttman. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 


Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


.  Whereas,  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  March  20th,  1961  and  July  26,  1961  on  Viola¬ 
tion  Order  No.  425970,  reads: 

“1.  Provide  an  approved  automatic  sprinkler  sys¬ 
tem  throughout  bldg.  Chapter  C19-161.0  Administrative 
Code.” 

and 

Whereas,  this  case  was  reopened  on  December  1,  1970, 
at  the  request  of  the  applicant  for  additional  consideration; 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  this  request  be  denied. 

Resolved,  that  the  letter  of  the  applicant,  dated  July  3, 
1970,  Items  1,  2,  3,  and  alternatives  for  Calendar  Number 
1374-61-A,  and  Items  1,  2,  3,  4,  and  alternatives  for  Calendar 
Number  1375-61-A,  for  further  consideration  be  and  it  hereby 
is  denied  and,  that  the  decision  granted  by  the  Board  on 
January  28,  1964  be  and  it  hereby  is  upheld. 


223-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Heiman  Torn. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 46  Hester  Street,  south  side,  90 
feet  west  of  Essex  Street,  Block  297,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Owner:  Harold  Weinberg. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
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Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
April  13,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building :  46  Hester  Street,  Manhattan — Certificate  No. 
24389. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted ,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  building ;  and  that  all  other 
laws,  rules  and  regulations  shall  be  complied  with. 


341-71-A 

APPLICANT — American  Can  Company,  owner. 

SUBJECT — Application  May  27,  1971 — appeal  from  a  deci- 
,  sion  of  the  Fire  Commissioner  re-  spraying  material. 
PREMISES  AFFECTED — 430  Kent  Avenue,  east  side, 
entire  block,  Block  2134,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Allen  Guy  and  G.  Bergquist. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
March  29,  1971  and  April  29,  1971  on  Order  Nos.  1836  and 
1837,  reads : 

(Order  No.  1836) 

“1.  File  plans  with  the  Department  of  Ports  and 
Terminals,  showing  the  location  of  all  painting,  spraying 
or  dipping  processes,  and  storage  and  mixing  rooms. 
Such  plans  shall  include  a  complete  layout  of  the  pro¬ 
posed  installation  and  proposed  processes,  and  shall 
clearly  indicate  the  location  of  all  exterior  wall  open¬ 
ings  in  premises  and  adjacent  buildings,  exits,  chimneys, 
vent  openings,  and  shall  also  indicate  sprinkler  piping 
and  connections.  Rule  9,  Spray  Rules. 

Note  :  A  set  of  duplicate  plans  and  specification 
sheets  approved  by  the  Department  of  Ports  and  Ter¬ 
minals  are  to  be  filed  with  the  Division  of  Fire  Pre¬ 
vention,  Fire  Department.  No  plans  received  or  spray¬ 
ing  machines,  storage  room,  drying  ovens,  day  tanks, 
spray  room  and  sprinkler  protection. 

2.  Discontinue  the  use  of  spraying  equipment  in¬ 
dicated  below,  which  is  not  approved  by  the  Board  of 
Standards  and  Appeals.  Paint  pumps,  spraying  machines, 
drying  ovens,  heaters  for  spraying  machines  and  paint 
storage  tanks,  (day  tanks),  Rule  6.1.7,  Spray  Rules. 


3.  Provide  that  spraying  room  conforms  to  require¬ 
ments  of  Rule  (4)  of  Board  of  Standards  and  Appeals. 
Regulations  for  Spraying.” 

and 

(Order  No.  1837) 

“1.  Replace  all  lights,  motors,  switches,  rheostats 
or  other  electrical  spark  producing  devices,  with  a 
type  approved  for  use  in  explosive  atmospheres  within 
10  feet  of  spraying  heads.  (Rule  4.5.1  Bd.  of  S.  &  A. 

2.  Provide  rigid  stem  type  lighting  fixtures  equipped 
with  keyless  sockets  having  vaporproof  globes  pro¬ 
tected  by  approved  wire  guards  within  10  feet  of  spray¬ 
ing  heads.  Rule  4. 5.2.2  Bd.  of  S.  &  A. 

3.  Replace  all  B.  X.  armored  cable  and  thin  wall 
conduit  within  10  feet  of  spraying  heads  area  with 
standard  weight  rigid  iron  conduit.  Rule  4.5.2.5  Bd. 
of  S.  &  A. 

.  4-  Replace  all  junction,  splice  boxes  and  fittings 
within  10  feet  of  spraying  heads  area  with  boxes  and 
fittings  approved  for  use  in  explosive  atmosphere.  Rule 
4.5.2.S  Bd.  of  S.  &  A. 

5.  Provide  and  install  conduit  seal  fittings  where 
required.  (C19.8.0.-C19.11.0  Adm.  Code. 

6.  Discontinue  the  use  of  gas-fire  drying  ovens 
which  are  not  of  a  type  approved  by  the  Board  of 
Standards  and  Appeals.  Rule  4.3.1  Spray  Rules. 

7.  Discontinue  the  use  of  spraying  equipment,  in¬ 
dicated  below,  which  is  not  approved  by  the  Board  of 
Standards  and  Appeals.  Rule  6.1.7  Spray  Rules. 

(Body  and  Side  Seam  Spray  Equipment).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
March  29,  1971  and  April  29,  1971,  Order  No.  1836,  Items  1, 
2  and  3,  and  Order  No.  1837,  Items  1,  2,  3,  4,  5,  6,  7,  be  and 
it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  equipment  and  layout  comply 
with  drawings  marked  “Received  May  27,  1971,”  8  sheets; 
on  further  condition  that  Item  No.  1  on  Order  No.  1836*, 
Item  No.  1  on  Order  No.  1837,  with  the  exception  of  existing 
motors,  and  Item  No._2  on  Order  No.  1837,  be  complied  with; 
and  all  gas-fired  drying  ovens  referred  to  in  Item  No.  6  of 
Order  No.  1837  presently  installed,  be  verified  by  the  manu¬ 
facturer  as  being  the  same  ovens  as  approved  under  Calendar 
No.  175-70-SA,  and  that  the  manufacturer  shall  affix  labels 
as  required :  and  that  all  other  laws,  rules  and  regulations  be 
complied  with. 


411-71-A 

APPLICANT — Sol  Feinberg  for  Pentalic  Corporation, 
owner,  Newtown  Refining  Corporation,  lessee. 

SUBJECT— Application  June  14,  1971— appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  bulk  oil  storage. 

PREMISES  AFFECTED — 37-80  Review  Avenue,  south 
side,  722  feet  east  of  Greenpoint  Avenue,  Block  312,  Lot  69, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 


Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
November  16,  1970  and  May  18,  1971  on  Order  No.  70-8937, 
reads : 

_‘T.  Provide  an  electrically  operated  overflow  alarm 
device  approved  by  the  Board  of  Standards  and  Appeals 
for  all  bulk  petroleum  products  storage  tanks.  The 
device  is  required  to  operate  automatically  audible  and 
visible  alarms  when  the  liquid  level  in  the  storage  tank 
approaches  98  per  cent  and  98  per  cent  of  tank  capacity. 
The  alarms  shall  be  connected  to  both  the  marine  or 
pipeline  receiving  point  and  to  the  bulk  plant’s  dis¬ 
patcher’s  office.  (C19.50.0.b.l5  Adm.  Code.) 

2.  Have  a  licensed  electrical  contractor  file  with  the 
Fire  Department,  Division  of  Fire  Prevention,  using 
form  A-433  for  removal  of  electrical  items  of  this  order. 
(09.13.0  Adm.  Code.)”  ' 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  appeal  be  denied. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  November  16,  1970  and  May  18,  1971,  acting  on  Order 
No.  70-8937,  Items  No.  1  and  2,  be  and  it  hereby  is  affirmed 
and  that  the  appeal  be  and  it  hereby  is  denied. 

483-71-A 

APPLICANT — Joseph  J.  Silverstein  for  Engine  Power  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  9,  1971— appeal  from  a  de¬ 
cision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Engine  Power  Gas  Treatment  in 
16  fluid  ounce  metal  container  with  Aluminum  Rip  Away 
Top  with  Plastic  overcap  not  in  compliance  with  the  regu¬ 
lations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant:  M.  Snyder. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . .  5 

Negative:  .  0 


THE  RESOLUTION— 

W hereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1971  on  Folder  #122-3744,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Engine  Power  Gas  Treatment’  a 
flammable  mixture  (F.P.  28°F.  T.O.C.)  in  containers  as 
follows :  16  FI.  oz.  metal  container  with  Aluminum  Rip 
Away  Top  with  Plastic  overcap  is  disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C-19.59.0.c.  NYC  Adm.  Code  requires  that 
containers  for  Flammable  Mixtures  be  equipped  with  re¬ 
placeable  tops  or  caps  as  made  that  the  container  be 
airtight  when  closed.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  which  recommended  that  the  appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  9,  1971,  acting  on  Folder  #122-3744,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  container  conform  with  drawing  marked 
“Received  October  22,  1971,”  one  sheet;  that  the  label  have 


prominently  displayed  instructions  that  the  entire  contents 
are  to  be  emptied  upon  initial  opening;  that  the  label  be  in 
such  style  and  wording  as  is  satisfactory  to  the  Fire  Com¬ 
missioner  ;  on  further  condition  that  the  container  be  marketed 
without  the  plastic  over-top;  and  that  in  all  other  respects, 
all  other  applicable  laws,  rules  and  regulations  be  complied 
with. 


536-71-A 


APPLICANT — R.  C.  Marx  for  Minnesota  Mining  and 
Manufacturing  Company,  owner. 

SUBJECT — Application  August  10,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Scotch  Brand  Panel  and  Con¬ 
struction  Adhesive  in  1/10  gallon  calking  cartridge  having 
paper  tube  side  walls  with  seamed  on  metal  ends  not  in 
compliance  with  the  regulations  of  the  Administrative  Code 
of  New  York  City. 

APPEARANCES— 

For  Applicant:  Robert  C.  Marx. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

N  egative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  6,  1971  on  Folder  #122-1051  (E),  reads: 

.  We  regret  to  inform  you  that  your  application  to 
register  your  products  ‘Scotch  Brand  Panel  &  Construc¬ 
tion  Adhesive’  a  flammable  mixture  having  a  flash  point 
under  75°F.  in  containers  as  follows:  1/10  gal.  calking 
cartridge  having  paper  tube  side  walls  with  seamed  on 
metal  ends  is  disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Sec.  C19.59.0x 
Adm.  Code  City  of  N.  Y.  requires  that  Flammable  Mix¬ 
ture  be  packaged  in  metal  containers  with  replaceable 
tops  or  caps.” 


and 


Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  which  recommended  that  the  appeal  be 
granted  under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  6,  1971,  acting  on  Folder  #122-1051  (E),  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  container  comply  with  drawing  marked 
Received  August  10,  1971,”  one  sheet;  on  further  condition 
that  the  label  on  the  container  be  in  such  style  and  wording 
as  is  satisfactory  to  the  Fire  Commissioner;  and  that  in  all 
other  respects,  all  other  laws,  rules  and  regulations  applicable 
be  complied  with. 


583-71-A 

APPLICANT — Larry  Meltzer  for  Henry  Miranda  Realty 
Corporation,  owner. 

SUBJECT  Application  August  31,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  unprotected  open¬ 
ing. 

PREMISES  AFFECTED — 2449  Dean  Street,  northeast  cor¬ 
ner  of  Sackman  Street,  Block  1444,  Lot  49,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1971  on  Alt.  Applic.  1845-69,  reads: 

“1.  The  proposed  unprotected  opening  on  the  1st 
floor  between  two  (2)  three  story  and  cellar  Class  IV 
buildings  occupied  for  commercial  purposes  on  the  first 
floor  with  dwellings  above  is  contrary  to  Sections  C26- 
250.0,  C26-254.0  and  C26-256.0  of  the  Administrative 
Code  of  1938. 

2.  The  proposed  unprotected  opening  on  the  first 
floor  will  exceed  the  openings  previously  authorized  under 
Alteration  Permit  #4302/27.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1971,  acting  on  Alt  Applic.  1845-69,  Objec¬ 
tions  No.  1  and  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  marked  “Received  August  31, 
1971,”  5  sheets ;  on  further  condition  that  plan  4  be  modified 
to  show  the  door  presently  opening  into  the  space  to  open  into 
the  means  of  egress ;  that  the  existing  door  opening  into  an 
existing  passageway  to  the  street  be  replaced  with  a  fire  proof 
self-closing  door ;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 

582-71-A  " 

APPLICANT— Larry  Meltzer  for  Henry  Miranda  Realty 
Corporation,  owner. 

SUBJECT— Application  August  31,  1971— appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  unprotected  open¬ 
ing. 

PREMISES  AFFECTED— 2447  Dean  Street  and  141  to  151 
Sackman  Street,  northeast  corner,  Block  1444,  Lot  1,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . !!!!. .  0 

THE  RESOLUTION— 

V  iiereas,  the  decision  of  the  Borough  Superintendent 
dated  August  17,  1971  on  Alt.  Applic.  1844-69,  reads: 

“1.  The  proposed  unprotected  opening  on  the  first 
floor  between  two  (2)  three  story  and  cellar  Class  IV 
buildings  occupied  for  commercial  purposes  on  the  first 
floor  with  dwellings  above  is  contrary  to  Sections  C26- 
250.0,  C26-254.0  and  C26-256.0  of  the  Administrative 
Code  of  1938. 

2.  The  proposed  unprotected  opening  on  the  first 
floor  will  exceed  the  openings  previously  authorized  un¬ 
der  Alteration  Permit  #4301/27.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1971,  acting  on  Alt.  Applic.  1844-69,  Ob¬ 
jections  No.  1  and  2,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  Au¬ 
gust  31,  1971,”  5  sheets;  on  further  condition  that  plan  4  be 
modified  to  show  the  door  presently  opening  into  the  space  to 
open  into  the  means  of  egress;  that  the  existing  door  opening 
into  an  existing  passageway  to  the  street  be  replaced  with  a 
fireproof  self-closing  door;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 

623-70-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Howard  Stores  Corporation. 
SUBJECT — Application  October  15,  1970 — for  modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 82  and  84  Stanton  Street  north¬ 
east  corner  of  Allen  Street,  Block  417,  Lots  70  and  71, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


532-71-A 

APPLICANT — Millard  Bresin  for  Vittoria  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  6,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 345  to  347  Avenue  of  the 
Americas,  northwest  corner  of  West  4th  Street,  Block 
592,  Lots  25,  26,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appeal  withdrawn  at  the  request 
of  the  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.  for  continued  hearing ;  owner  to  be  notified. 
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234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Owner:  George  R.  Sergeant,  Jr. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  2  P.M.  for  continued  hearing. 


445-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner 

OWNER  OF  PREMISES — Allied  Storage  Warehouse  Cor¬ 
poration. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 4268  to  4270  Third  Avenue 
east  side,  55  feet  north  of  East  178th  Street,  Block  3061,’ 
Lot  3,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Owner :  Herbert  J.  Miller. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.  for  re-  inspection  by  Fire  Department,  and 
continued  hearing. 

549-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  Incorporated,  owner. 

SUBJECT  Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy  to  philanthropic  institution  enlargement  public 
usage  in  a  frame  structure. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  196,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Dewey  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  2  P.M.  for  inspection,  and  continued  hearing. 


Adjourned:  3:15  P.M. 

James  P.  Mulroy,  Secretary 
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89-27-SR 

Rules  of  Procedures  of  the  Board  of  Standards  and  Appeals  adopted  February  15,  1927,  amended  December  2, 
1930,  April  14,  1931,  June  13,  1933,  April  30,  1935  and  revised  September  22,  1959,  effective  October  28,  1959, 
amended  June  2,  1967,  and  further  amended  April  20,  1971,  effective  September  6,  1971. 


ARTICLE  I— PUBLIC  HEARING 

1.  Regular  sessions  designated  as  public  hearings  of  the 
Board  of  Standards  and  Appeals  shall  be  held  on  Tuesday 
of  each  week  at  10  A.M.  and  2  P.M.,  and  such  additional 
sessions  on  days  to  be  set  by  the  Board  and  as  may  be 
deemed  necessary  to  facilitate  the  work  of  the  Board. 

2.  Sessions  shall  be  devoted  to  hearings  on  applications 
for  variances  of  the  Zoning  Resolution ;  appeals  from  admin¬ 
istrative  orders  or  decisions ;  applications  for  variances  of 
the  Labor  Law,  Multiple  Dwelling  Law  or  Multiple  Dwell¬ 
ing  Code ;  applications  pursuant  to  the  General  City  Law ; 
applications  for  approval  of  appliances,  materials  and  meth¬ 
ods  of  construction  and  consideration  of  rules  and  such 
other  matters  coming  before  the  Board.  Such  sessions  shall 
be  published  in  the  Bulletin  of  the  Board  of  Standards  and 
Appeals. 

3.  Special  sessions  may  be  called  by  the  Chairman  or  at 
the  request  of  three  Commissioners,  provided  that  notice  is 
given  to  each  Commissioner  at  least  twenty-four  hours 
before  the  time  set  for  such  such  session. 

4.  All  hearing  sessions  shall  be  open  to  the  public. 

5.  _  A  quorum  of  the  Board  of  Standards  and  Appeals  shall 
consist  of  three  Commissioners. 

6.  The  Commissioners  of  the  Board  shall  attend  sessions 
in  person,  except  that,  during  absence  or  disability,  a  substi¬ 
tute  may  act  as  provided  by  law. 

ARTICLE  II— CASES  BEFORE  THE  BOARD 

1.  Every  application  under  the  Zoning  Resolution,  every 
administrative  appeal,  every  application  pursuant  to  General 
City  Law,  Multiple  Dwelling  Law  or  Multiple  Dwelling- 
Code  or  Labor  Law,  and  every  application  for  approval  of 
any  materials,  appliances  or  methods  of  construction  shall 
be  made  to  the  Board  on  the  forms  provided,  and  shall  in¬ 
clude  the  data  required  in  such  forms  as  to  supply  all 
information  necessary  for  a  clear  understanding  by  the 
Board,  the  Director  and  the  staff.  The  statements  of  essen¬ 
tial  information  made  by  the  applicant  and  the  determination 
of  the  Board  in  each  case  will  be  incorporated  in  a  resolution 
formally  adopted  and  published  in  the  Bulletin  of  the  Board. 
Officials,  who  are  charged  with  the  enforcement  of  the  laws, 
ordinances  and  rules  relating  to  buildings  in  the  City  of 
New  ^  ork  shall  be  bound  by  resolutions  and,  before  granting 
a  permit  or  taking  any  other  action,  shall  see  that  there  are 
no  misstatements  as  to  facts  and  that  the  conditions  of  the 
resolution  are  observed.  Any  administrative  official  discover¬ 
ing  any  misstatement  of  essential  information  is  required  to 
notify  the  Board,  in  order  that  it  may  take  such  actions  as 
the  circumstances  require. 

2.  Any  communication  purporting  to  be  an  application  or 
appeal  shall  be  regarded  as  a  mere  notice  of  intention  to  seek 
relief  and  shall  have  no  force  or  effect  until  it  is  made  in 
the  form  required,  except  as  provided  in  Article  VI. 

3.  Upon  receipt  of  any  such  communication,  the  writer 
shall  be  supplied  with  the  proper  forms  for  presenting  his 
application  or  appeal  and  shall  file  the  proper  form  and  fur¬ 
nish  all  necessary  data  within  thirty  (30)  days  of  the  date  of 

order  or  decision  appealed  from,  except  as  provided  in 
Article  VI.  Before  such  appeal  or  application  is  docketed  and 
Calendar  number  assigned,  he  shall  pay  the  prescribed  fee. 

4.  A  copy  of  each  administrative  appeal  form  required 
by  this  article  shall  be  forwarded  by  the  applicant,  im¬ 
mediately  upon  compliance  with  Subdivision  3  of  this 
article,^  to  the  administrative  official  from  whose  order  or 
determination  the  appeal  is  made.  When  such  application  is 
filed  pursuant  to  the  General  City  Law,  a  copy  of  each  appli¬ 


cation  and  plans  relative  thereto  shall  simultaneously  be 
served  on  the  President  of  the  Borough  in  which  the 
premises  are  located.  Proof  of  such  service  shall  be  filed 
with  the  Board. 

5.  At  the  public  hearing  of  a  case  before  the  Board,  the 
applicant  shall  first  present  the  argument  in  support  of  the 
case  and  those  in  objection  shall  follow.  To  maintain  orderly 
procedure,  each  side  shall  proceed  without  interruption  by 
the  other. 

6.  Every  person  before  the  rostrum  shall  abide  by  the 
order  and  direction  of  the  Chairman.  Discourteous  or  dis¬ 
orderly  conduct  shall  be  regarded  as  a  breach  of  his 
privileges  and  shall  be  dealt  with  as  the  Chairman  deems 
proper.  Subject  to  the  direction  of  the  Board,  the  Director 
shall  enforce  these  rules  and  supervise  the  Sergeant  at  Arms 
in  maintaining  order  and  decorum  in  the  hearing  room  and 
lobbies  during  all  public  hearings. 

7.  Commissioners  shall  not  proceed  to  question  or  discuss 
an  issue,  put  a  motion  or  offer  a  resolution  until  they  shall 
have  addressed  the  Chairman  and  shall  have  been  recognized 
by  him.  During  the  progress  of  the  roll  call,  no  Commis¬ 
sioner  shall  leave  his  seat. 


ARTICLE  III— THE  CALENDAR 

1.  Each  case  filed  in  the  proper  form,  with  the  required 
data,  shall  be  numbered  serially  except  that,  when  a  new  case 
is  filed  for  the  same  premises  as  a  disposed-of-case  and  the 
Board  so  directs,  the  original  calendar  number  may  be  used 
and,  in  addition,  the  case  shall  be  termed  Volume  I,  II,  or 
III,  etc.,  as  the  case  may  be. 

The  Calendar  numbers  shall  begin  anew  on  January  1st 
of  each  year,  and  shall  be  hyphenated  with  the  number  of 
the  year  and  the  initials  indicating  the  character  of  the  case. 

2.  As  soon  as  a  case  is  filed  and  fee  is  paid,  it  shall  receive 
a  calendar  number,  be  placed  on  the  docket  and  referred 
to  the  examiners  for  review.  When  the  examiners  find  that 
the  applicant  has  properly  completed  his  application  or  ap¬ 
peal,  the  applicant  shall  be  notified  of  the  date  on  which 
his  case  will  be  set  for  public  hearing. 

3.  Each  case,  other  than  the  Special  Order  cases,  shall  be 
listed  by  Calendar  number  and  premises  in  the  Hearing 
Calendar  printed  in  the  Bulletin  of  the  Board,  under  the 
title  of  the  respective  proceedings  and  the  date  for  which 
such  case  has  been  set. 

4.  The  Special  Order  cases  shall  consist  of  applications 
for  any  extension  of  the  time  to  complete  the  work,  for  any 
extension  of  the  term  of  the  variance,  for  the  restoration 
of  a  case  to  the  docket,  for  any  amendment  to  the  resolution 
or  for  any  other  action  in  any  matter  coming  before  the 
Board. 

ARTICLE  IV— DISPOSITION  OF  CASES 

1.  The  fiinal  determination  of  any  application  or  appeal 
before  the  Board  shall  be  in  the  form  of  a  resolution  either 
reversing,  varying  or  modifying  the  order,  requirement,  de¬ 
cision  or  determination  appealed  from,  granting  the  ap¬ 
plication  or  appeal  or  affirming  the  order  or  decision  and 
denying  the  application  or  appeal,  or  dismissing  the  applica¬ 
tion  or  appeal  for  lack  of  jurisdiction  or  prosecution.  The 
concurring  vote  of  three  Commissioners  shall  be  necessary 
to  a  decision.  If  a  resolution  fail  to  receive  three  votes  in 
favor  of  the  application,  the  action  will  be  deemed  equivalent 
to  a  denial  and  a  resolution  denying  such  application  or 
appeal  shall  be  formally  entered  on  the  record  unless  there 
be  a  Commissioner  absent  at  the  roll  call  and  the  vote  of  the 
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absentee  added  to  the  number  of  votes  for  the  application 
would  be  equal  to  three,  in  which  case  the  matter  will  be  laid 
over  for  consideration  and  final  determination. 

2.  With  the  consent  of  the  Board,  any  applicant  may  with¬ 
draw  his  application  or  appeal  at  any  time  prior  to  deter¬ 
mination  thereon,  but,  if  a  motion  has  been  made,  and  be 
pending,  such  motion  shall  have  precedence. 

3.  No  application  or  appeal  which  has  been  dismissed  or 
denied  can  be  considered  again  except  on  a  motion  adopted 
to  reconsider  the  vote  or  to  restore  to  the  Calendar. 

4.  No  request  for  a  re-hearing  will  be  granted  unless  sub¬ 
stantial  new  evidence  be  submitted  or  an  application  be  filed 
under  a  different  provision  of  the  law.  If,  on  motion  of  a 
Commissioner,  adopted  by  three  affirmative  votes,  the  re¬ 
quest  is  granted,  the  case  shall  be  put  on  the  docket  and 
calendared  for  rehearing. 

In  all  cases  the  request  for  rehearing  shall  be  in  writing, 
reciting  the  reasons  for  the  request,  and  shall  be  accom¬ 
panied  by  the  necessary  data  and  diagrams.  Such  request 
shall  be  filed  with  the  Director  who  shall  set  a  date  when 
the  request  for  restoration  to  the  Calendar  shall  be  sub¬ 
mitted  to  the  Board,  of  which  date  the  person  making  the 
request  shall  be  notified. 

5.  The  Board  may,  on  the  motion  of  any  Commissioner, 
review  any  decision  that  it  has  made  and  may  reverse  or 
modify  such  decision,  but  no  such  review  shall  prejudice  the 
rights  of  any  person  who  has  in  good  faith  acted  thereon 
before  it  is  reversed  or  modified. 

ARTICLE  V— ZONING  APPLICATIONS 

1.  No  application  for  a  variance  or  modification  of  the 
provisions  of  the  Zoning  Resolution  shall  be  entertained  by 
the  Board  except  in  a  specific  case,  and  from  an  order,  re¬ 
quirement,  decision  or  determination  made  by  the  Commis¬ 
sioner  of  Buildings  or  any  Borough  Superintendent  of  the 
Department  of  Buildings,  on  the  ground  that  the  proposed 
plan  or  use  violates  the  Zoning  Resolution,  except  when  the 
Board  has  original  jurisdiction. 

2.  No  such  application  shall  be  entertained  unless  the 
application  is  filed  within  thirty  (30)  days  from  the  date  of 
the  action  of  the  Commissioner  of  Buildings  or  any  Borough 
Superintendent  of  the  Department  of  Buildings. 

3.  Every  application  shall  be  made  on  Form  BZ  and  shall 
be  accompanied  by  all  the  data  required  by  such  forms,  and 
shall  be  considered  subject  to  such  rules  as  the  Board  has 
adopted  or  may  adopt  under  the  Zoning  Resolution. 

4.  As  soon  as  any  application  is  completed  by  the  filing  of 
the  data  required  in  Form  BZ  and  payment  of  the  prescribed 
fee,  the  case  shall  receive  a  calendar  number.  After  a  review 
of  the  application  by  the  Examiner,  the  applicant  shall  be 
notified  by  the  Director  on  Form  6CC  of  the  date  set  for  the 
Public  Hearing,  which  shall  be  at  least  thirty  (30)  days 
after  the  mailing  of  said  notice.  Simultaneously,  the  Director 
shall  notify  the  Chairman  of  the  local  Community  Board 
which  has  jurisdiction  within  the  area  affected  by  the  appli¬ 
cation.  With  this  notice,  the  applicant  shall  be  supplied  with 
an  official  copy  of  Form  7NO,  which  he  is  required  to  send 
by  certified  mail  or  by  personal  service  not  less  than  twenty 
(20)  days. prior  to  the  date  of  such  hearing  to  every  property 
owner  entitled  to  notice  of  the  application  and  to  the  Chair¬ 
man  of  the  local  Community  Board  which  has  jurisdiction 
within  the  area  affected  by  the  application.  The  area  of  noti¬ 
fication  to  affected  property  owners  shall  be  defined  as  a 
radius  of  400  feet  from  the  center  of  the  lot  which  is  the 
subject  matter  of  the  application,  except  that  for  one,  two 
and  three  family  dwellings  and  for  applications  on  lots  which 
the  frontage  is  forty  (40)  feet  or  less,  the  area  of  notification 
to  the  affected  property  owners  shall  be  defined  as  a  radius 
of  200  feet  from  the  center  of  the  lot.  In  addition,  the  appli¬ 
cant  shall  publish  the  contents  of  Form  7NO,  or  such  notice 
as  may  be  approved  by  the  Secretary  of  the  Board,  at  his  or 


her  own  expense  in  one  newspaper  of  local  circulation  or  one 
newspaper  of  general  circulation.  The  publication  of  this 
notice  shall  take  place  in  such  newspaper  on  one  day  of  each 
week  for  two  (2)  successive  weeks  prior  to  the  Public  Hear¬ 
ing.  The  Secretary,  or  such  staff  member  as  the  Chairman 
shall  designate,  shall  notify  the  applicant  in  a  notice  to 
accompany  Form  6CC  in  which  newspaper  the  applicant  shall 
place  the  notice  to  be  published.  Five  (5)  days  prior  to  such 
hearing  date,  the  applicant  shall  file  a  verified  statement  that 
he  has  so  notified  each  property  owner  and  the  Chairman  of 
the  local  Community  Board  either  by  personal  service  or  by 
certified  mail  and  the  applicant  shall  file  a  copy  of  the  pub¬ 
lished  Notice  with  appropriate  proof  of  publication.  Not  less 
than  fourteen  (14)  days  notice  of  the  said  hearing  shall  be 
given  publication  in  the  Bulletin  of  the  Board. 

5.  On  the  date  set  for  the  Public  Hearing,  the  applicant, 
owner,  his  architect,  engineer,  agent  or  attorney  shall  state 
his  case;  then  the  opposition  shall  be  heard,  and  both  shall 
have  an  opportunity  for  rebuttal. 

6.  .Any  application  that  has  been  denied  after  a  Public 
Hearing  cannot  be  reheard  except  on  new  material  facts 
or  under  a  different  section  of  the  Zoning  Resolution. 

7.  All  persons  directly  and  substantially  affected  by  an 
application  and  who  reside,  lease  or  own  real  property  within 
a  radius  of  400  feet  of  the  center  of  the  lot  of  the  subject 
matter  of  an  application,  except  that  for  one,  two,  and  three 
family  dwellings  the  affected  area  shall  be  defined  as  within 
200  feet  of  the  center  of  the  lot,  may  appear  at  the  Public 
Hearing  and  voice  their  objections  or  approval  in  person  or 
by  agent  or  attorney.  In  lieu  of  an  appearance  in  person  or 
by  an.  agent  or  attorney,  such  persons  may  file  their  views 
in  writing.  Briefs  will  be  accepted  only  if  filed  at  least  five 
(5)  days  before  the  Public  Hearing.  All  persons,  other  than 
property  owners,  directly  and  substantially  affected  by  an 
application  or  described  herein  who  wish  to  be  heard  at  a 
Public  Hearing  on  the  subject  of  the  application  shall  on  or 
before  the  time  of  commencement  of  said  public  hearing 
submit  an  affidavit  attesting  to  their  name,  address  and  length 
of  duration  at  said  premises.  Those  persons  as  described 
above  unable  to  appear  in  person  but  wishing  to  express  a 
position  in  favor  of  or  in  opposition  to  an  application  may 
submit  a  similar  affidavit  in  writing  at  least  five  (5)  days 
before  the  Public  Hearing. 


ARTICLE  VI— APPEALS 

1.  No  appeal  from  any  order,  requirement,  decision  or 
determination  of  the  Commissioner  of  Buildings,  or  any 
Borough  Superintendent  of  the  Department  of  Buildings  or 
the.  Fire  Commissioner  or  from  any  rule  or  regulation  re¬ 
lating  to  the.  construction,  alteration,  demolition,  structural 
changes,  equipment,  occupancy  or  use  of  any  building  or 
structure  or  premises  under  the  Charter  or  the  General 
City  Law  or  any  other  law  under  which  the  Board  has 
jurisdiction  shall  be  entertained  unless  such  appeal  is  filed 
on.  Form  A  with  all  the  data  required  in  such  form,  within 
thirty  (30)  days,  from  the  date  of  the  order,  requirement,  de¬ 
cision  or  determination,  appealed  from,  except  that  minor  ap¬ 
peals  from  orders  or  decisions  may  be  filed  on  Form  A  ac¬ 
companied  by  a  written  description  of  the  premises  and  a 
copy  of  the  order  or  decision.  What  constitutes  minor  appeals 
from  orders  or  decisions  shall  be  determined  by  the  Director. 


ARTICLE  VII— LABOR  LAW  VARIANCES 

1.  No  application  for  a  variance  of  the  Labor  Law,  or  of 
any  rule  adopted  thereunder,  affecting  the  demolition,  con¬ 
struction  or  alteration  of  buildings,  exits  therefrom,  the 
installation  of  fixtures  or  apparatus,  as  authorized  by 
Section  666  of  Chapter  27  of  the  New  York  Citv  Charter, 
shall  be  entertained  unless  it  is  made  on  Form  A,  with  all 
the  data  required  on.  such,  form  within  thirty  (30)  days  of 
the  date  of  the  administrative  order. 
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ARTICLE  VIII— MATERIALS,  APPLIANCES 
AND  METHODS  OF  CONSTRUCTION 

1.  No  application  for  and  approval  of  a  material,  appliance 
or  method  of  construction  shall  be  entertained  unless  it  is 
filed  on  Form  SA/SM,  with  all  the  data  required. 

ARTICLE  IX— ADOPTION  OF  RULES 

1.  No  application  for  the  adoption  or  amendment  to  any 
of  the  rules  of  the  Board  shall  be  entertained  unless  the 
application  is  made  in  writing. 

2.  No  proposed  rule  or  regulation  or  amendment  thereto, 
originating  with  the  Board  or  submitted  to  the  Board  for 
adoption,  shall  be  published  in  the  Bulletin,  until  such  publi¬ 
cation  is  authorized  by  at  least  three  (3)  Commissioners. 

3.  No  resolution  of  the  Board  of  Standards  and  Appeals 
adopting  or  amending  any  rule  or  regulation  under  Section 
666  of  the  Charter  or  any  other  law  shall  be  adopted  unless 
such  proposed  rule  or  regulation  shall  have  been  published  in 
the  Bulletin  of  the  Board  for  at  least  ten  days  prior  to  a 
public  hearing  thereon.  Three  (3)  affirmative  votes  of  the 
Board  shall  be  necessary  for  the  adoption  of  such  resolution. 
No  such  rule  shall  become  effective  until  twenty  (20)  days 
after  publication  in  the  Bulletin. 

ARTICLE  X— ADOPTION  OF  OTHER 
RESOLUTIONS 

1.  Every  resolution  of  the  Board  of  Standards  and  Ap¬ 
peals  suggesting  changes  or  amendments  to  the  law  and 
every  resolution  not  otherwise  provided  for,  shall  require 
at  least  three  (3)  affirmative  votes  for  its  adoption. 

ARTICLE  XI— INSPECTIONS 

1.  In  any  case  in  which  the  Board  may  deem  it  necessary, 
inspection  of  the  premises  in  question  may  be  ordered  by 
the  Board.  Inspection  in  connection  with  zoning  applica¬ 
tions  and  administrative  appeals  shall  be  made  by  a  Commit¬ 
tee  of  not  less  than  two  (2)  Commissioners  and  they  shall 
report  their  findings  to  the  Board  at  any  executive  session, 
prior  to  the  public  hearing  at  which  the  vote  will  be  cast. 
The  committee  may  include  the  Director  and/or  a  staff 
engineer  as  designated  by  the  Board.  Any  Commissioner  of 
the  Board  shall  be  included  in  the  Committee,  upon  his  re¬ 
quest. 

ARTICLE  XII— TESTS 

1.  The  five  (5)  Commissioners  of  the  Board  shall  consti¬ 
tute  the  Supervisory  Committee  on  materials,  appliances  and 
methods  of  construction.  In  any  case  in  which  a  test  is 
required,  the  Director  shall  order  such  test  of  any  material, 
appliance  or  method  of  construction.  Such  tests  shall  be  con¬ 
ducted  according  to  the  rules  adopted  by  the  Board,  or  direc¬ 
tives  of  the  Supervisory  Committee,  and  in  accordance  with 
the  requirements  of  law  for  the  use  of  such  material,  ap¬ 
pliance  or  method  of  construction.  Tests  shall  be  conducted 
in  the  presence  of  such  member  of  the  engineering  staff  as 
the  Director  may  designate.  In  lieu  of  the  above,  tests  made 
of  the  material,  appliance  or  method  of  construction,  by  a 
recognized  standard  testing  laboratory,  City  or  State  depart¬ 
ment,  may  be  acceptable,  but  the  Board  reserves  the  right 
to  be  represented  at  tests  by  a  member  of  the  Engineering 
Staff  or  Board  or  any  other  person  designated  by  the  Super¬ 
visory  Committee.  The  complete  report  of  such  tests  shall 
be  made  to  the  Board  in  writing. 

2.  All  expenses,  including  laboratory  and  traveling  ex¬ 
penses,  of  such  tests  shall  be  borne  by  the  applicant  and  no 
cost  of  such  tests  shall  be  borne  by  the  Board. 

3.  Three  (3)  affirmative  votes  of  the  Board  shall  be 
necessary  for  the  approval  of  such  material,  appliance  or 
method  of  construction. 


ARTICLE  XIII— EXTENSIONS 

Applications  for  extension  of  time  in  which  to  obtain 
permit,  complete  the  work  and/or  obtain  a  Certificate  of 
Occupancy  shall  be  filed  not  more  than  thirty  (30)  days 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date. 

Applications  for  extension  of  the  term  of  variance  or 
special  permits  shall  be  filed  not  more  than  one  (1)  year 
prior  to  nor  more  than  thirty  (30)  days  subsequent  to  the 
expiration  date  of  each  variance  or  special  permit. 

ARTICLE  XIV— RECORDS 

1.  All  applications  and  appeals  shall  be  on  the  required 
forms,  and  all  communications,  reports,  etc.,  relating  thereto 
shall  be  on  sheets  approximately  8T/2  inches  by  11  inches  in 
size.  Plans  shall  be  on  sheets  814  inches  by  11  inches  or 
double  thereof  unless  otherwise  accepted  by  the  Director. 
After  final  disposition,  all  applications  and  appeals  and  other 
papers  appertaining  thereto  shall  be  suitably  bound  and  in¬ 
dexed  and  filed  numerically  in  cabinets.  All  applications  and 
appeals,  shall  upon  application  to  the  clerk  in  charge,  be 
accessible  to  the  public  at  all  reasonable  hours. 

.  2.  All  drawings  shall  be  properly  titled,  numbered,  dimen¬ 
sioned,  dated,  and  otherwise  shall  conform  with  the  instruc¬ 
tion  sheet.  No  drawings  shall  be  accepted  unless  they  bear 
the  _  seal  of  a  registered  architect  or  licensed  professional 
engineer. 

ARTICLE  XV— THE  BULLETIN 

1.  The  Bulletin  of  the  Board  of  Standards  and  Appeals 
shall  be  published  each  week  except  during  recess.  It  shall 
contain : 

(1)  Directory  of  the  Board. 

(2)  Docket  of  cases  filed  since  the  last  publication  of 
the  Bulletin. 

(3)  The  Hearing  Calendar. 

(4)  Notice  of  Hearing  on  proposed  rules  or  the  amend¬ 
ment  of  rules. 

(5)  An  abstract  of  the  minutes  of  each  meeting,  includ¬ 
ing  a  brief  statement  of  the  action  in  each  case, 
with  the  roll  call  thereon  and  the  full  text  of  the 
resolutions  adopted. 

(6)  Index  of  rules  adopted. 

(7)  Such  other  information  as  may  be  of  value  to  the 
public  and  within  the  scope  of  the  work  of  the 
Board. 

2.  The  preparation  and  editing  of  material  for  the  Bulletin 
shall  be  in  charge  of  such  members  of  the  staff  as  shall  be 
designated  by  the  Director. 

3.  The  Bulletin  of  the  Board  of  Standards  and  Appeals  is 
the  official  publication  of  the  Board  in  accordance  with  Sec¬ 
tion  665  of  the  New  York  City  Charter.  Notice  of  hearings 
published  in  such  Bulletin  constitutes  required  legal  notice. 

ARTICLE  XVI— OFFICERS 

1.  The  Chairman,  or  in  his  absence,  the  Vice-Chairman 
shall  preside  at  all  sessions.  The  Chairman,  or  in  his  ab¬ 
sence,  the  Vice  Chairman,  may  designate  another  Commis¬ 
sioner  of  the  Board  to  preside  and  perform  the  duties  of 
the  Chair  at  public  sessions  or  hearings.  If  the  Chairman  and 
Vice  Chairman  are  absent  and  a  quorum  is  present,  they 
shall  choose  a  presiding  officer  from  among  their  number. 

2.  The  Chairman,  subject  to  these  rules,  shall  decide  all 
points  of  order  or  procedure,  at  public  hearings,  unless 
otherwise  directed  by  a  majority  of  the  Board  in  session 
at  that  time. 

3.  The  Chairman  shall,  subject  to  these  rules,  designate  the 
Commissioners  of  the  Board  to  make  inspections  and,  unless 
otherwise  directed  by  the  vote  of  three  (3)  Commissioners 


RULES  OF  PROCEDURE 


of  the  Board,  shall  appoint  any  committee  that  may  be 
deemed  necessary,  except  as  otherwise  provided  in  Article 
XI. 

4.  The  Chairman,  any  Commissioner  and  the  Director 
shall  report  at  executive  sessions  all  pertinent  official  trans¬ 
actions  that  do  not  otherwise  come  to  the  attention  of  the 
Board. 

5.  Administrative  authority  is  vested  in  the  Director,  who 
shall,  subject  to  these  rules,  transact  all  administrative  busi¬ 
ness  of  the  Board,  engage  the  necessary  employees  and 
direct  the  work  of  the  office.  Official  correspondence  relating 
to  administrative  matters  shall  be  signed  by  the  Director. 
All  official  correspondence  relating  to  any  matters  pending 
before  the  Board  on  the  Hearing  Calendar  shall  be  signed 
by  the  Chairman  or  a  member  of  the  Board  or  staff  desig¬ 
nated  by  him.  Incoming  official  correspondence  may  be  sent 
to  the  Chairman,  the  Commissioners  and/or  the  Director. 

6.  Subject  to  these  rules  and  the  supervision  of  the 
Director,  the  Chief  Clerk  shall  have  charge  of  all  accounts 
and  shall  see  that  the  files  and  indices  are  kept  in  proper 
order  and  up  to  date  and  generally  supervise  the  clerical 
work  of  the  office  force. 


7.  Subject  to  these  rules  and  the  supervision  of  the  Direc¬ 
tor,  the  Engineering  Staff  shall  examine  and  report  on  all 
applications  and  appeals,  prepare  proposed  rules  or  revised 
rules  assigned  to  them  by  the  Director,  and  shall  report  on 
the  desirability,  reasons  and  necessity  for  action.  They  shall 
supervise  and  witness  the  tests  conducted  under  the  aupices 
of  the  Board. 

8.  A  complete  stenographic  record  of  the  transactions  at 
public  sessions  shall  be  made  for  the  files,  and  there  shall  be 
prepared  after  each  meeting  for  publication  in  the  Bulletin 
the  abstract  of  the  minutes  which  are  to  appear  in  such  Bul¬ 
letin.  Verbatim  transcripts  of  the  record  or  any  part  thereof 
may  be  made  as  directed  by  the  Chairman  or  the  Director. 

ARTICLE  XVII— RULES  OF  PROCEDURE 

1.  Amendments  to  these  Rules  of  Procedure  may  be  made 
by  the  Board  of  Standards  and  Appeals  at  any  public  hear¬ 
ing,  provided  notice  of  such  amendment  has  been  given  to 
each  Commissioner  of  the  Board  at  least  three  (3)  days  prior 
to  such  session,  either  in  writing  or  by  publication  in  the 
Bulletin.  Any  Rule  of  Procedure  may  be  suspended  at  any 
session  by  the  concurring  vote  of  three  (3)  Commissioners. 


1070 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  Of  lllino 
Att:  Serial  Dept,. 
Urbana,  Ill,  6lS01 


Library 


1072 


!/ 


>336 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  ARARATS 


u  J0  19 7, 


OF  THE  CITY  OF  NEW  YORK 

Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  City  of  New  York 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Street,  9th  Floor.  Manhattan. 

New  York,  N.  Y.  10013 


Vol.  LVI  November  18,  1971 


By  Mail.  65  cents  (Cash  only) 
Single  Copies,  50  cents 


No.  46 


DIRECTORY 


BOARD  OF  STANDARDS  AND  APPEALS 


•>* 

- - - 


CONTENTS 


THOMAS  F.  GALVIN,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 
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Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Novem¬ 
ber  9,  1971,  Affecting  Calendar  Numbers — 


914-50-BZ — Vol.  II  331-71-BZ  558-71-BZ 

58-51-BZ— Vol.  II  332-71-BZ  577-71-BZ 

606-56-BZ  407-71-BZ  317-64-BZ— Vol.  II 

463-56-BZ  408-71-BZ  268-71-BZ 

562-58-BZ  434-71-BZ  374-71-BZ 

279-69-BZ  451-71-BZ  409-71-BZ 

356-70-BZ  467-71-BZ  463-71-BZ 

478-70-BZ  469-71-BZ  490-71-BZ 

261-71-BZ  529-71-BZ  579-71-BZ 


Herman  M.  Karson,  R.  A.,  Deputy  Director 
James  P.  Mulroy.  Secretary 


L 


John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafayette  Street,  9th  Floor,  Manhattan,  New 
York,  N.  Y.  10013. 

fELEPHONE — 566-5 1 74. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No¬ 
vember  9,  1971,  Affecting  Calendar  Numbers— 


477-46-SA 

506-71-SM 

448-71- A 

907-49-SA 

521-71-SM 

509-67-A 

832-56-SA 

538-71-SA 

531-71-A 

400-58-SM 

553-71-SA 

568-71-A 

559-60-SA 

569-71-SA 

637-71-A 

457-61-SA 

623-71-SM 

610-69-A 

901-61-SA 

808-63-SA 

611-69-A 

1208-61-SM 

816-63-SM 

163-71-A 

1-62-SM 

862-63-SM 

171-71-A 

245-62-SM 

869-63-SM 

228-71-A 

486-62-SA 

1067-64-SA 

266-71-A 

32-64-SA 

1292-64-SM 

425-71-A 

175-64-SA 

61-65-SA 

426-71- A 

864-64-SM 

103-65-SA 

446-71-A 

713-68-SA 

322-65-SM 

480-71-A 

301-69-SA 

323-65-SM 

500-71-A 

499-71-SM 

566-71-A 
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DOCKET 

New  Cases  Filed  Up  to  November  9,  1971 

Cal.  No.  Dept.  Premises  Affected 

714-71-A — F.D. — packaging  of  flammable  mixture  known 
as  Nox-Ice  in  12  ounce  metal  cans  with  rip-top  not  in 
compliance  with  the  regulations  of  the  Administrative 
Code. 


715-71-BZ — B.B. — 4901  to  4911  Clarendon  Road  and  691 
to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38,  40,  Borough  of  Brooklyn,  Alt.  No.  1376-71  re¬ 
change  of  use  to  pump  repairs  and  storage,  R4  district. 


716-71-A — B.B. — 4901  to  4911  Clarendon  Road,  and  691 
to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38,  40,  Borough  of  Brooklyn,  Alt.  No.  1376-71,  re¬ 
required  stairs,  live  load,  R4  district. 


717-71-A — F.D. — 58-38  Page  Place,  west  side,  528  feet 
3  inches  north  of  Grand  Avenue,  Block  2603,  Lot  150, 
Maspeth,  Borough  of  Queens,  F.D.  letter  of  10/6/71, 
re-  printing  inks  and  solvents,  M3-1  district. 


718-71-SA — Automatic  Burner  Corporation,  models  FG, 
GG,  and  HG  gas  burner,  manufactured  by  Automatic 
Burner  Corporation,  Appliance. 


719-71-SA — Milton  Roy  Company  m  Roy  controlled  vol¬ 
ume  pump,  R  and  FR  series,  Simplex  and  Duplex  to 
chemically  treat  potable  water  systems  manufactured  by 
Milton  Roy  Company,  Appliance. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan- 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  BuilcF 
mgs,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  HD  — 
Health  Department;  F.D. — Fire  Department. 


DECEMBER  7,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  December  7,  1971,  at  10  o’clock  at  80  La¬ 
fayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

135-46-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morben  Proper¬ 
ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  29, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning 
Resolution,  permitting  in  a  business  use  district,  the  erec¬ 
tion  of  a  building  on  present  existing  gasoline  service 
station  (vacant)  and  proposed  parking  for  more  than  five 
motor  vehicles,  minor  repairs,  brake  testing  and  wheel 
alignment. 

PREMISES  AFFECTED — 3802-3824  Avenue  U  and  2201- 
2211  East  38th  Street,  southeast  corner,  Block  8555,  Lots  37 
and  43,  Borough  of  Brooklyn. 


363-56-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  26, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted,  on  condition  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  local  retail  and  residence  use 


district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  office,  sales  and  storage  of  auto  acces¬ 
sories,  car  washing  (non-automatic)  and  ground  signs, 
parking  of  cars  waiting  to  be  serviced,  show  window  and 
signs  within  75  feet  of  the  residence  use  district;  building 
within  the  required  20  ft.  setback. 

PREMISES  AFFECTED — 228-12  to  228-20  Linden  Boule¬ 
vard  and  117-02  to  117-10  229th  Street,  southwest  corner, 
Block  12745,  Lot  6,  Springfield,  Borough  of  Queens. 

1022-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Theodore  Tannor, 
owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  10,  1971 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  J;he  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  minor  repairs  (hand 
tools  only),  auto  laundry  (non-automatic),  office,  storage 
and  sale  of  auto  accessories  and  parking  for  more  than  5 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED — 305-319  Oakland  Street,  west 
side,  from  India  Street  to  Huron  Street,  222-226  Huron 
Street  and  193-197  India  Street,  Block  2533,  Lot  33, 
Borough  of  Brooklyn. 


408-71-BZ 

APPLICANT — Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 

Laid  over  from  November  9,  1971,  for  hearing  at  the 

request  of  Community  Planning  Board  No.  4. 


457-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Ment 
Brothers  Iron  Works,  owner. 

SUBJECT — Application  June  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district,  at  an 
existing  steel  produce  manufacuring  and  fabrication  plant, 
the  storage  of  finished  products  in  the  open  area. 

PREMISES  AFFECTED — 144  Pilling  Street,  east  side,  100 
feet  south  of  Central  Avenue,  Block  3458,  Lot  32,  Borough 
of  Brooklyn. 


504-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Electro-Knit 
Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of-  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  area  of 
the  second  floor  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2824  to  2840  West  20th  Street, 
west  side,  175  feet  south  of  Neptune  Avenue,  and  2831  to 
2839  West  21st  Street,  Block  7018,  Lot  18,  Borough  of 
Brooklyn. 
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522-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  cellar  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  then  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  minimum  distance 
between  buildings  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 


523-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  front  and  side  yard, 
provide  access  to  entrance  hall  for  wheel  chair  individuals. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 


527-71-BZ 

APPLICANT — Dominick  T.  Farruggio  for  Guy  Volpe, 
owner. 


1  REMISES  AFFECTED — 1598  East  98th  Street,  west  side, 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
T  ork,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor- 
ough^  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

Laid  over  from  November  9,  1971,  to  await  the  deci¬ 
sion  of  the  Court. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  7,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  7,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 


SUBJECT — Application  August  2,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  a  two  family  dwelling  that  encroaches  on 
i  the  required  rear  yard. 

PREMISES  AFFECTED — 1760  57th  Street,  south  side, 
200.0  feet  west  of  18th  Avenue,  Block  5498,  Lot  30,  Borough 
of  Brooklyn. 

545-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rownet  Incorpo- 
|  rated,  owner. 

!  SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
Zoning  Resolution,  to  permit  in  a  C2-4  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
^  accessory  uses. 

'  PREMISES  AFFECTED — 4109  to  4119  Third  Avenue  and 
4115  Official,  523  Cross  Bronx  Expressway,  northwest 
■  corner.  Block  2923,  Lot  37,  Borough  of  The  Bronx. 

595-71-BZ 

'  APPLICANT — Louis  Perretta,  owner, 
j  SUBJECT — Application  September  1,  1971 — decision  of  the 
I  Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
l  Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
>  establishment  with  accessory  repairs. 

PREMISES  AFFECTED — 5312  21st  Avenue,  west  side,  100 
l  feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
i  Brooklyn. 

597-71-BZ 

I  APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 
SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


163-71-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT  Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED— Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 


588-69-A — Vol.  II 

APPLICANT  Charles  A.  Muller  for  Consolidated  Edison 
Company  of  New  York,  Incorporated. 

SY£-IECT~Application  re°P.ened  as  Volume  II,  October  19, 
W71— appeal  from  a  decision  of  the  Fire  Commissioner 
re-  105.000  gallon  number  2  fuel  oil  tank. 

AFFECTED — 7-02  to  7-68  36th  Avenue  and 
ni?  }?,  Vernon  Boulevard,  southwest  corner, 

Block  356,  Lot  1,  Ravenswood,  Borough  of  Queens, 
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646-71-A 

APPLICANT — Frank  A.  Vaccaro  for  John  Stallona,  owner. 

SUBJECT — Application  October  1,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 97  Douglas  Road,  east  side, 
209.07  feet  north  of  Ocean  View  Section  of  Douglas  Road 
and  Right  of  Way,  Block  831,  Lot  170,  Emerson  Hill, 
Borough  of  Richmond. 


647-71-A 

APPLICANT — Frank  A.  Vaccaro  for  A.  J.  Carrier,  owner. 
SUBJECT — Application  October  1,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 2  Whitwell  Place,  south  side, 
127.34  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  161, 
Todt  Hill,  Borough  of  Richmond. 


662-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 


709-71-A 

APPLICANT — Department  of  Public  Works  City  of  New 
York  for  Department  of  Correction  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler 
system  and  Tabular  Limits. 

PREMISES  AFFECTED — Adult  Housing  Wing,  Rikers 
Island,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 


710-71-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York  for  Department  of  Correction  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem  and  Tabular  Limits. 

PREMISES  AFFECTED — Rikers  Island  N.B.  25  Support 
Facility,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 


711-71-A 

APPLICANT — Department  of  Public  Works  City  of  New 
York  for  Department  of  Correction  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem  and  Tabular  Limits, 


PREMISES  AFFECTED — Adolescent  Housing  Wing,  Ri¬ 
kers  Island,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  14,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  December  14,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

885-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  retail  and  residence  use  district,  the  ex¬ 
tension  of  a  proposed  parking  lot  for  more  than  five  (5) 
motor  vehicles  into  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED— 2490-2494  (2492  official)  Bel¬ 
mont  Avenue  east  side,  90  feet  north  of  East  189th  Street, 
Block  3091,  Lots  5  and  6  Borough  of  The  Bronx. 


451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner  Carl  Kuntzler,  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 

Laid  over  from  November  9,  1971,  for  hearing  at  the 
request  of  Community  Planning  Board  No.  11  and  the 
objectors. 


166-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Larry 
Lawrence,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  in  an  exist¬ 
ing  one  story  auto  repair  shop  previously  before  the  Board, 
the  addition  to  the  uses  to  include  body  repairs. 

PREMISES  AFFECTED — 3413  to  3415  Fort  Hamilton 
Parkway,  south  side,  150  feet  east  of  Chester  Avenue, 
Block  5303,  Lot  15,  Borough  of  Brooklyn. 


517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  ex¬ 
tension  in  use  of  an  existing  plastics  manufacturing  estab¬ 
lishment  and  the  erection  of  a  second  floor  for  residential 
use  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  into  the  front  and  side  yards. 

PREMISES  AFFECTED — 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 
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518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

_ 

555- 71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67, 
Castleton  Corners,  Borough  of  Richmond. 

556- 71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — filed  pursuant  to 

!  Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side  43.38 
feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

578-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Felicia  Schenkel, 
owner. 

r  t 

jj  SUBJECT  Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
1  73-212  of  the  Zoning  Resolution,  to  permit  in  a 

C2-3  district,  on  a  plot  with  two  existing  automotive 
service  stations,  the  reconstruction  to  provide  for  one 
automotive  service  station  with  accessory  uses. 


PREMISES  AFFECTED — 833  to  847  4th  Avenue,  south¬ 
east  corner  of  30th  Street,  Block  673,  Lots  1  and  5,  Bor¬ 
ough  of  Brooklyn. 


607-71-BZ 

APPLICANT — Fred  E.  Hertan  for  Fisher  Brothers  47th 
Company,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-7T  and  C6-6T 
district,  in  a  42  story  office  building  presently  under  con¬ 
struction,  the  conversion  of  portions  of  the  mechanical 
equipment  space  to  offices  that  creates  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 1181  to  1197  Avenue  of  the 
Americas,  and  101  to  115  West  46th  Street,  northwest 
corner,  and  100  to  112  West  47th  Street,  Block  999, 
Lots  24,  29,  129,  30,  31,  36,  39  and  40,  Borough  of  Man¬ 
hattan. 


678-71-BZ 

APPLICANT — William  H.  Ince  for  Lucid  Operating  Cor¬ 
poration,  owner;  Chester  J.  Trumbo,  lessee. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-4  district,  the  maintenance 
of  a  funeral  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 100  St.  Nicholas  Avenue,  north¬ 
east  corner  of  West  115th  Street,  Block  1825,  Lot  1, 
Borough  of  Manhattan. 

713-71-BZ 

APPLICANT— Edward  J.  Hurley  for  A.  Peltz  and  Sons, 
Incorporated,  owner. 

SUBJECT — Application  November  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  and  R6  district, 
the  enlargement  in  area  of  an  existing  food  manufacturing 
and  freezing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED— 1241  to  1249  Randall  Avenue, 
628  Barretto  Street,  northwest  corner  and  615  Manida 
Street,  Block  2765,  Lots  232,  228  and  227,  Borough  of 
The  Bronx. 


THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  9,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 

Tuesday  morning  and  afternoon  October  26,  1970,  were 

approved  as  printed  in  the  Bulletin  of  November  4,  1971, 

Vol.  56,  No.  44, 

914-50-BZ — V ol.  II 

APPLICANT — Charles  M.  Spindler  for  Sara  Mandel  Lakin 
and  Malcolm  L.  Bennet,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  23, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  the  erection 
and  maintenance  of  a  gasoline  service  station,  lubritorium, 
auto  laundry  (non-automatic)  minor  auto  repair  shop  with 
hand  tools  only  and  parking  of  motor  vehicles  awaiting 
service. 

PREMISES  AFFECTED — 102-06  Metropolitan  Avenue, 
southeast  corner  of  71st  Avenue,  Block  3900,  Lot  1,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  23,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
23,  1956,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  23,  1971, 
to  permit . . . ;  on  condition  that  the  sidewalks  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  327-56) 


58-51-BZ— Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  General  Linen 
Supply  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
21  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
C  area  district,  at  an  existing  wet  wash  laundry,  the  erec¬ 
tion  of  a  one  story  building  for  accessory  parking  and  office 
that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED — 441-477  Prospect  Avenue,  north 
side,  148  feet  6  inches  east  of  8th  Avenue,  Block  1113, 
Lots  61,  62,  73  and  77,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  May  28,  1963,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  September  29,  1970;  and 

Whereas,  the  resolution  was  amended  on  September  29, 
1970;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  28, 
1963,  as  amended  through  September  29,  1970,  by  adding 
thereto : 

“that  the  fence  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  Octo¬ 
ber  19,  1971’,  one  sheet,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  4632-50) 


606-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Malcolm  L.  Ben¬ 
nett  and  Sara  Mandel  Lakin,  owners. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  January  22,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection  of 
a  gasoline  service  station,  lubritorium,  auto  laundry,  non 
automatic,  minor  auto  repair  shop  with  hand  tools  only, 
parking  of  motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 63-07  Broadway,  northwest  cor¬ 
ner  of  64th  Street,  entire  block  bounded  by  Broadway, 
35th  Avenue  from  63rd  to  64th  Streets,  Block  1190,  Lot  41, 
Jackson  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  22,  1957,  on  certain  conditions;  and 

W hereas,  a  public  hearing  was  held  on  this  application  on 
November  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
22,  1957,  as  amended  through  March  5,  1957,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  January  22,  1972, 
to  permit  on  condition  that  the  sidewalks  and  curbs 
be  repaired  in  accordance  with  the  rules  and  regulations 
of  the  Department  of  Highways ;  that  other  than  as 
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herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (N.B.  326-56) 


463-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Malcolm  L.  Bennet, 
Sara  Mandel  Lakin,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  30, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7f,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  of  a  gasoline  service  station  with  accessory  uses 
of  car  washing,  minor  motor  vehicle  repairs,  sales  of  acces¬ 
sories  and  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED— 35-02  to  35-10  (35-06  official) 
Junction  Boulevard,  and  95-08  to  95-16  35th  Avenue,  south¬ 
west  corner,  Block  1469,  Lot  10,  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE) — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  30,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
30,  1956,  as  amended  through  February  25,  1964,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  30,  1971, 
to  permit  .  .  .;  on  condition  that  the  premises,  including 
all  landscaping,  be  properly  maintained;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  1384-56) 

562-58-BZ 

APPLICANT — Jo'seph  B.  Lynch  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

1  SUBJEC  T — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  March  3,  1971 
and  for  amendment — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition,  under  Section  7c 
°f  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  reconstruction  and  extension  in  area  of  an 
existing  gasoline  service  station  for  use  as  car  wash,  non¬ 
automatic,  office  and  accessory  sales,  minor  repairs  with 
hand  tools  only  and  parking  and  storage  of  motor  vehicles. 
PREMISES  AFFECTED— 70-02  to  70-20  (70-06  official) 
Eliot  Avenue,  south  side,  from  70th  to  71st  Streets,  61-01 
to  61-13  70th  Street  and  61-02  to  61-14  71st  Street,  Block 
2927,  Lot  1,  Elmhurst,  Borough  of  Queens. 

;  APPEARANCES— 

For  Applicant :  Joseph  B.  Lynch. 

ACTION  OF  BOARD — Application  reopened,  time  to  com¬ 
plete  work  extended  and  resolution  amended. 


THE  VOTE) — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1959,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  March  3,  1970,  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work  and  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  21, 
1959,  as  amended  through  March  3,  1970,  by  adding  thereto: 
“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  Octo¬ 
ber  20,  1971’,  three  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  1788-59) 


279-69-B  Z 

APPLICANT — Lama  and  Vassalotti  for  Texaco,  Incorpo¬ 
rated,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  time  to  complete,  which  expires  October  28,  1971 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  an  R3-2  district,  at  an  existing 
automotive  service  station  previously  before  the  Board,  the 
rehabilitation  to  include  minor  auto  repairs  and  the  park¬ 
ing  of  cars  awaiting  service. 

PREMISES  AFFECTED— 5801  Amboy  Street,  2  to  8 
Foster  Road,  northwest  corner,  Block  6896,  Lot  53,  Princes 
Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  28,  1969,  on  certain  conditions :  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  last  on  December  1,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  reopen  and  amend  the  resolution  adonted  on  October 
28,  1969,  as  amended  through  December  1,  1970  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  October  28,  1971.”  (Alt.  18-69) 

356-70-BZ 

APPLICANT — George  Fuchs  for  Ann  R.  Vissicchio, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  November  17, 


1079 


MINUTES 


1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  an  R4  district,  the  erection  of 
a  one  story  office  and  warehouse  building. 

PREMISES  AFFECTED— 1820-1824  Hart  Street,  south 
side,  100.07  feet  west  of  Onderdonk  Avenue,  Block  3422, 
Lots  17,  19  and  21,  Ridgewood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  George  Fuchs. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  17,  1970  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  17,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  17,  1971.”  (N.B.  175-70) 


478-70-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Ebthel  Housing 
Development  Fund  Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  November 
10,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R7-2  district,  the 
erection  of  a  six  story  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio  and  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room. 

PREMISES  AFFECTED — 36-50  West  132nd  Street,  south 
side,  385  feet  west  of  Fifth  Avenue,  Block  1729,  Lots  52, 
53,  54,  55,  56,  152  and  153,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  10,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  10,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  10,  1971.”  (N.B.  41-70) 

261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberta  Aguilar, 
owner. 


SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 
Lot  49,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  10  A.M.,  for  continued  hearing. 

331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  presently 
developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  S.  Weinstein. 

For  Opposition:  A.  Capozzoli,  P.  La  Morte,  M.  De  Nettes, 
Frank  J.  D’Amato,  Pia  M.  Miller  and  John  Zenir. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  furnish  addi¬ 
tional  information  to  Board. 


332-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED— 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  10  A.M.,  to  await  the  decision  of  the  Court. 


407-71-BZ 

APPLICANT — Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1791 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  S.  A.  Caradonna. 

For  Opposition:  Charles  W.  Ernst,  George  Whetham, 
Sofie  Wittene,  Harry  C.  Whelpley,  William  Behrens 
and  Adolph  Bier. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.,  for  decision ;  hearing  previously  closed. 

408-71-BZ 

APPLICANT — Hector  Ferreras  for  Domber  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 

(APPEARANCES— 

For  Applicant:  Michael  Szubiak. 

For  Opposition:  James  J.  Wedick. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  4. 


434-71-BZ 

APPLICANT — Peter  R.  Gray  for  Henry  J.  Meyers,  owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  enlargement  in  area  of  an 
existing  group  medical  center  that  encroaches  on  the  re¬ 
quired  front  and  side  yard. 

PREMISES  AFFECTED — 83-91  Woodhaven  Boulevard, 
east  side,  70.73  feet  north  of  Parkland  South,  Block  8890, 
Lots  6  and  10,  Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  9. 

451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner,  Carl  Kuntzler;  lessee. 

,  SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement 
in  lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 1771  to  1791  Bay  Ridge  Ave¬ 
nue,  northwest  corner  of  18th  Avenue,  Block  6215,  Lot  478, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

For  Opposition:  Ronald  F.  Tutrone. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  11  and  the  objectors. 

467-71-BZ 

APPLICANT — Norman  Reifman  for  Raymond  E.  Esposito, 
Linda  E.  Esposito,  and  Edith  Esposito,  owners;  Save  Way 
Midway,  Incorporated,  lessee. 


SUBJECT— Application  July  2,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  C4  district,  the  re¬ 
habilitation  and  rearrangement  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 5601  Main  Street,  south  side 
150  feet  east  56th  Avenue,  Block  5165,  Lot  28,  Flushing! 
Borough  of  Queens. 

APPEARANCES— 

E°r  Applicant :  Howard  Miller,  Norman  L.  Reiffman 
and  Gene  Shapir. 

For  Opposition:  Albert  A.  DuPont,  Raymond  G.  Wells 
Florence  E.  Wells,  Armand  D’Angelo  and  William  b’ 
Groat,  III. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.,  for  decision;  hearing  closed;  premises  previ¬ 
ously  inspected. 


469-71-BZ 


APPLICANT  Vito  J.  Tricarico  for  Richard  Turchiano 
owner. 


SUBJECT  Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
second  story  to  an  existing  contractors  establishment  pre¬ 
viously  before  the  Board  that  creates  non-compliance  in 
floor  area  ratio. 


PREMISES  AFFECTED— 2119  to  2125  Coyle  Street,  east 
side,  160  feet  south  of  Avenue  U,  Block  7368  Lot  65 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition:  None. 

A(I  J  BOARD— Laid  over  to  November  23,  1971  at 

.  for  continued  hearing.  Applicant  to  furnish  addi¬ 

tional  information  to  Board. 


529-71-BZ 

APPLICANT  Leo  j).  Fakler  for  DGGV  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  and  cellar  supermarket  with  accessory  park¬ 
ing  in  the  open  area. 

PREMISES  AFFECTED — 84-12  97  Avenue,  southeast  cor- 
ner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  9. 


558-71-BZ 

APPLICANT — Albert  Melniker  for  Gennaro  Bifulco,  Jr., 
Umberto  Bifulco,  owners. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution, _  to  permit  in  an  R3-2  district,  the  rearrangement  of 
an  existing  nursery  and  greenhouse  establishment  and  the 
addition  to  the  uses  to  include  the  sale  of  agricultural  prod¬ 
ucts  produced  off-site. 
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PREMISES  AFFECTED — 1949  Richmond  Avenue,  east 
side,  1774.08  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  1,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition :  Harold  J.  Siegel. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.,  for  decision;  hearing  closed;  premises  previ¬ 
ously  inspected. 


577-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Cosmetology  Pub¬ 
lishing  Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  expan¬ 
sion  of  an  existing  printing  establishment  previously  before 
the  Board  into  an  adjoining  building  and  the  erection  of  a 
second  floor  for  use  as  offices. 

PREMISES  AFFECTED— 3839  to  3851  White  Plains 
Road,  southwest  corner  of  East  221st  Street,  Block  4655, 
Lot  43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Benjamin  Zloehamer, 
Thomas  R.  Severance  and  William  Kloepfer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.,  for  decision;  hearing  closed;  premises  previ¬ 
ously  inspected. 


317-64-BZ— Vol.  II 

APPLICANT — Herman  Sands  for  Heingartner  Associates, 
Incorporated,  owner. 

SUBJECT — Application  reopened  June  22,  1971  as  Volume 
II — decision  of  the  Borough  Superintendent,  under  Section 
11-412  of  the  Zoning  Resolution  and  Section  666  of  the 
New  York  City  Charter,  to  permit  in  an  R5  district,  the 
erection  of  a  one  story  cellar  and  mezzanine  enlargement 
to  an  existing  automobile  sales  and  service  establishment 
previously  before  the  Board  and  with  additional  business 
entrances  and  signs. 

PREMISES  AFFECTED— 2166  to  2216  Coney  Island  Ave¬ 
nue,  923  to  937  Avenue  S,  northwest  corner,  Block  6685, 
Lot  34,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Stuart  Cantor  and  Irwin  Emerman. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  28,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1971;  then  to  November 
9,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  26,  1971,  acting  on  Alt.  Applic.  463/1964,  reads : 

“1.  On  a  lot  located  in  an  R5  district  and  previously 
subject  to  B.S.A.  variance  under  Cal.  #18-37-BZ,  the 
proposed  demolition  of  existing  buildings  and  enlarge¬ 


ment  of  an  existing  automobile  showroom,  offices,  serv¬ 
icing  of  new  and  used  cars  and  trucks,  new  and  used  cars 
conditioning,  parts  sales  and  welding,  brake  testing,  body 
shop,  paint  booth,  front  end,  tool  room,  machine  shop, 
locker  room,  car  and  truck  storage,  public  garage,  park¬ 
ing  of  customers’  cars  and  trucks  waiting  to  be  serviced, 
gas  pump  for  Owners  use  only  to  include  accessory 
parking  and  storage  of  motor  vehicles,  sale  and  display 
of  new  and  used  cars,  loading  and  unloading  berth  in 
open  area  is  contrary  to  Section  22-10  of  Z.  R.  and  con¬ 
trary  to  B.  S.  A.  variance  under  Cal.  No.  18-378-BZ. 

2.  In  an  R5  district  there  are  no  bulk  regulations 
for  non-conforming  uses  and  proposed  enlargement  is 
referred  to  B.  S.  A.  for  applicable  bulk  regulations — 
Section  11-112  Z.  R. 

3.  Proposed  additional  curb  cuts  and  signs  for  the 
enlargement  of  non-conforming  uses  are  contrary  to 
Section  22-00  Z.  R.  in  an  R5  district. 

4.  In  an  R5  district  there  are  no  parking  or  loading 
berth  requirements  for  non-conforming  use  and  must  be 
referred  to  B.  S.  A. — Section  11-112  Z.  R. 

5.  Structural  alterations  to  a  non-conforming  use 
are  contrary  to  Section  52-22  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use  within  the  building 
and  the  enlargement  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
the  erection  of  a  one-story,  cellar  and  mezzanine  and  service 
establishment  previously  before  the  Board  and  with  addi¬ 
tional  business  entrances  and  signs,  on  condition  that  the 
premises  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  April  26,  1971,”  8  sheets,  and  “September 
27,  1971,”  4  sheets ;  on  further  condition  that  there  be  no 
roof-mounted  illuminated  signs  facing  Avenue  S,  and  that 
the  new  parking  area  will  be  indirectly  lighted  by  shielded 
lamps  facing  the  parking  area,  away  from  the  property  lines 
and  away  from  all  adjacent  property,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


268-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joe  Mucciolo, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  and  R4  district,  the  com¬ 
pletion  of  a  building  for  use,  as  an  automobile  repair 
shop  extending  into  the  R4  district. 

PREMISES  AFFECTED — 28  to  32  Marginal  Street  West, 
west  side,  154.1114  feet  north  of  Bushwick  Avenue,  Block 
3483,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner  Klein 

and  Commissioner  Madigan .  3 

Negative:  Chairman  Galvin  and  Commissioner  Nolan  ..  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  14,  1971,  after  due  notice  by  publication  in  the 
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Bulletin;  laid  over  to  September  28,  1971;  then  to  October 
26,  1971 ;  then  to  November  9,  1971 ;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  14,  1971,  acting  on  N.  B.  Applic.  20/1963,  reads: 

“1.  The  proposed  building  to  be  used  for  Automobile 
repairs  in  Use  Group  16  and  to  be  located  partly  in  an 
Ml-1  Zone  and  partly  in  an  R4  Zone,  is  not  permitted 
as  of  right  in  an  R4  Zone,  contrary  to  22-10  of  the  Zon¬ 
ing  Resolution. 

2.  Refer  all  bulk,  loading  and  parking  requirements 
for  the  R4  portion  of  the  lot  to  the  Board  of  Standards 
and  Appeals.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W  hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  dif¬ 
ficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  the  application  be  and  it  hereby  is  granted  under  Section 
I  72-21  of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  and 
R4  district,  the  completion  of  a  building  for  use  as  an  auto- 
■  mobile  repair  shop  extending  into  the  R4  district,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  April  29,  1971,”  4  sheets,  and 
“October  19,  1971,”  1  sheet,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  shall  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


374-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Edward  DiBene- 
detto,  owner. 

1  SLTBJECT — Application  June  1,  1971 — decision  of  the  Bor- 
•  ough  Superintendent,  under  Sections  11-412  and  72-21  of 
the  Zoning  Resolution,  to  permit  in  a  C2-2  and  R3-2  dis¬ 
trict,  at  an  existing  automobile  sales  and  service  establish¬ 
ment  previously  before  the  Board,  the  addition  to  the  use 
to  include  the  parking  of  new  cars. 

PREMISES  AFFECTED — 205-11  Northern  Boulevard, 
north  side,  from  43-02  to  43-46  Clearview  Expressway, 
43-25  to  43-31  205th  Street,  Block  6269,  Lots  9  and  20, 
Bayside,  Borough  of  Queens. 

i  APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
!  BOARD — Opposed  to  the  application. 

’  ACTION  OF  BOARD — Application  denied. 

!  THE  VOTE  TO  GRANT— 


Affirmative :  .  0 

|  Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
l  Commissioner  Madigan  and  Commissioner  Nolan  ....  4 
Not  Voting:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


W  hereas,  a  public  hearing  was  held  on  this  application  on 
October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1971,  acting  on  Alt.  Applic.  735/1970,  reads: 

“1.  Proposed  change  of  use  is  contrary  to  Sec.  22-00 
and  Sec.  52-34  of  the  Zoning  Resolution. 

2.  Lack  of  front  yard  is  contrary  to  Sec.  23-45  of 
Z.  R.  Note :  Variance  previously  granted  under  Cal. 
566-63-BZ.” 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding(s)  c  and  e  under 
Section  72-21  of  the  Zoning  Resolution. 

W hereas,  the  Board  finds  that  this  is  not  an  appropriate 
case  in  which  to  permit  under  Section  11-412  of  the  Zoning 
Resolution  the  extension  in  the  present  use. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  18,  1971,  acting  on  Alt.  Applic.  No.  735/1970, 
Objections  1  and  2,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


409-71-BZ 

APPLICANT — Stanley  A.  Applebaum  for  St.  Charles 
Church,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-452  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  the  enlargement 
in  area  of  an  accessory  off-site  parking  facility  for  a 
church  previously  before  the  Board. 

PREMISES  AFFECTED — 215  Penn  Avenue,  northwest 
corner  Hylan  Boulevard,  Block  4278,  Lot  5,  New  Dorp, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Stanley  Applebaum. 

For  Opposition :  John  Failla  and  Christina  Failla. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application  (conditionally). 
ACT  ION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  q 

THE  RESOLUTION— 


W hereas,  a  public  hearing  was  held  on  this  application  on 
October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  25,  1971,  acting  on  Alt.  Applic.  218/1969,  reads : 

“22.  An  approval  was  granted  by  the  Board  of 
Standards  and  Appeals,  for  the  construction  of  an  off¬ 
site  accessory  parking  facility  for  a  church  located  in  an 
R3-1  Residence  District  on  the  above  premises  under 
Cal.  No.  125-70-BZ. 

A  new;  application  and  plan  has  been  filed  herewith 
for  an  additional  amount  of  parking  space,  and  as  same 
would  be  contrary  to  the  approval  granted  under  the 
above  Cal.  No.,  this  application  must  be  referred  back  to 
the  Board.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-452  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-452  of  the  Zoning  Resolution,  to  permit  en¬ 
largement  in  area  of  an  accessory  off-site  parking  facility 
for  a  church  previously  before  the  Board,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica- 
tion  marked  Received  June  11,  1971,”  2  sheets;  on  further 
condition  that  a  12-foot  high  perennial  landscaping  of  hem- 
ock  be  densely  planted  in  all  interior  lot  lines,  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with 
and  that  substantial  construction  be  completed  within  one 
year  from  the  date  of  this  resolution. 


* 
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463-71-BZ 

APPLICANT — William  Weinpahl. 

SUBJECT — Application  June  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  2  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio  and  open  space  ratio. 

PREMISES  AFFECTED— 2710  Avenue  M,  south  side,  60 
feet  east  of  East  27th  Street,  Block  7663,  Lot  47,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Weinpahl. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application  (conditionally). 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  28,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1971;  then  to  November  9, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1971,  acting  on  Alt.  Applic.  898/1971,  reads : 

“1.  The  proposed  enlargement  of  an  existing  non- 
conforming  2  family  residence  within  an  R2  District  in¬ 
creases  the  degree  of  non-compliance  of  the  buildings 
with  respect  to  required  open  space  and  maximum  per¬ 
mitted  floor  area  and  is  contrary  to  Section  52-40,  54-31 
&  23-141  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  the 
erection  of  a  one-story  enlargement  to  an  existing  2-family 
dwelling  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio  and  open  space  ratio,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  June  30,  1971,”  10  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


490-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  L.  B.  Oil  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-211  of  the  Zoning 
Resolution,  to  permit  in  a  C2-4  district,  the  reconstruction 
and  rehabilitation  of  an  automotive  service  station  with 
accessory  uses  previously  before  the  Board. 

PREMISES  AFFECTED — 2203  to  2209  Amsterdam  Ave¬ 
nue,  and  490  to  498  West  1 70th  Street,  southeast  corner, 
Block  2112,  Lot  26  Boroueh  of  Manhattan. 


APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


579-71-BZ 

APPLICANT — Kenneth  W.  Milnes  for  Weissglass  Gold 
Seal  Dairy  Corporation,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  73-33 
of  the  Zoning  Resolution,  to  permit  in  an  Ml-1  district, 
at  an  existing  dairy  previously  before  the  Board,  the  en¬ 
largement  in  area  of  the  accessory  building  and  the  instal¬ 
lation  of  tanks  for  the  storage  of  non-flammable  liquids. 

PREMISES  AFFECTED — 2014  Forest  Avenue,  southeast 
corner  of  Coonley  Avenue,  Block  1696,  Lot  8,  Mariners 
Harbor,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Peter  W.  Diffendale. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1971,  acting  on  Alt.  Applic.  163/1970,  reads: 

“1.  Amendment  filed  July  15,  1971  describing  the 
proposed  installation  of  two  silo  type,  unenclosed,  milk 
storage  tanks. 

Storage  of  products  within  200  feet  of  a  Residence 
District  boundary  outside  of  completely  enclosed  build¬ 
ings  is  contrary  to  Sect.  42-421  Zoning  Resolution. 

“A  Special  Permit  by  the  Board  of  Standards  and 
Appeals  is  required  to  permit  the  storage  of  non-flamma¬ 
ble  liquids  in  tanks  to  be  located  no  closer  than  100  feet 
from  a  Residence  District  boundary.  Sect.  73-33  Zoning 
Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-33  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  and 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grants  a  Special  Per¬ 
mit  under  Section  73-33  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-1  district,  at  an  existing  dairy  previously  before 
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the  Board,  the  enlargement  in  area  of  the  accessory  building 
and  the  installation  of  tanks  for  the  storage  of  non-flammable 
liquids,  on  condition  that  all  work  shall  conform  to  drawings 
filed  with  this  application  marked  “Received  August  31,  1971,” 
5  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  cpmplied  with  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 

Adjourned:  12:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  9,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and  Commis¬ 
sioner  Nolan. 

477-46-SA 

APPLICANT — Westinghouse  Electric  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

477-46-SA — Amendment  to  resolution  as  to  additional  models 
of  washing  machines. 

Westinghouse  Electric  Corporation,  Mansfield,  Ohio  re¬ 
quested  that  the  resolution  adopted  December  10,  1946  and 
as  amended  at  various  times  through  October  15,  1969  under 
Cal.  No.  477-46-SA  be  reopened  and  amended  so  as  to  include 
additional  models  of  washing  machines. 

,  PROPOSED  USE:  Washing  machines. 

DESCRIPTION  :  The  requested  Models  RC-10,  RCM-10, 

1  TLA15A1,  TLA15B1,  TLA15C1  and  FLA14  with  suffix 
letter  and  number  to  denote  color  are  identical  internally  with 
the  presently  approved  models,  differing  only  as  to  external 
f  styling  and  the  addition  of  a  “door  lock”  feature  on  the  RC 
and  FLA  models. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
!  mends  that  the  resolution  adopted  December  10,  1946  and  as 
;  amended  at  various  times  through  October  15,  1969  under 
1  Cal.  477-46-SA  be  reopened  and  amended  so  as  to  include 
i  the  additional  models  as  herein  described  namely  RC-10 
RCM-10,  TLA15A1,  TLA15B1,  TLA15C1  and  FLA14  on 
i  condition  that  the  requirements  of  the  resolution  adopted 
December  10,  1946  and  as  amended  through  October  15, 
w  1969  under  Cal.  477-46-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
:  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
,  are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number, 
r  Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  .or  to  submit  the  annual  affidavit  will  be  cause 
,  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


907-49-SA 

APPLICANT — R.  W.  Beckett  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

AC  I  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

907-49-SA — Amendment  to  resolution  as  to  additional  model 
oil  burner  and  additional  trade  name. 

R.  W.  Beckett  Corporation,  Elyria,  Ohio  requested  that 
the  resolution  adopted  May  2,  1950  and  as  amended  at  various 
times  through  April  27,  1971  under  Cal.  907-49-SA  be  re¬ 
opened  and  amended  so  as  to  include  an  additional  model  oil 
burner  and  permission  to  market  under  an  additional  trade 
name. 

PROPOSED  USE:  Gun  type  oil  burner. 

DESCRIPTION :  The  requested  Model  AF  is  basically 
the  same  as  the  presently  approved  Model  A  except  for  a 
modification  of  the  air  cone. 

The  applicant  also  requests  that  this  burner  may  be  mar¬ 
keted  by  Gulf  Oil  Corporation  under  the  trade  name  Econo¬ 
jet  Model  EJ-B  and  by  Humble  Oil  and  Refining  Company 
under  the  trade  name  Esso. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  2,  1950  and  as 
amended  at  various  times  through  April  27,  1971  under  Cal. 
907-49-SA  be  reopened  and  amended  so  as  to  include  the 
additional  oil  burner;  Model  AF  and  to  permit  this  burner 
to  be  marketed  by  Gulf  Oil  Corporation  under  the  trade 
name  of  Econojet  Model  EJ-B  and  by  Humble  Oil  and  Re¬ 
fining  Company  under  the  trade  name  Esso  on  condition  that 
all  installations  comply  with  the  requirements  of  Articles  14 
and  15  Building  Code  of  the  City  of  New  York  and  the  re¬ 
quirements  of  the  resolution  adopted  May  2,  1950  and  as 
amended  through  April  27,  1971  under  Cal.  907-49-SA  are 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

.  Asst.  Engr., 
Committee  on  Test. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


832-56-SA 

APPLICANT — Bradford- White  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Sidney  SchwTartz. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
832-56-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer  and  additional  trade  names. 

Bradford- White  Corporation,  Philadelphia,  Pennsylvania 
requested  that  the  resolution  adopted  April  5,  1960  under 
Cal.  832-56-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner -manufacturer. 

PROPOSED  USE:  Gas  fired  water  heater. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  heaters. 

Bradford- White  Corporation  has  submitted  an  affidavit 
showing  the  various  transactions  that  transpired  from  the 
date  of  the  original  application  to  February  1968  at  which 
time  the  corporation  became  known  as  Bradford- White  Cor¬ 
poration. 

Bradford- White  Corporation  also  requested  that  the  ap¬ 
proved  heaters  be  marketed  under  the  following  trade  names  : 
Bradford,  Lawson,  Hoffman,  White,  Waldorf  and  Pennsyl¬ 
vania. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  April  5,  1960  under  Cal. 
832-56-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer ;  new  owner-manufacturer  being 
Bradford-White  Corporation  and  to  permit  the  approved 
heaters  to  be  marketed  under  the  additional  trade  names 
Bradford,  Lawson,  Hoffman,  White,  Waldorf  and  Pennsyl¬ 
vania  on  condition  that  the  requirements  of  the  resolution 
adopted  April  5,  1960  under  Cal.  832-56-SA  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


400-58-SM 

APPLICANT — Keene  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Bruce  A.  Ersek. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

400-58-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Keene  Corporation,  Trenton,  New  Jersey  requested  that 
the  resolution  adopted  July  14,  1959  and  as  amended  through 
September  24,  1963  under  Cal.  400-58-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Component  part  of  fire  resistive  floor 
construction. 

DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terial  used  nor  in  the  method  of  manufacture  of  the  tiles. 

Keene  Corporation  have  submitted  an  affidavit  stating  that 
they  have  acquired  the  rights,  assets,  etc.  of  Baldwin-Ehret- 
Hill  and  Baldwin-Ehret-Hill  is  a  wholly  owned  subsidiary 
but  remains,  as  previously,  an  operating  corporation  so  that 
the  new  owner  manufacturer  is  known  as  Keene  Corpora¬ 
tion,  Sound  Control  Division  of  Baldwin-Ehret-Hill  Incor¬ 
porated,  a  subsidiary  of  Keene  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  14,  1959  and  as 
amended  through  September  24,  1963  under  Cal.  400-58-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer,  new  owner-manufacturer  being  Keene  Corpo¬ 
ration,  Sound  Control  Division  of  Baldwin-Ehret-Hill  In¬ 
corporated,  a  subsidiary  of  Keene  Corporation  on  condition 
that  the  requirements  of  the  resolution  adopted  July  14,  1959 
and  as  amended  through  September  24,  1963  under  Cal.  400- 
58-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


559-60-SA 

APPLICANT — Bradford- White  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Charles  W.  Staats  and  Enrique  J.  Rios. 
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ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

559-60-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Bradford-White  Corporation,  Philadelphia,  Pennsylvania 
requested  that  the  resolution  adopted  March  21,  1961  under 
Cal.  559-60-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer. 

PROPOSED  USE:  Water  heaters. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture. 

Bradford- White  Corporation  have  submitted  an  affidavit 
showing  that  they  purchased  all  rights,  assets,  etc.  of  Trageser 
Copper  Works  and  relocated  the  manufacturing  facilities  to 
Philadelphia,  Pennsylvania. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  21,  1961  under  Cal. 
559-60-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer ;  new  owner-manufacturer  being 
Bradford-White  Corporation  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  March  21,  1961  under  Cal. 
559-60-SA  be  complied  with. 

A  sw'orn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  material,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


U 


457-61-SA 

APPLICANT — Westinghouse  Electric  Corporation,  owner. 
APPEARANCES— 
i  For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom- 
,  mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
457-61-SA :  Amendment  to  resolution  as  to  additional  dry 
cleaning  machines. 


Westinghouse  Electric  Corporation  Mansfield,  Ohio  re¬ 
quested  that  the  resolution  adopted  March  13,  1962  and  as 
amended  through  April  2,  1968  under  Cal.  No.  457-61-SA 
be  reopened  and  amended  so  as  to  include  additional  models 
of  dry  cleaning  machines. 

PROPOSED  USE:  Dry  cleaning  machine  using  perchlo- 
rethylene  as  the  solvent. 

DESCRIPTION :  The  requested  Model  DCA14  is  basically 
the  same  as  the  presently  approved  Model  DCA13  except 
for  the  model  of  the  drive  and  blower  motor  and  external 
styling  changes. 

INSPECTION  AND  TEST :  The  requested  model  has  been 
approved  by  the  Underwriters’  Laboratories. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  13,  1962  and  as 
amended  through  April  2,  1968  under  Cal.  No.  457-61-SA  be 
reopened  and  amended  so  as  to  include  the  additional  model 
of  drying  cleaning  machine;  Model  DCA-14  on  condition 
that  the  requirements  of  the  resolution  adopted  March  13, 
1962  and  as  amended  through  April  2,  1968  under  Cal.  No. 
457-61-SA  be  complied  with  and  that  the  installation  shall 
conform  to  the  requirements  of  Section  705  of  the  Building 
Code  of  the  City  of  New  York. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  w'ith  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  Resolution  in  accordance  with 
the  above  report. 


901-61-SA 

APPLICANT — General  Dynamics  Corporation,  owner. 

SUBJECT — Vehicle  for  transporting  liquid  oxygen,  argon 
or  nitrogen. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Appliance  disapproved  in  accord¬ 
ance  with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE  TO  APPROVE— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan .  5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

901 -6- S A — General  Dynamics  Corporation,  Belleville,  New 
Jersey  filed  for  approval  of  the  appliance  known  as  General 
Dynamics  Liquid  Oxygen,  Nitrogen  and  Argon  Trailer 
Transports,  various  models  under  the  provisions  of  C26-191.0, 
Administrative  Building  Code  and  09-91.0,  Administrative 
Code. 

USE:  Vehicle  for  transporting  liquid  oxygen,  argon  or 
nitrogen. 
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RECOMMENDATION :  The  Committee  on  Test  had 
recommended  that  the  application  be  withdrawn  in  view  of 
,the  wording  of  Local  Law  37  of  1962.  The  application  was 
on  the  Calendar  of  September  24,  1963  for  withdrawal,  but  no 
action  was  taken,  due  to  the  request  of  the  applicant,  and  the 
application  was  returned  to  the  Committee  on  Test  for  further 
study. 

The  Committee  restudied  the  application  and  the  various 
Sections  of  C19,  Administrative  Code  specifically  C19-9S.3, 
which  states :  “Tank  trucks  or  vehicles”.  It  shall  be  unlaw¬ 
ful  to  transport  gases,  as  defined  in  subsection  20  and  20a 
of  Section  C19-2.0,  of  the  code  in  quantities  exceeding  those 
specified  under  Sections  4  to  13  inclusive,  of  Section 
09-91.0. a  of  the  code  in  a  tank  truck  or  other  vehicle  unless 
such  truck  or  vehicle  be  of  a  type  constructed  and  equipped 
in  accordance  with  rules  and  regulations  prescribed  by  the 
Fire  Commissioner”. 

Subsequently,  on  October  25,  1962,  the  Fire  Department 
filed,  with  the  City  Clerk,  specifications  for  vehicles  Trans¬ 
porting  or  Delivering  Compressed  Gas  within  the  City  of 
New  York.  Sections  3  and  4  of  said  specifications  state: 
Section  3,  “Container  Construction;  each  container  used  for 
the  storage,  transportation  or  delivery  of  compressed  gasses 
shall  conform  with  Chapter  19-91  of  the  Administrative 
Code”.  “Section  4,  Tank  trucks”.  “Every  tank  truck  used 
to  transport  or  deliver  non-flammable  compressed  gases 
in  the  City  of  New  York  for  which  a  permit  is  required,  shall 
be  approved  by  the  Interstate  Commerce  Commission  or  the 
Board  of  Standards  and  Appeals”. 

It  should  be  noted,  however,  that  the  Fire  Department 
Regulations  only  require  an  approval  on  those  trucks  re¬ 
quiring^  permit:  therefore,  the  Board  cannot  grant  “carte 
blanche  approval  to  all  trucks,  but  can  only  act  on  those 
trucks  requiring  a  permit. 

The  Committee  also  questions  the  legality  of  these  Specifi¬ 
cations  in  view  of  Local  Law  37  of  1962  and  therefore  recom¬ 
mend  that  the  application  be  either  withdrawn  or  denied. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  disapprove  this  appliance  in  accordance  with  the 
above  report. 

1208-61-SM 


value  (Ratio  of  splitting  tensile  strength  to  the  square  root 
of  the  compressive  strength)  of  Nytralite. 

PROPOSED  USE:  Lightweight  aggregate  for  concrete. 
DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture  of  the  aggregate  from 
that  presently  approved. 

RS  10-3  of  the  Building  Code  of  the  City  of  New  York 
allows  concrete  to  be  designed  in  accordance  with  AC1 
318-63  ;  with  modifications.  Section  1708  of  that  standard 
status  that  Fsp  shall  be  4.0  unless  determined  for  the  par¬ 
ticular  aggregate  in  accordance  with  Section  505  of  the 
standard. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Certified  Testing  Laboratories 
in  accordance  with  the  requirements  of  Section  505  of  AC1 
318-63  and  it  was  determined  that  the  Fsp  equalled  6.55. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  22,  1962  and  as 
amended  through  February  28,  1967  under  Cal.  1208-61-SM 
be  ^reopened  and  amended  so  as  to  set  an  Fsp  value  of 
6.55  or  Nytralite  and  to  permit  the  use  of  Nytralite  (light¬ 
weight  aggregate)  as  an  aggregate  when  the  structural 
concrete  is  designed  in  accordance  with  RS  10-3  Building 
Code  of  the  City  of  New  York  on  condition  that  all  other 
requirements  of  the  resolution  adopted  May  22,  1962  and  as 
amended  through  February  28,  1967  under  Cal.  1208-61-SM 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

_  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

1-62-SM 


APPLICANT  Nytralite  Aggregate,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Raymond  A.  Ayres. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  .  q 

THE  RESOLUTION— 

W hereas,  the  report  of  a  Committee  on  Test  reads : 

1208-61-SM :  Amendment  to  resolution  as  to  the  Fsd  of 
Nytralite. 

Nytralite  Aggregate,  Incorporated,  Kingston,  New  York 
requested  that  the  resolution  adopted  May  22,  1962  and  as 
amended  through  February  28,  1967  under  Cal.  1208-61-SM 
to  be  reopened  and  amended  so  as  to  determine  the  Fsp 


APPLICANT — Mesker  Brothers  Industries,  Incorporated, 
owner. 


APPEARANCES— 

For  Applicant:  Harry  Burrows. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

W hereas,  the  report  of  the  Committee  on  Test  reads : 

1-62-SM :  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Mesker  Brothers  Industries  Incorporated,  Hazelwood, 
Missouri  requested  that  the  resolution  adopted  October  23, 
1962  and  as  amended  through  October  22,  1968  under  Cal. 
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1-62-SM  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Three  hour  fire  resistant  opening  pro¬ 
tective  assembly. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  door. 

The  original  approval  was  granted  on  October  23,  1962  to 
Dusing  and  Hunt,  Incorporated  as  the  owner-manufacturer 
of  the  door.  On  October  22,  1968  the  Board  amended  the 
original  approval  to  show  a  new  owner-manufacturer,  namely 
Keene  Corporation. 

Mesker  Brothers  Industries  Incorporated  have  submitted 
an  affidavit  showing  that  they  have  acquired  all  rights,  assets, 
etc.  of  the  Dusing  and  Hunt  Door  and  Frame  Operation  from 
Keene  Corporation  and  that  the  new  owner-manufacturer  of 
the  door  is  known  as  Mesker  Brothers  Industries  Incor¬ 
porated. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  23,  1962  and  as 
amended  through  October  22,  1968  under  Cal.  No.  1-62-SM 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer  ;  new  owner-manufacturer  being  Mesker  Broth¬ 
ers  Industries  Incorporated  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  October  23,  1962  and  as 
amended  through  October  22,  1968  under  Cal.  No.  1-62-SM 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con- 

itrols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

1 

|  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


245-62-SM 


APPLICANT — Eastern  Schokbeton,  a  Division 
i  Corporation,  owner. 


r 


APPEARANCES— 

For  Applicant :  Dennis  Screpetis. 

ACTION  OF  BOARD — Application  reopened 
tion  amended  in  accordance  with  the  report 
mendation  of  the  Committee  on  Test. 


of  Rockwin 


and  resolu- 
and  recom- 


1  THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

245-62-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

.  Eastern  Schokbeton,  a  Division  of  Rockwin  Corporation, 
Bound  Brook.  New  Jersey  requested  that  the  resolution 
|  adopted  December  3,  1963  and  as  amended  through  June  21, 


1966  under  Cal.  245-62-SM  be  reopened  and  amended  so  as 
to  show  a  change  of  owner-manufacturer. 

PROPOSED  USE:  Exterior  wall  panel. 

DESCRIPTION :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  panels. 

The  original  approval  was  granted  to  Eastern  Schokcrete 
Corporation  on  December  3,  1963. 

Eastern  Schokbeton,  a  Division  of  Rockwin  Corporation 
filed  an  affidavit  showing  the  various  name  changes  and 
mergers  from  the  date  of  the  original  approvals  to  July  12, 
1968  when  the  surviving  corporation  became  known  as  East¬ 
ern  Schokbeton,  a  Division  of  Rockwin  Corporation. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  3,  1963  and  as 
amended  through  June  21,  1966  under  Cal.  245-62-SM  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  owner-manu¬ 
facturer;  new  owner-manufacturer  being  Eastern  Schok¬ 
beton,  a  Division  of  Rockwin  Corporation  on  condition  that 
the  requirements  of  the  resolution  adopted  December  3.  1963 
and  as  amended  through  June  21,  1966  under  Cal.  245-62-SM 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

486-62-SA 

APPLICANT — GAF  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

486-62-SA:  Amendment  to  resolution  as  to  change  or  corpo¬ 
rate  name. 

GAF  Corporation,  New  York  requested  that  the  resolu¬ 
tion  adopted  December  4,  1962  under  Cal.  486-62-SA  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  corporate 
name. 

PROPOSED  USE:  Machine  for  developing  diazo  prints. 

DESCRIPTION :  There  has  been  no  change  in  the  con¬ 
struction  of  the  machine. 

The  original  approval  was  granted  to  Ozalid  Division, 
General  Aniline  and  Film  Corporation. 

GAF  Corporation  submitted  an  affidavit  showing  that  the 


y 
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name  of  the  original  corporation,  Ozalid  Division  General 
Analine  and  Film  Corporation,  had  been  changed  and  regis¬ 
tered  by  the  State  of  Delaware  to  GAF  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  4,  1962  under 
Cal.  486-62-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  corporate  name;  new  corporate  name  being  GAF 
Corporation  on  condition  that  the  requirements  of  the  reso¬ 
lution  adopted  December  4,  1962  under  Cal.  486-62-SA  be 
complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 

j1/  ^  the  Board  of  change  of  ownership,  change 

of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 


John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


32-64-SA 


APPLICANT — Hydr-O-Matic 
Weil-McLain,  owner. 


Pump  Company, 


Division  of 


APPEARANCES— 

For  Applicant:  Gerald  F.  Patten. 

ACTION  OF  BOARD — Application  reopened  and  resolu- 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

32-64-SA :  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Hydr-O-Matic  Pump  Company  Division  Weil-McLain  re¬ 
quested  that  the  resolution  adopted  February  9,  1965  under 
Cal.  32-64-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer. 

PROPOSED  USE:  Sewage  ejector  pump. 

DESCRIPTION:  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  pumps. 

Hydr-O-Matic  Pump  Company,  Division  Weil-McLain 
filed,  an  affidavit  showing  that  Weil-McLain  acquired  all  of 
the  issued  and  outstanding  capital  stock  of  Hydr-O-Matic 
Pump  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  February  9,  1965  under 
Cal.  32-64-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer,  new  owner-manufacturer 
being  Hydr-O-Matic  Pump  Company  Division  of  Weil-Mc¬ 
Lain  on  condition  that  the  requirements  of  the  resolution 
adopted  February  9,  1965  under  Cal.  32-64-SA  be  complied 
with. 


A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


175-64-SA 

APPLICANT — Westinghouse  Electric  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

175-64-SA:  Amendment  to  resolution  as  to  additional  wash¬ 
ing  machines. 

Westinghouse  Electric  Corporation,  Mansfield,  Ohio,  re¬ 
quested  that  the  resolution  adopted  March  1,  1966  and  as 
amended  March  19,  1968  under  Cal.  175-64-SA  be  reopened 
and  amended  as  to  include  an  additional  washing  machine. 

PROPOSED  USE:  Automatic  clothes  washing  machine. 
DESCRIPTION :  The  requested  Models  FLA20A2, 

FLA20A3  and  FLA20B2,  with  suffix  letter  and  number  to 
denote  color,  are  identical  to  the  presently  approved  models 
except  that  the  requested  models  are  equipped  with  a  “door 
lock”  and  there  have  been  changes  in  the  exterior  styling. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  1,  1966  and  as 
amended  March  19,  1968  under  Cal.  175-64-SA  be  re¬ 
opened  and  amended  so  as  to  include  the  additional  washing 
machines;  Models  FLA20A2,  FLA20A3  and  FLA20B2  as 
herein  described  on  condition  that  the  requirements  of  the 
resolution  adopted  March  1,  1966  and  as  amended  March 
19,  1968  under  Cal.  175-64-SA  be  complied  with. 

The  Committee  further  recommends  that  in  lieu  of  a  report 
from  an  independent  testing  laboratory  being  filed  annually 
with  this  Board,  as  required  under  the  resolution  adopted 
March  19,  1968  under  this  Calendar  Number,  the  appli¬ 
cation  of  the  following  statement  shall  be  accepted : 

A  sworn,  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


864-64-SM 

APPLICANT — K-Lath  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

'  Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

864-64-SM  :  Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

K-Lath  Corporation,  Beltsville,  Maryland  requested  that 
the  resolution  adopted  March  14,  1967  and  as  amended  Sep¬ 
tember  17,  1968  under  Cal.  864-64-SM  be  reopened  and 
amended  so  as  to  show  a  change  of  owner-manufacturer. 
PROPOSED  USE:  Paper  backed  lath. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  lath. 

K-Lath  Corporation  submitted  an  affidavit  showing  that 
they,  K-Lath  have  sold  all  assets  of  that  corporation  to  the 
United  States  Filter  Corporation,  Newport  Beach,  California 
and  United  States  Filter  Corporation  have  submitted  an 
.  affidavit  showing  that  they,  United  States  Filter  Corporation 
have  purchased  the  assets  etc.  of  K-Lath  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
.  mends  that  the  resolution  adopted  March  14,  1967  and  as 
1  amended  September  17,  1968  under  Cal.  864-64-SM  be  re- 
i  opened  and  amended  so  as  to  show  a  new  owner-manufac- 
1  turer,  namely  United  States  Filter  Corporation  on  condition 
that  the  requirements  of  the  resolution  adopted  March  14, 
1967  and  as  amended  September  17,  1968  under  Calendar 
>  864-64-SM  are  complied  with. 

j  A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of_  the  product  manufactured,  shall  be  filed  annually  with 
i  this  Board,  certifying  that  such  materials,  processes  and 
1  controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
( Number.  Failure  to  notify  the  Board  of  change  of  ownership, 
[  change  of  address  or  to  submit  the  annual  affidavit  will  be 
l  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  annend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


713-68-SA 

APPLICANT — Vent  Master  Corporation,  owner;  Philip  R. 
Young,  agent. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
713-68-SA — Industrial  Industries  Incorporated,  Houston, 
Texas  filed  for  approval  of  the  material  known  as  Cyclo- 
Wash  Models  CW  150,  CW  250,  CW  350  under  the  provi¬ 
sions  of  RS  13-3  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Grease  extractor  system. 
DESCRIPTION :  The  system  extracts  the  grease  from  the 
cooking  vapors  with  a  cold  water  spray  during  the  cooking 
period  and  cleans  the  interior  chambers  of  the  exhaust  hood 
with  a  hot  water  and  detergent  wash  automatically  when  the 
cooking  period  is  over  and  the  exhaust  fan  is  turned  off. 

The  system  consists  of  a  two  chamber  range  hood  and  a 
control  panel  and  the  hood  is  constructed  of  a  minimum  of 
18  gauge  Type  302  stainless  steel. 

The  hood  has  a  set  of  nozzles  to  spray  cold  water  across 
the  entrance  of  the  lower  or  extraction  chamber  of  the  hood. 
This  cools  the  air  and  along  with  the  cyclonic  air  action  in 
the  round  chamber  causes  most  of  the  grease  to  condense  out 
of  air  into  the  chamber  walls.  The  wet  air  then  goes  into 
the  upper  chamber  past  a  baffle  where  the  air  is  again  whirled 
about  and  slowed  down  to  cause  the  water  and  remaining 
grease  to  condense  out.  The  air  entering  the  duct  is  nearly 
free  of  grease  and  water.  The  grease  deposited  on  the  in¬ 
terior  of  the  hood  is  in  the  form  of  a  water-grease  emulsion. 

Also  in  the  hood  are  sets  of  hot  water  nozzles,  these  noz¬ 
zles  are  designed  to  clean  the  upper  chamber,  the  lower  cham¬ 
ber  and  the  passageway  between  the  chambers.  The  hot 
water  contains  a  detergent  which  is  pumped  into  the  hot  water 
line  in  the  control  panel. 

The  cold  water,  hot  water,  exhaust  fan  and  the  detergent 
pump  are  controlled  at  the  control  panel.  The  panel  includes 
hot  and  cold  water  piping  and  valves,  detergent  pump  and  the 
automatic  controls. 

INSPECTION  AND  TEST :  The  appliance  has  been  ap¬ 
proved  by  Factory  Mutual  under  Serial  No.  19745  and  by 
Underwriters’  Laboratories  under  MH  8953  and  copies  of 
these  approvals  are  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Cyclo-Wash  Models  CW  150,  CW 
250  and  CW  350  as  manufactured  by  Industrial  Industries. 
Incorporated  under  the  provisions  of  RS  13-3  Building  Code 
of  the  City  of  New  York  on  condition  that  the  appliance  bear 
a  label,  permanently  affixed,  reading  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Cal.  713-68-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  control « 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 


» 
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Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


301-69-SA 

APPLICANT — Standard  Electric  Time  Corporation,  Divi¬ 
sion  of  Johnson  Service  Company,  owner. 

APPEARANCES— 

For  Applicant:  Scott  C.  Jordan. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads  : 
301-69-SA :  Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Standard  Electric  Time  Corporation  Division  of  Johnson 
Service  Company,  Springfield,  Massachusetts  requested  that 
the  resolution  adopted  July  IS,  1969  under  Cal.  301-69-SA  be 
reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Interior  fire  alarm  system. 

DESCRIPTION  :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  the  system. 

A  letter  from  Standard  Electric  Time  Corporation,  dated 
August  23,  1971,  states  that  they  have  always  been  owned 
by  Johnson  Service  Company  of  Milwaukee,  Wisconsin 
through  100%  stock  ownership  and  that  recently  the  name 
was  changed  to  Standard  Electric  Time  Corporation  Division 
of  Johnson  Service  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  15,  1969  under  Cal. 
301-69-SA  be  reopened  and  amended  to  show  a  change  of 
corporate  name;,  new  name  being  Standard  Electric  Time 
Corporation  Division  of  Johnson  Service  Company  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  July 
15,  1969  under  Cal.  301-69-SA  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

499-71-SM 

APPLICANT— Union  Carbide  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Truman  C.  Clough. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
499-71-SM — Union  Carbide  Corporation,  New  York  City, 
filed  for  approval  of  UCAR  Concrete  Resin  4C  under  the 
provisions  of  C26-1004.6  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Concrete  admixture  to  aid  in  pumping 
the  concrete. 

DESCRIPTION :  UCAR  Concrete  Resin  4C  is  a  water 
soluble  polymer,  that  enhances  the  pumpability  of  concrete. 
It  provides,  lubrication  and  reduces  frictional  pressure  losses 
by  preventing  water  from  separating  from  the  particles  in  an 
aggregate  or  cement  mix.  The  composition  of  UCAR  Con¬ 
crete  Resin  4C  is  confidential  and  is  filed  in  the  safe  of  the 
Chief  Clerk  of  the  Board. 

INSPECTION  AND  TEST:  The  effects  upon  the  com¬ 
pressive  strength  of  concrete  to  which  UCAR  Concrete 
Resin  4C  has  been  added  were  determined  by  Wiss,  Janney, 
Elstner,  and  Associates,  Northbrook,  Illinois.  The  average 
compressive  strength  after  90  days  of  the  concrete  samples 
to  which  UCAR  Concrete  Resin  4C  was  added  was  101% 
of  the  control  samples. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  UCAR  Concrete  Resin  4C  as  an 
admixture  to  aid  in  the  pumping  of  concrete  under  the  pro¬ 
visions  of  C26-1004.6  of  the  Building  Code.  The  admixture 
shall  be  dispensed  from  a  calibrated  device  which  is  pro¬ 
vided  by  the  manufacturer  and  permanently  labeled  “Ap¬ 
proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  499-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying,  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
”  ill  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 
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506-71-SM 

Applicant — Sika  Chemical  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  A.  K.  Howe. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

506-71-SM :  Sika  Chemical  Corporation,  Lindhurst,  New 
Jersey,  filed  for  approval  of  Colma  Fix  under  the  provisions 
of  C26-1004  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Bonding  of  freshly  mixed  plastic  con¬ 
crete  or  mortar  to  hardened  concrete  or  other  construction 
materials.  (Bonding  Agent) 

DESCRIPTION :  The  bonding  agent  consists  of  two  liquids 
.  (epoxy-polysulfide  resin  system)  which  are  mixed  immedi¬ 
ately  prior  to  use.  The  first  component  is  2  hydroxypro- 
pylene  p,p’ — isopropylidene-diphenolate  terminated  by  pro- 
poxirane.  The  second  component  contains  bis  (ethyleneoxy) 
methane  groups  containing  disulfide  linkages  terminated  by 
thiols;  2,4,6 — tris  (N,N — dimethylamino  methylene)  phenol; 
and  reinforcing  agents.  The  components  are  mixed  in  equal 
amounts.  A  thin  even  layer  (2  gallons  per  200  square  feet) 
is  applied  to  the  dry  concrete.  The  wet  concrete  is  applied 
;  while  the  bonding  agent  is  still  wet.  Contact  time  is  3  hours 
minimum.  Tensile  strength  is  3,000  psi  after  14  days  Com¬ 
pressive  shear  strength  after  14  days  is  400  psi  for  mortar 
cubes  and  1,000  psi  for  steel  cubes. 

INSPECTION  AND  TEST :  The  strength  of  the  bonding 
agent  was  tested  by  the  Washington  State  Highway  Com¬ 
mission  and  State  of  Florida  Department  of  Transportation 
'  as  to  strength  of  bond  with  a  cylinder  and  a  cube,  modulus 
of  rupture  of  a  bonded  joint  on  a  standard  test  beam,  verti¬ 
cal  shear,  and  direct  tension.  Both  agencies  found  Colma 
Fix  to  be  a  satisfactory  bonding  agent. 

RECOMMENDATION :  The  Committee  on  Test  recom- 
!  mends  the  approval  of  Colma  Fix  for  bonding  of  freshly 
mixed  plastic  concrete  or  mortar  to  hardened  concrete  or 
!  other  construction  materials  under  the  provisions  of  C26- 
1004.0  of  the  Building  Code  of  the  City  of  New  York.  The 
bonding  agent  containers  shall  be  permanently  labeled :  “Ap- 
•  proved  by  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  506-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
1  this  Board,  certifying  that  such  materials,  processes  and 
|  controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 


521-71-SM 

APPLICANT — The  Central  Foundry  Company,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

521-71-SM:  The  Central  Foundry  Company,  New  York 
City,  filed  for  approval  of  Multi-Tite  Gaskets  under  the  pro¬ 
visions  of  RS  16,  P  103.6  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Gasket  for  drain,  waste,  and  vent  cast 
iron  pipe  joints. 

DESCRIPTION :  The  gasket  is  made  of  DuPont  neoprene. 
It  is  used  for  2"  to  15"  service  joints.  Extra  heavy  gaskets 
are  also  available  in  the  same  sizes.  The  connection  is 
made  by  inserting  one  end  of  the  gasket  inside  one  of  the 
pipes  to  be  connected,  inserting  the  other  pipe  inside  the 
other  end  of  the  gasket,  forcing  the  pipes  together,  and 
stretching  the  gasket  over  the  outside  of  the  second  pipe. 

INSPECTION  AND  TEST :  The  gasket  was  tested  by  the 
Pittsburgh  Testing  Laboratory  (Bi-1109,  on  file).  The 
service  and  extra  heavy  gaskets  of  all  sizes  were  subjected 
to  hydrostatic  pressures  of  up  to  80  psi.  When  used  on 
pipes  which  were  nominally  the  size  for  which  the  gaskets 
were  designed,  the  gaskets  withstood  80  psi  without  leaking 
with  one  exception.  The  2"  service  gasket  leaked  at  70 
psi.  The  gaskets  were  restrained  by  a  bolted  frame  when 
tested. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Multi-Tite  Gaskets  as  joints  for  drain, 
waste,  and  vent  cast  iron  pipe  subjected  to  not  more  than 
60  psi  under  the  provisions  of  RS  16,  P  103.6  of  the  Building 
Code  of  the  City  of  New  York.  The  gaskets  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  521-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Num¬ 
ber.  Failure  to  notify  the  Board  of  change  of  ownership, 
change  of  address  or  to  submit  the  annual  affidavit  will  be 
cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

538-71-SA 

APPLICANT — R.  E.  Shenberger  for  Utica  Radiator  Cor¬ 
poration,  owner. 
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APPEARANCES— 

For  Applicant:  R.  E.  Shenberger. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
538-71-SA :  Utica  Radiator  Corporation,  Utica,  New  York, 
filed  for  approval  of  Utica  Series  B  Oil  and  Gas  Fired 
Boilers  under  the  provisions  of  Article  14  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Oil  and  gas  fired  hot  water  boilers. 

DESCRIPTION :  The  oil  burner  models,  with  their  capac¬ 
ities  in  1,000  BTU  in  parentheses,  are  as  follows:  POBT-3 
(120),  POBT-4  (153),  POBT-5  (186),  POBT-6  (219), 
BOP-44  (153),  BOP-55  (186),  BOP-66  (219),  and  BOP-77 
(252).  Series  B  cast  iron  dry  base  central  heating  boilers, 
when  equipped  with  an  oil  burner,  consist  of  the  assembled 
sectional  cast  iron  boiler  battery  or  heat  exchanger  mounted 
on  a  steel  boiler  base  enclosing  a  refractory  or  alumina  silica 
fiber  combustion  chamber,  a  high  pressure  atomizing  oil 
burner,  a  fiberglass  insulated  painted  boiler  jacket,  a  pressure 
relief  valve,  and  a  high  limit  control.  BOP  models  are  similar 
to  POBT  models  except  the  tankless  heater  section  is  replaced 
by  an  additional  intermediate  section  and  a  plain  front  sec¬ 
tion.  A  finned  copper  tube  domestic  hot  water  heater  is 
available  with  POBT  models,  which  include  a  special  cast 
iron  end  section  in  the  boiler  battery  to  take  the  heater. 

The  gas  burner  models,  with  their  capacities  in  1.000  BTU 
included  in  the  model  numbers,  are  as  follows:  PGB-75A, 
PGB-100A,  PGBT-100A,  PGB-125A,  PGBT-125A.  PGB- 
150A.  PGBT-150A,  PGB-175,  PGBT-175A,  PGB-200A, 
PGBT-200A,  PGB-225A,  PGBT-225A,  PGB-250A,  PGBT- 
250A,  PGB-275A,  and  PGB-300A.  Series  B  cast  iron  dry 
base  central  heating  boilers,  when  equipped  with  gas  burners, 
consist  of  the  assembled  sectional  cast  iron  boiler  battery  or 
heat  exchanger  mounted  on  a  steel  boiler  base  with  the 
bottom  lined  with  aluminum  foil  faced  fiberblass  insulation, 
cast  iron  drilled  port  burners  attached  to  a  gas  manifold, 
combination  main  gas  control  valve,  a  pressure  relief  valve, 
and  high  limit  control.  A  circulator  is  furnished  as  standard 
equipment.  PGBT  models  are  equipped  with  domestic  hot 
water  coils.  A  finned  copper  tube  domestic  hot  water  heater 
is  available  with  PGBT  models,  which  includes  a  special  cast 
iron  end  section  in  the  boiler  battery  to  take  the  heater. 

INSPECTION  AND  TEST :  The  boiler  sections  meet 
AS  ME  standards  for  cast  iron  boilers.  Oil  fired  boiler  ratings 
are  certified  by  the  Hydronics  Institute  and  gas  fired  boiler 
construction  and  ratings  are  certified  by  the  American  Gas 
Association. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Utica  Series  B  Oil  and  Gas  Fired 
Boilers  under  the  provisions  of  Article  14  of  the  Building 
Code  of  the  City  of  New  York.  The  boilers  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  for 
use  in  New  York  City  under  Calendar  Number  538-71-SA.” 

A  sworn  affidavit  bv  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

553-71-SA 

APPLICANT — IREX  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  Richard  Zvidema. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
553-71-SA :  Irex  Corporation,  Riverdale,  New  Jersey,  filed 
for  approval  of  Radplane  3800  Series  and  3600  Series  radia¬ 
tion  heaters  under  the  provisions  of  C26-704  of  the  Building 
Code  of  the  City  of  New  York. 

PROPOSED  USE:  Radiation  heater  for  industrial 

processes. 

DESCRIPTION :  The  heaters  are  used  for  baking,  curing, 
drying,  heating,  sealing,  sintering,  tempering  and  as  a  heat 
source  in  ovens,  printing  machinery,  packaging  systems, 
coating  equipment,  textile  machines  etc.  The  face  and 
secondary  block  are  ceramic.  Sinuated  nichrome  or  Ivanthal 
wire,  the  heating  element,  is  embedded  in  the  secondary  block, 
which  is  backed  by  several  layers  of  high  temperature  in¬ 
sulation.  The  grill  in  front  of  the  face  serves  as  a  face 
retainer  and  is  constructed  of  nichrome  wire.  The  housing 
is  an  aluminized  sheet  metal  case  which  does  not  cover  the 
face.  Tie  wires  made  of  nickel  attach  the  front  grill  to  the 
case.  The  temperature  of  the  heating  element  is  measured 
with  a  thermocouple  and  feedback  controlled.  The  junction 
boxes  are  prewired  and  ready  for  hookup.  Ceramic  buttons 
insulate  the  electrical  wires  from  the  heating  element.  The 
heater  produces  6825  BTU/sq.  ft./hr. 

INSPECTION  AND  TEST :  Heaters  of  this  type  are  not 
subject  to  Underwriters’  Laboratories  approval.  The  heaters 
are  being  used  by  the  New  York  City  Department  of  Sanita¬ 
tion.  Inspection  of  the  application  does  not  reveal  any  safety 
hazards. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Radplane  3800  Series  and  3600  Series 
radiation  heaters  on  condition  that  they  shall  be  installed  in 
accordance  with  C26-704  of  the  Building  Code,  the  Electri¬ 
cal  Code  of  the  City  of  New  York.  The  heaters  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  553-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 
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(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 

report. 

569-71-SA 

APPLICANT — Scully  Electronic  Systems,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Frank  A.  Scully,  Jr. 

AC  1  ION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

;)  569-71-SA — Scully  Electronic  Systems,  Incorporated,  Wil¬ 
mington,  Massachusetts,  filed  for  approval  of  Scultrol  ST- 
•  5-115  Liquid  Level  Control  Unit  and  Sculprobe  SP-0  Tank 
Probe  under  the  provisions  of  C19-50-b.l0  of  the  Adminis¬ 
trative  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Liquid  level  detection  and  alarm  sys¬ 
tem. 

DESCRIPTION :  The  system  consists  of  a  probe  and  a 
1  control  unit.  The  probe  is  a  glass  sheathed  thermistor,  a  re- 
|  sistor  which  varies  in  resistance  with  temperature.  The 
,  thermistor  is  included  in  an  electrical  circuit  with  a  constant 
current  (approximately  75  milliamps)  and  is  mounted  in  the 
tank  at  the  level  which  is  being  monitored.  The  current 
through  the  thermistor  heats  it  to  a  temperature  higher  than 
|  the  temperature  of  the  liquid  in  the  tank.  When  the  rising 
|  liquid  level  immerses  the  thermistor,  the  liquid  cools  the 
[  thermistor  and  increases  its  resistance.  Because  the  current 
i  is  kept  constant,  the  voltage  is  increased  from  approximately 
;  2  volts  to  a  range  typically  between  4  and  10  volts. 

The  increase  in  voltage  is  registered  by  the  control  unit. 

,  The  control  unit  is  housed  in  a  metal  box.  An  explosion 
proof  housing  is  available  for  hazardous  locations.  A  voltage 
detection  circuit  in  the  control  unit  continuously  monitors 
the  voltage  drop  across  the  thermistor.  When  the  detector 
;  senses  voltage  above  the  preset  threshold,  it  signals  the 
|  presence  of  liquid  by  activating  an  output  relay  whose  con¬ 
tacts  are  connected  to  an  alarm  annunciator  or  other  con- 
;  trolled  device.  The  electrical  components  of  the  control  unit 
rare  incapable  of  delivering  sufficient  electrical  energy  to  the 
i  leads  of  the  probe  to  ignite  hazardous  materials  surrounding 
|  the  probe.  The  circuit  employs  a  Dynacheck  system  to  self¬ 
check  the  probe,  control  unit,  and  connecting  lead. 

INSPECTION  AND  TEST :  The  control  unit  and  tank 
•probe  were  approved  by  the  Canadian  Standards  Association 

( (File  LR  27605-1). 

.  RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Scultrol  ST-5-115  Liquid  Level 
.  Control  Unit  and  Sculprobe  SP-0  Tank  Probe  under  the 
[  provisions  C19-50-b.l0  of  the  Administrative  Code  of  the 
I  City  of  New  York.  The  liquid  level  detection  system  shall  be 
permanently  labeled:  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar  Num- 
;  ber  569-71-SA.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

623-71-SM 

APPLICANT — Simplex  Ceiling  Corporation  for  Acoustical 
Suspensions,  owner. 

APPEARANCES— 

For  Applicant:  Martin  Nassof. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

623-71-SM:  Simplex  Ceiling  Corporation,  Union  City,  New 
Jersey  for  Acoustical  Suspensions  Incorporated,  Detroit, 
Detroit,  Michigan,  manufacturer,  filed  for  approval  of  Gal¬ 
vanized  Metal  Pan  Tee  Bars  under  the  provisions  of 
C26-504.12  of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Metal  tee  bars  to  support  metal  pin 
ceilings. 

DESCRIPTION :  The  tee  bar  is  made  of  .025"  nominal 
thickness  galvanized  steel.  The  top  flange  is  approximately 
1/4"  wide.  The  total  depth  is  31/32".  The  bar  is  basically 
triangular,  with  bottom  flanges  on  each  side  extending 
outwardly  approximately  At  the  base  of  the  section  is  an 
oblong  bead  designed  to  grip  and  hold  the  flange  of  a  snap-in 
metal  pan.  Below  the  bead  are  lips  extending  outwardly 
which  serve  to  facilitate  entrance  of  the  metal  pan  into  the 
tee  bar.  These  lips  also  serve  as  stops  to  prevent  the  metal 
pan  from  entering  too  far  into  the  tee  bar. 

INSPECTION  AND  TEST :  The  Detroit  Testing  Labora¬ 
tory  determined  the  distributed  load  necessary  to  deflect  the 
middle  of  a  4'  span  of  the  tee  bar  1/360  of  the  span. 
The  load  was  found  to  be  23  lb. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Galvanized  Metal  Pan  Tee  Bars  to 
support  metal  pan  ceilings  weighing  no  more  than  5  lbs. 
per  linear  foot  of  span  of  tee  bar  under  the  provisions  of 
C26-504.12  of  the  Building  Code.  No  lighting  fixtures  shall 
be  supported  by  these  tees.  The  tee  bars  shall  be  perma¬ 
nently  labeled:  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
623-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
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controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

8Q8-63-SA 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


1067-64-SA 

APPLICANT — Janitrol  Division,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  S 

Negative:  . 0 


APPLICANT — American  Pecco  Corporation,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  Kurt  Glasmann. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 

816-63-SM 


1292-64-SM 

APPLICANT — John  H.  Walsh  for  the  Celotex  Corporation, 
owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

5  Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

0  Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . 0 


APPLICANT — Sonoco  Products  Company,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


862-63-SM 


61-65-SA 

APPLICANT — A.  O.  Products,  Incorporated,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


APPLICANT — Rollform  Incorporated,  owner. 
SUBJECT — Dismissal. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed, 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


869-63-SM 

APPLICANT — The  De  Vilbiss  Company,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 


103-65-SA 

APPLICANT — Engelhard  Hanovia,  Incorporated,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


322-65-SM 

APPLICANT — Glazed  Products,  Incorporated,  owner. 
SUBJECT — Withdrawal. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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323-65-SM 

APPLICANT — Wyoming  Block  Company,  Incorporated, 
owner. 

SUBJECT— Withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


448-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — The  Salvation  Army  Incor¬ 
porated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 1771  Andrews  Avenue,  south¬ 
west  corner  of  West  Tremont  Avenue,  Block  2878,  Lot 
146,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Opposition:  James  S.  Mitchell. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  24,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with  the 
provisions  of  1804.4.C.6  of  the  City  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

1771  Andrew  Avenue,  Bronx — Certificate  No.  32533. 
1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  attic  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 
that  the  application  should  not  be  granted,  on  condition  that 
all  combustible  materials  be  removed  from  the  attic  with  the 
exception  of  trunks  containing  the  personal  effects  of  staff 
members. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  24,  1971,  be  and  it  hereby  is  denied. 

509-67-A 

APPLICANT — Kenneth  H.  Koons  for  Marie  T.  Ruckel, 
owner. 

SUBJECT — Application  reopened  September  8,  1971 — appeal 
from  a  decision  of  the  Borough  Superintendent,  re-  cellar 
apartment. 

PREMISES  AFFECTED — 1710  Fowler  Avenue,  east  side, 
100  feet  north  of  Van  Nest  Avenue,  Block  4095,  Lot  31, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  K.  H.  Koons. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


W hereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  22,  1967  on  Alt.  Applic.  20-67,  reads: 

“A3 — Proposed  use  of  present  superintendent’s  cellar 
apt.  for  a  rent  paying  tenant  would  be  contrary  to  sub.  6 
of  Sec.  34  M.  D.  L.  and  sub.  2e  of  Sec.  216  M.  D.  L.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  May  22,  1967,  acting  on  Alt.  Applic. 
20-67,  Objection  No.  A3  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  May 
23,  1967,”  3  sheets,  and  “July  5,  1968,”  1  sheet,  and  that  all 
other  laws,  rules  and  regulations  shall  be  complied  with. 


531-71-A 

APPLICANT — Anton  H.  Heller  for  Poweray  Infared  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  5,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-trailers  using  L.  P. 
Gas  as  fuel  for  radient  heaters. 

APPEARANCES— 

For  Applicant:  Anton  H.  Heller. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  6,  1971,  reads  : 

“Your  letter  of  June  23,  1971  relating  to  the  above 
captioned  vehicle  to  be  used  for  repairing  pavements  is 
acknowledged  and  the  following  information  is  requested : 

1.  Have  you  actually  requested  approval  for  the 
heater  from  Underwriters  Laboratory  or  American  Gas 
Association? 

2.  Was  the  heater  submitted  as  a  portable  heater 
or  as  a  mobile  heater  which  is  a  more  appropriate 
classification  of  same? 

Underwriters  Laboratory  has  published  a  book  en¬ 
titled  ‘Gas  and  Oil  Equipment  List’  which  includes 
approval  of  portable  and  other  types  of  gas  burning 
heaters ;  however,  if  these  agencies  will  not  approve 
your  mobile  heater,  then  you  may  appeal  to  the  Board 
of  Standards  and  Appeals.  The  Board  of  Standards 
and  Appeals  have  previously  approved  mobile  gas  fired 
heaters  used  on  vehicles.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  6,  1971,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  plans  and 
manual  shall  conform  to  drawings  marked  “Received  August 
5,  1971,”  9  sheets,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 
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568-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  59-79  Corporation, 
owner. 

SUBJECT— Application  August  27,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 59  East  79th  Street,  north  side, 
141  feet  east  of  Madison  Avenue,  Block  1491,  Lot  27, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971  on  Alt.  Applic.  750-71,  reads: 

“1.  This  application  contradicts  M.  D.  Sec.  177, 
specifically  forbidding  living  spaces  installed  in  cellars.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  25,  1971,  acting  on  Alt.  Applic. 
750-71,  Objection  No.  1,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  Au¬ 
gust  27,  1971,”  3  sheets,  and  September  24,  1971,”  1  sheet, 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

637-71-A 

APPLICANT — Harry  Soled  for  Kreisman  Building  Cor¬ 
poration,  owner. 

SUBJECT— Application  September  24,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  lot  lines. 

PREMISES  AFFECTED — 1467  57th  Street,  north  side,  120 
feet  west  of  15th  Avenue,  Block  5692,  Lot  44,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Soled. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  15,  1971  on  N.  B.  Applic.  202-71,  reads: 

“1.  The  proposed  lot  line  openings  are  contrary  to 
table  3-4  of  the  Building  Code  for  a  Class  IIB  two- 
family  dwelling. 

2.  The  proposed  use  of  lot  line  windows  for  required 
ventilation  for  habitable  rooms,  is  contrary  to  C26-1205  2 
and  C26-1205.5.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 


Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  September  15,  1971,  acting  on  N.  B. 
Applic.  202-71,  Objections  No.  1  and  2,  be  and  it  hereby  is 
modified  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  September  24,  1971,”  7  sheets,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


610-69-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 78  Brook  Avenue,  west  side, 
476.36  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  92, 
Oakw'ood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Harry  Albert. 

For  Opposition :  Christopher  Chadbourne,  C.  P.  C. 

ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant. 


61 1-69- A 

APPLICANT — Louis  Lieberman  for  Montreal  Development 
Corporation,  owner. 

SUBJECT — Application  October  22,  1969 — Filed  pursuant 
to  Section  36,  Article  3  of  the  General  City  Law  re-  build¬ 
ing  not  fronting  legal  street. 

PREMISES  AFFECTED — 82  Brook  Avenue,  west  side, 
552.32  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot  98, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harry  Albert. 

For  Opposition:  Christopher  Chadbourne,  C.  P.  C. 

ACTION  OF  BOARD — Laid  over  without  date  at  the  re¬ 
quest  of  the  applicant. 


163-71-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 
PREMISES  AFFECTED — Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  H.  J.  Jessor  and  A.  Gussaroff. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
2  P.M.  for  continued  hearing. 


171-71-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  means  of 
egress  and  class  of  construction  contrary  to  the  Labor 
Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st  Street, 
207  to  237  42nd  Street,  Block  717,  Lot  1,  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.  for  continued  hearing. 


228-7 1-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
■  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

i  For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man- 
fredi,  F.  D. 

For  Owner:  None. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  2  P.M.  for  continued  hearing  to  await  the  decision  from 
the  Corporation  Counsel. 


266-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Lucente, 
owner. 

;  SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 131  Jansen  Street,  north  side, 
259.35  feet  west  of  Holdridge  Avenue,  Block  6372,  Lot  58, 
Princess  Bay,  Borough  of  Richmond. 

■  APPEARANCES— 

For  Applicant:  Frank  Vaccaro. 

ACTION  ON  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing. 

425- 71-A 

APPLICANT — Louis  Lieberman  for  Montreal  Development, 
owner. 

|  SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 

t  fronting  legal  street. 

PREMISES  AFFECTED — 64  Brook  Avenue,  south  side, 
326.6  feet  east  of  Hylan  Boulevard,  Block  4728,  Lot  85, 
Oakwood,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harry  Albert. 

’  For  Opposition  :  Christopher  Chadbourne,  C.  P.  C. 

ACTION  OF  BOARD — Laid  over  without  date  at  the 

1  request  of  the  applicant. 

426- 71-A 

I  APPLICANT — Louis  Lieberman  for  Montreal  Develop- 

l  ment  owner. 

SUBJECT — Application  June  16,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

'PREMISES  AFFECTED— 144  Brook  Avenue,  west  side, 
1218.82  feet  south  of  Hylan  Boulevard,  Block  4728,  Lot 
129,  Oakwood,  Borough  of  Richmond. 

^APPEARANCES— 

|  For  Applicant :  Harry  Albert. 

For  Opposition :  Christopher  Chadbourne,  C.  P.  C. 

I  ACTION  OF  BOARD — Laid  over  without  date  at  the 

j'  request  of  the  applicant. 


446-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED — 460  to  474  Knickerbocker  Av¬ 
enue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 
Manfredi,  F.  D. 

For  Opposition:  B.  Brucia  and  Paul  Lucido. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971,  at 
2  P.M.  for  continued  hearing. 


480-71-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT— Application  July  8,  1971— appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  ATFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum. 

For  Opposition:  Ruth  E.  Wittenberg. 

For  Administration:  William  C.  Kupfer,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  November  16,  1971, 
at  2  P.M.  for  continued  hearing. 


500-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Eugene  Zimmerman. 

SUBJECT — Application  July  19,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P.  Man¬ 
fredi,  F.  D. 

For  Opposition:  Benjamin  Zlochower. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.  for  continued  hearing. 


566-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Crist  Visich, 
owner. 

SUBJECT — Application  August  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED — 3311  Colden  Avenue,  west  side, 
100  feet  north  of  Duncan  Street,  Block  4634,  Lot  35, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.  for  continued  hearing.  Applicant  to  file  addi¬ 
tional  plans. 

Adjourned:  4:00  P.M. 

James  P.  Mulroy,  Secretary 


i 


1099 


BOARD  OF  STANDARDS  AND  APPEALS 
80  LAFAYETTE  STREET 
NEW  YORK,  N.  Y.  10013 


_ 

BULK  RATE 
U.  S.  POSTAGE 
PAID 

New  York,  N.  Y. 
Permit  No.  4875 


University  Of  Illi-nois 

P6l8°l 


Ur b  ana. 


Library 


1100 


/ 


BULLETIN 

OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 

OF  THE  CITY  OF  NEW  YORK 


Issued  under  authority  of  Chapter  27,  Section  665  of  the  Charter  of  the  CilT^  THE 


Published  weekly  by  the  Board  of  Standards  and  Appeals  at  its  office,  80  Lafayette  Str 

New  York,  N.  Y.  10013 


nhattan, 


Vol.  LVI 


Subscription 
$25.00  a  year 


November  25,  1971 


— ~  — UNivEftasm  ut  >LLINCTTS= 

By  Mail.  65  cents  (Caslf  OnWNA'CHAMPAifR  i7 
Single  Copies,  50  cents  i^O.  **  l 


DIRECTORY 

BOARD  OF  STANDARDS  AND  APPEALS  _ _ _ 

CONTENTS 


THOMAS  F.  GALVIN,  Chairman 

Samuel  L.  Becker,  Vice  Chairman 
Joseph  B.  Klein 
Francis  V.  Madigan 
William  A.  Nolan 

Commissioners. 


Solomon  Sheer,  P.  E.,  Director 
Herman  M.  Karson,  R.  A.,  Deputy  Director 
James  P.  Mulroy,  Secretary 


Docket. 


Notice  of  Hearing  of  Calendar. 


Minutes  of  Regular  Meeting,  Tuesday  Morning,  Novem 
her  16,  1971,  Affecting  Calendar  Numbers — 


215-34-BZ— Vol.  II 

154-71-BZ 

453-71-BZ 

327-55-BZ 

261-71-BZ 

471-71-BZ 

924-55-BZ 

269-71-BZ 

485-71-BZ 

771-61-BZ 

270-71-A 

554-71-BZ 

454-68-BZ 

273-71-BZ 

567-71-BZ 

103-70-BZ 

379-71-BZ 

666-66-BZ— Vol.  II 

383-70-BZ 

404-71-BZ 

131-70-BZ— Vol.  II 

924-68-A— Vol.  II 

405-71-BZ 

375-71-BZ 

897-65-A 

443-71-BZ 

467-71-BZ 

1290-66-BZ— Vol.  II 

452-71-BZ 

558-71-BZ 

576-71-BZ 

John  B.  Cincotta,  Chief  Clerk 


Office — 80  Lafavette  Street.  9th  Floor,  Manhattan.  New 
York.  N.  Y.  10013. 


Minutes  of  Regular  Meeting,  Tuesday  Afternoon,  No 
vember  16,  1971,  Affecting  Calendar  Numbers — 

445-71-A  561-71-A  480-71-A 

514- 71-A  645-71-A  552-71-A 

515- 71-A  441-70-A  572-71-A 

516- 71-A  232-71-A 


Telephone — 566-5174. 


Correction  Affecting  Calendar  Number — 1258-61-SM. 


1101 


CALENDAR 


DOCKET 

New  Cases  Filed  up  to  November  16,  1971 

Cal.  No.  Dept.  Premises  Affected 

720-71-BCR — Building  Code  Reference  Standard  RS10-3 
(ACI  318-1963,  Building  Code  requirements  for  rein¬ 
forced  concrete),  modification  to; 


721-71-BZ — B.M. — 621  to  625  Madison  Avenue,  northeast 
corner  of  East  58th  Street,  Block  1294,  Lot  46,  Borough 
of  Manhattan,  Alt.  No.  1558-70,  re-  eating  and  drinking 
establishment,  C5-3  district. 


722-71-A — B.M. — 621  to  625  Madison  Avenue,  northeast 
corner  of  East  58th  Street,  Block  1294,  Lot  46,  Borough 
of  Manhattan,  Alt.  No.  1558-70,  re-  egress,  C5-3  district. 


723-71-SA — Edwards  Company,  Incorporated,  Thermal 
Detectors,  various  models,  manufactured  by  Edwards 
Company,  Incorporated,  Appliance. 


724-71-SA — Edwards  Company,  Incorporated,  FSU  shut 
down  fans  in  ventilating  systems,  manufactured  by  Ed¬ 
wards  Company,  Incorporated,  Appliance. 


725-71-BZ — B.M. — 79  to  81  Macdougal  Street,  west  side, 
137  feet  9  inches  south  of  Bleecker  Street,  Block  526,  Lot 
28,  Borough  of  Manhattan,  Alt.  No.  484-71,  re-  proposed 
extension  to  existing  eating  and  drinking  place,  R7-2 
district. 


726-71-SA — Anaheim  Manufacturing  Company,  Division 
of  the  Tappan  Company,  Food  Waste  Disposer,  manu¬ 
factured  by  Anaheim  Manufacturing  Company,  Appli¬ 
ance. 


Restored  to  Docket 

924-68- A — Vol.  II— B.M.— 47-49  West  14th  Street,  north 
side,  220  feet  east  of  Avenue  of  the  Americas,  Block  816, 
Lot  13,  Borough  of  Manhattan,  Alt.  969-68  re-  egress. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.- — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


DECEMBER  14,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  December  14,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

885-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  retail  and  residence  use  district,  the  ex¬ 
tension  of  a  proposed  parking  lot  for  more  than  five  (5) 
motor  vehicles  into  the  residence  portion  of  the  premises. 
PREMISES  AFFECTED— 2490-2494  (2492  official)  Bel¬ 
mont  Avenue  east  side,  90  feet  north  of  East  189th  Street, 
Block  3091,  Lots  5  and  6  Borough  of  The  Bronx. 


451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner  Carl  Kuntzler,  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED — 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 

Laid  over  from  November  9,  1971,  for  hearing  at  the 
request  of  Community  Planning  Board  No.  11  and  the 
objectors. 


443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

Laid  over  from  November  16,  1971,  for  hearing,  at 
the  request  of  the  applicant. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  November  16,  1971,  for  hearing,  at 
the  request  of  Community  Planning  Board  Number  13, 
Queens. 


166-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Larry 
Lawrence,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  an  R5  district,  in  an  exist¬ 
ing  one  story  auto  repair  shop  previously  before  the  Board, 
the  addition  to  the  uses  to  include  body  repairs. 

PREMISES  AFFECTED — 3413  to  3415  Fort  Hamilton 
Parkway,  south  side,  150  feet  east  of  Chester  Avenue, 
Block  5303,  Lot  15,  Borough  of  Brooklyn. 


517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  ex¬ 
tension  in  use  of  an  existing  plastics  manufacturing  estab¬ 
lishment  and  the  erection  of  a  second  floor  for  residential 
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use  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  into  the  front  and  side  yards. 

PREMISES  AFFECTED — 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 


518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 


555-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED— 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67, 
Castleton  Corners,  Borough  of  Richmond. 


556-71-A 

APPLICANT— Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT— Application  August  19,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 432  Manor  Road,  west  side  43.38 
feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

578-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Felicia  Schenkel, 
owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-3  district,  on  a  plot  with  two  existing  automotive 
service  stations,  the  reconstruction  to  provide  for  one 
automotive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 833  to  847  4th  Avenue,  south¬ 
east  corner  of  30th  Street,  Block  673,  Lots  1  and  5,  Bor¬ 
ough  of  Brooklyn. 

L 

607-71-BZ 

'  APPLICANT— Fred  E.  Hertan  for  Fisher  Brothers  47th 
Company,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-7T  and  C6-6T 
district,  in  a  42  story  office  building  presently  under  con¬ 
struction,  the  conversion  of  portions  of  the  mechanical 
equipment  space  to  offices  that  creates  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED— 1181  to  1197  Avenue  of  the 
Americas,  and  101  to  115  West  46th  Street,  northwest 


comer,  and  100  to  112  West  47th  Street,  Block  999, 
Lots  24,  29,  129,  30,  31,  36,  39  and  40,  Borough  of  Man¬ 
hattan. 


678-71-BZ 

APPLICANT — William  H.  Ince  for  Lucid  Operating  Cor¬ 
poration,  owner;  Chester  J.  Trumbo,  lessee. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl -4  district,  the  maintenance 
of  a  funeral  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 100  St.  Nicholas  Avenue,  north¬ 
east  corner  of  West  115th  Street,  Block  1825,  Lot  1, 
Borough  of  Manhattan. 


713-71-BZ 

APPLICANT — Edward  J.  Hurley  for  A.  Peltz  and  Sons, 
Incorporated,  owner. 

SUBJECT — Application  November  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  and  R6  district, 
the  enlargement  in  area  of  an  existing  food  manufacturing 
and  freezing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 1241  to  1249  Randall  Avenue, 
628  Barretto  Street,  northwest  corner  and  615  Manida 
Street,  Block  2765,  Lots  232,  228  and  227,  Borough  of 
The  Bronx. 


405-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

SUBJECT — Application  June  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED — 3355  East  Tremont  Avenue, 
northeast  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 

Laid  over  from  November  16,  1971,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  14,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  14,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

605-65-SM 

APPLICANT — National  Gypsum  Company,  Gold  Bond 
Fire-Shield  Travacoustic  Acoustical  Tile. 


630-65-SA 

APPLICANT — Washmobile  Corporation  of  New  Jersey, 
self  service  coin  operated  car  wash. 


288-70-SA 

APPLICANT — Staley  Elevator  Company,  Elevator  hoist¬ 
way  door  interlock. 
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376-71-SA 

APPLICANT — Harnischfeger  Corporation,  Crane  Safety 
Device. 

475-71-SA 

APPLICANT — Grove  Manufacturing  Company,  Wedge. 


640-71-SA 

APPLICANT — Forney  Engineering  Company,  Gas  burner 
for  power  plants. 


658-71-SA 

APPLICANT — Binks  Manufacturing  Company,  Paint  spray 
gun  and  power  supply. 


661-71-SA 

APPLICANT — National-Riverside  Company,  Portable  pro¬ 
pane  burning  heater. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25. 
Borough  of  Brooklyn. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


480-71- A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 


664-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 343  to  347  Kingsland  Avenue, 
west  side,  180  feet  north  of  268  Monitor  Street,  Block  2608, 
Lot  82,  Borough  of  Brooklyn. 


665-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 


SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modication 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 


688-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — -Application  October  26,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 172  Cannon  Avenue,  south  side, 
126.65  feet  west  of  Price  Lane,  Block  2772,  Lot  11,  Travis, 
Borough  of  Richmond. 


689-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


690-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 180  Cannon  Avenue,  south  side, 
127.85  feet  east  of  Parish  Avenue,  Block  2772,  Lot  7- 
Travis,  Borough  of  Richmond. 


691-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 184  Cannon  Avenue,  south  side, 
100.03  feet  east  of  Parish  Avenue,  Block  2772,  Lot  5, 
Travis,  Borough  of  Richmond. 


692-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owmer. 

SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 186  Cannon  Avenue,  south  side, 
72.21  feet  east  of  Parish  Avenue,  Block  2772,  Lot  4, 
Travis,  Borough  of  Richmond. 
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693- 71- A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECI — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 190  Cannon  Avenue,  south  side, 
44.39  feet  east  of  Parish  Avenue,  Block  2772,  Lot  3, 
Travis,  Borough  of  Richmond. 

694- 71- A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Corpo¬ 
ration,  owner. 

SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 194  Cannon  Avenue,  southeast 
corner  of  Parish  Avenue,  Block  2772,  Lot  1,  Travis, 
Borough  of  Richmond. 

413-71-A 

APPLICANT— Ingram  S.  Carner  for  Herbert  Horowitz, 
owner. 

SUBJECT — Application  June  IS,  1971 — Appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent,  re-  Interpretation 
use,  use  Group  16.  Previously  granted  on  condition. 

PREMISES  AFFECTED — 87-13  55th  Avenue,  north  side, 
{J  96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  21,  1971,  10  A.M. 

■  NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning  December  21,  1971,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

628-39-BZ — Vol.  Ill 

APPLICANT — Leonard  F.  Rothkrug  for  Lane  Parking,  In¬ 
corporated  and  Emil  Mosbacher  Jr.,  et  als.  owners. 

SUBJECT — Application  for  consideration — reopening  for 
,  extension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  construc¬ 
tion  and  maintenance  of  a  parking  lot  for  more  than  five 
(5)  cars. 

,  PREMISES  AFFECTED — 1531-1541  Plimpton  Avenue, 
140-150  Featherbed  Lane,  southwest  corner  and  1550-1564 
University  Avenue,  Block  2875,  Lots  51  and  56,  Borough  of 
The  Bronx. 

i 

223-52-BZ 

1  APPLICANT— DeRose  and  Cavalieri  for  Elvira  Coscia  and 
Abraham  Friedman,  owners. 

j  SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  13,  1971 — de- 
i  cision  of  the  Borough  Superintendent;  previously  granted 
j  on  condition,  permitting  in  a  residence  use  district  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 324  Pleasant  Avenue,  east  side, 
50.5  feet  south  of  East  118th  Street,  Block  1716,  Lot  5lj 
Borough  of  Manhattan. 


277-56-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Estate  of  Isadore 
Steinhaus,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  23,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  auto 
washing,  lubritorium,  minor  repairs  with  hand  tools  only, 
parking  and  storage  of  motor  vehicles  awaiting  service  and 
accessory  sales. 

PREMISES  AFFECTED — 2252-2254  Linden  Boulevard  and 
885-893  Cleveland  Street,  southeast  corner,  Block  4360, 
Lot  1,  Borough  of  Brooklyn. 


629-57-BZ 

APPLICANT — McGee  and  Morsellino  for  Klara  Kladde 
D’Addario,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance,  which  expires  June  24,  1973;  and  for  amendment 
— decision  of  the  Borough  Superintendent;  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  reconstruction  of  an  existing  gasoline  service 
station,  with  the  accessory  uses  of  car  wash,  lubritorium, 
sale  of  accessories,  office  parking  and  storage  of  more  than 
five  motor  vehicles  and  auto  repairs  with  hand  tools. 

PREMISES  AFFECTED — 1805  Washington  Avenue,  south¬ 
east  corner  of  East  175th  Street,  Block  2907,  Lot  33,  Bor¬ 
ough  of  The  Bronx. 


557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner ;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink¬ 
ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 


559-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Greater  New  York 
Corporation  of  Seventh  Day  Adventists,  owner. 

SUBJECT — Application  August  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
story  office  building  with  accessory  parking  and  with  curb 
cut  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 622  to  646  (630  official)  92nd 
Street  and  155  to  171  Dahlgreen  Place,  southeast  corner 
and  152  Battery  Avenue,  Block  6142,  Lot  39,  Borough  of 
Brooklyn. 


565-71-BZ 

APPLICANT — Telchin  and  Campenella  for  Malka  Realty 
Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
shop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 


y 
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PREMISES  AFFECTED— 165  to  167  Bowery,  east  side, 
63.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8,  Bor¬ 
ough  of  Manhattan. 


570-71-BZ 

APPLICANT— Thomas  P.  Crinnion  for  Sanger-Funnell 
Incorporated,  owner. 

SUBJECT — Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
five  story  building,  the  change  in  occupancy  of  the  first 
and  second  floors  from  residential  to  office  use. 

PREMISES  AFFECTED— 120  East  37th  Street,  south 
side,  100  feet  west  of  Lexington  Avenue,  Block  892,  Lot 
73,  Borough  of  Manhattan. 


580-71-BZ 

APPLICANT — Harold  Weinberg  for  Beth  Abraham  of 
Flatlands  Industries,  owner. 

SUBJECT— Application  August  31,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  cellar  enlargement  to  an  existing  synagogue 
that  encroaches  on  the  required  side  yard  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 944  East  84th  Street,  west  side, 
330.0  feet  south  of  Flatlands  Avenue,  Block  8020,  Lot  55, 
Borough  of  Brooklyn. 


616-71-BZ 

APPLICANT — McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  sales  and  auto 
repairs  previously  before  the  Board. 

PREMISES  AFFECTED — 231-06  Northern  Boulevard, 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens. 


682-71-BZ 

APPLICANT — Harry  Simmons  for  Temple  Petach  Tikvah, 
owner;  Ann’s  Community  Play  Center,  Incorporated,  Con¬ 
tract  Vendee. 

SUBJECT— Application  October  20,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement  of 
an  existing  two  story  building  to  be  occupied  as  a  day  care 
center  that  increases  the  degree  of  non-compliance  in  lot 
coverage. 

PREMISES  AFFECTED — 249  to  253  Rochester  Avenue, 
east  side,  60  feet  south  of  St.  John’s  Place,  Block  1386, 
Lot  6,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  21,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  afternoon,  December  21,  1971,  at  2  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 

following  matters : 

731-71-BCR 

APPLICANT — Joseph  Stein,  Commissioner,  Department  of 
Buildings,  letter  dated  and  received  November  18,  1971. 

SUBJECT — Building  Code  Reference  Standard  19-2,  Mod¬ 
ification  of; 

667- 71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Berry  Box  Company,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED— 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 

668- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES :  Lawrence  Pistone. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 601  East  77th  Street,  southeast 
corner  of  Farragut  Road  and  Ralph  Avenue,  Block  7982, 
Lot  40,  Borough  of  Brooklyn. 


669-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES :  Mestel  Store  Contracting  Cor¬ 
poration. 

SUBJECT — Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 145  to  147  Noll  Street,  west 
side,  125  feet  south  of  Wilson  Avenue,  Block  3148,  Lots 
38  and  39,  Borough  of  Brooklyn. 


686-71- A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 

owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 
PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 


695-71-A 

APPLICANT — Sol  Feinberg  for  Central  Petroleum  Corpo¬ 
ration,  owner. 

SUBJECT — Application  October  27,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 

THOMAS  F.  GALVIN,  Chairman 


1106 


MINUTES 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  16,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

1  he  minutes  of  the  regular  meetings  of  the  Board  held 
on  Wednesday  morning  and  afternoon  November  3,  1971, 
were  approved  as  printed  in  the  Bulletin  of  November  11, 
1971,  Vol.  56,  No.  45. 

215-34-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  30, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  district, 
the  erection  of  a  gasoline  service  station  and  the  acces¬ 
sory  uses  of  minor  motor  vehicle  repairs  and  parking  of 
cars  awaiting  service. 

PREMISES  AFFECTED— 118-02  to  118-12  Merrick  Boul¬ 
evard,  southwest  corner  of  118th  Avenue,  Block  12371, 
Lot  324,  St.  Albans,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  30,  1956,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
30,  1956,  as  amended  through  February  18,  1958,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  30,  1971, 
to  permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  aboved  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (N.  B.  1163-56) 

327-55-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Refin¬ 
ing  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  July  24,  1971 — 
decision  of  the  Borough  Superintendent ;  previously 

t  granted  on  condition,  under  Sections  7e  and  22A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  auto  laundry  ("non  automatic)  minor  auto 
repair  shop  (with  hand  tools  only)  and  the  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 202-06  Hillside  Avenue,  south¬ 
east  corner  of  202nd  Street,  Block  10496,  Lot  52,  Hollis, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 


ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  24,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1971,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
24,  1956,  as  amended  through  July  22,  1958,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  ten  years  from  July  24,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.  B.  1088-55) 

924-55-BZ 

APPLICANT — Kenneth  H.  Koons  for  Debruce  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  7,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Section  7h  of  the  Zoning  Resolution,  to 
permit  in  a  residence  use  district,  the  proposed  parking  lot 
for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 31-35  Monroe  Street,  north 
side,  139  feet  9  inches  west  of  Market  Street,  Block  276, 
Lots  16,  17  and  18,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Kenneth  H.  Koons. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  ap¬ 
plication  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  12,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1971,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  12,  1956,  as  amended  through 
June  7,  1966,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  June  7,  1971,  to 
permit  .  .  . ;  on  condition  that  the  sidewalk  and  curb 
cut  be  repaired  in  accordance  with  the  rules  and  regula¬ 
tions  of  the  Department  of  Highways ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Alt.  433-66) 


771-61-BZ 

APPLICANT — Kenneth  H.  Koons  for  Dominick  Scala, 
owner. 


MINUTES 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  24, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning 
Resolution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  a  parking  lot  for  the  parking  and  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 173  East  205th  Street,  north 
side,  189.60  feet  east  of  Grand  Concourse,  Block  3312, 
Lots  63  and  65,  Borough  of  The  Bronx. 

For  Applicant:  Kenneth  H.  Koons. 

APPEARANCES— 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  24,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
24,  1961,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  October  24,  1971, 
to  permit  .  .  . ;  on  condition  that  the  sidewalk  and  curb 
cut  be  repaired  in  accordance  with  the  rules  and  regula¬ 
tions  of  the  Department  of  Highways ;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained."  (Alt.  356-61) 


454-68-BZ 

APPLICANT — James  F.  Reid  for  Charles  F.  Zweifel  and 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  October  1, 
1971  and  for  amendment — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  a  C5-3 
district,  the  erection  of  a  two  story  enlargement  to  an 
existing  two  story  commercial  building  that  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED — 148  East  40th  Street,  south 
side,  158  feet  west  of  Third  Avenue,  Block  895,  Lot  60. 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  F.  Reid. 

ACTION  OF  BOARD — Application  reopened,  time  to  com¬ 
plete  work  extended  and  resolution  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  1,  1968,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  October  20,  1970,  and 


Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work  and  an  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
1,  1968,  as  amended  through  October  20,  1970,  by  adding 
thereto : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  October  1,  1971 ;  and  that  the  existing 
conforming  use  of  the  building  may  continue,  substan¬ 
tially  as  shown  on  the  drawings  approved  by  the  resolu¬ 
tion  adopted  by  the  Board  on  October  1,  1968,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects."  (Alt. 
916-68) 


103-70-BZ 

APPLICANT — Stephen  B.  Jacobs  for  203-205  East  74th 
Street  Corporation,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete,  which  expired  September  22,  1971 ;  and 
for  amendment — decision  of  the  Borough  Superintendent; 
previously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  a  Cl-9  district,  the  erec¬ 
tion  of  a  ten  story  mixed  building  that  encroaches  on  the 
required  rear  yard  with  windows  that  encroach  on  the 
minimum  distance  to  a  lot  line. 

PREMISES  AFFECTED— 203  East  74th  Street,  north 
side,  71  feet  west  of  Third  Avenue,  Block  1429,  Lot  103, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
September  22,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  September  22,  1970,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.  B.  181-69) 


383-70-BZ 

APPLICANT — Lama  and  Vassalotti  for  Joseph  Tanen- 
baum  and  Frank  Stoopler,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  November 
10,  1971 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Sections  73-211  and 
73-212  of  the  Zoning  Resolution,  permitting  in  a  C2-2  dis¬ 
trict,  the  enlargement  in  lot  area  and  the  reconstruction  of 
an  automotive  service  station  with  accessory  uses  and 
accessory  signs  previously  before  the  Board. 

PREMISES  AFFECTED— 196-35  to  196-49  (196-41  offi¬ 
cial)  Northern  Boulevard,  42-62  to  42-72  Francis  Lewis 
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Boulevard,  northwest  corner,  Block  5373,  Lot  Tentative 

S20,  Bayside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


5 

0 


Whereas,  this  application  was  granted  by  the  Board  on 
November  10,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  10,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  10,  1971.”  (N.B.  188-70) 


924-68- A — Vol.  II 


APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II  subject  to  regular  procedure — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress;  previ¬ 
ously  denied. 

PREMISES  AFFECTED— 47  to  49  West  14th  Street, 
north  side,  220  feet  east  of  Avenue  of  the  Americas,  Block 
816,  Lot  13,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  as  Vol  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 
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APPLICANT — Robert  Gottlieb  for  Joseph  and  Mary  Gal- 
\  ano,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Borough  Superintendent  re-  class  4  construction — change 
of  use. 

PREMISES  AFFECTED— 4030  Tremont  Avenue,  west 
side,  97.88  feet  north  of  Miles  Avenue,  Block  5576,  Lot 
105,  Borough  of  The  Bronx. 

APPEARANCES— 

(  For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  11,  1966,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
11,  1966,  by  adding  thereto: 

“that  the  building  may  be  altered  and  used  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  October  19,  1971’,  three  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(Alt.  525-65) 


1290-66-BZ— Vol.  II 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein  and  Cy¬ 
rus  Gebber,  owners. 

SUBJECT — Application  reopened  as  Volume  II  September 
28,  1971— decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one  story  building  for  use 
as  a  retail  store. 

PREMISES  AFFECTED — 1836  to  1846  Rockaway  Park¬ 
way,  and  9625  Avenue  M,  northwest  corner,  Block  8261, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  Alan  C.  Glassman  and  Victor  Asaro. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  data;  previously  inspected. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT- — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ration,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  and  revised  data  ;  previously 
inspected. 


261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberta  Aguilar, 
owner. 

SUBJECT — Application  April  27,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 
Lot  49,  Maspeth,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  file 
financial  statement;  previously  inspected. 


269-71-BZ 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owners. 

SUBJECT— Application  April  30,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  on  a  plot  with 
greenhouses,  the  addition  of  the  uses  to  include  the  sale 
of  agricultural  products  grown  off-site. 

PREMISES  AFFECTED — 181 1  Richmond  Avenue,  east 
side,  923-77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  7,  1971, 
at  10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  data ;  previously  inspected. 


270-71-A 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owners. 

SUBJECT — Application  April  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  building  area 
exceeds  the  tabular  limits. 

PREMISES  AFFECTED— 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
10  A.M.,  for  continued  hearing,  in  conjunction  with  Cal. 
No.  269-71-BZ. 


273-71-BZ 

APPLICANT — Fredric  R.  Grae  for  Jerry  Sherman,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
one  story  and  basement  building,  the  conversion  of  the  first 
floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake. 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Fredric  R.  Grae  and  Allen  B.  Terjeson. 
For  Opposition:  Alexander  Weiss,  Philip  and  Helen 
O’Keefe,  Robert  Karlin,  Donald  K.  Barghaan,  T.  M. 
O’Neill,  Ann  T.  McKee,  Theresa  and  Anthony  Munizza, 
Helen  J.  Moore,  Arthur  W.  Eccleston,  Eleanor  F.  and 
Morton  Mintz,  Mildred  Gianfagna,  Manuel  Robinson, 
Margaret  Melloy,  Leon  and  Betty  Groskin,  John  Gian¬ 
fagna,  Nick  De  Joy,  Mark  B.  Herman  and  many  others. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  information;  previously  inspected. 


379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-ll(g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn  and  D.  O.  Pringle. 

For  Opposition:  Lillian  Wechsler. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971,  at 
2  P.M.,  for  decision;  hearing  closed;  premises  previously 
inspected. 


404-71-BZ 

APPLICANT — Edwin  Storch  for  Sam  Glickman,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  previously 
before  the  Board  for  use  as  accessory  parking  and  loading. 
PREMISES  AFFECTED — 23-69  to  23-71  38th  Street,  east 
side,  137.21  feet  north  of  Astoria  Boulevard,  Block  803, 
Lot  13,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  data ;  previously  inspected. 


405-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

SUBJECT — Application  June  3,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the  resi¬ 
dence  district. 

PREMISES  AFFECTED — 3355  East  Trement  Avenue, 
northwest  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  10  A.M.,  for  continued  hearing  at  the  request  of  the 
applicant. 

443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Stanley  H.  Klein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


452-71-BZ 

APPLICANT — Otto  .J  Sambach  for  Cirillo  Brothers  Ter¬ 
minal  Incorporated,  owner. 

SUBJECT — Application  June  24,  1971 — decision  of  the  De¬ 
partment  of  Ports  and  Terminals  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  an  M3-1  district,  the 
conversion  of  existing  fuel  oil  tanks  to  gasoline  tanks  that 
encroach  on  the  minimum  distance  to  a  zoning  boundary. 

PREMISES  AFFECTED — 1060  to  1066  Zerega  Avenue, 
2401  Black  Rock  Avenue,  northeast  corner  and  2400  Wat¬ 
son  Avenue,  Block  3837,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Otto  J.  Sambach. 

For  Opposition :  Manuel  Lima. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  modify 
site  plan  and  submit  additional  data ;  previously  inspected. 


453-71-BZ 

APPLICANT — Aaron  Halpern  for  Benedict  L.  Lurie, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-01  and  11-412 
of  the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
addition  to  the  uses  of  an  existing  hospital  to  include 
laundry  service  for  an  affiliated  hospital. 

PREMISES  AFFECTED — 80.02  Kew  Gardens  Road, 
northwest  corner  of  80th  Road,  Block  3348,  Lot  37,  Kew 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Russo. 

For  Opposition:  Elizabeth  Yaro,  Margaret  Flatte  and 
Irene  Cyprus. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
affidavits ;  previously  inspected. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 118-09  to  118-15  Atlantic 
Avenue,  northwest  corner  of  Lefferts  Boulevard,  Block 
9350,  Lots  32,  34,  35,  and  36,  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None: 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Board 
Number  9,  Queens ;  applicant  concurs. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 


SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of 
a  two  story  building  for  use  as  a  contractors  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yeards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462,  Lot 
50,  and  53,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Planning 
Board  Number  13,  Queens. 


554-71-BZ 

APPLICANT — Norman  Reiffman  for  Joseph  Prisco,  Pamela 
Prisco  and  Pasquale  Prisco  Gerard  Operating  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs. 

PREMISES  AFFECTED — 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Howard  Miller. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 


567-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Hudson  House  Asso¬ 
ciation  Theatre  Group,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-20  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C4-7,  Cl-8 
and  R10  district,  the  conversion  of  a  portion  of  the  first 
floor  and  mezzanine  of  an  existing  hotel  from  a  ballroom 
to  a  theatre. 

PREMISES  AFFECTED— 353  to  361  West  57th  Street, 
north  side,  20  feet  east  of  Ninth  Avenue,  Block  1048,  Lot 
2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs  and  Seymour  Vail. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  10  A.M.,  for  continued  hearing. 


666-66-BZ — Vol.  II 

APPLICANT — Rathkopf  and  Rathkopf  for  Ford  Leasing 
Development  Company,  owner ;  Robin  Ford,  lessee. 

SUBJECT— Application  reopened  as  Volume  II  June  1, 
1971- — decision  of  the  Borough  Superintendent,  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  construction  of  an  automobile  sales  lot 
with  accessory  office  for  use  in  conjunction  with  a  new 
car  agency  previously  before  the  Board. 

PREMISES  AFFECTED — 2375  Richmond  Avenue,  south¬ 
east  corner  of  Nome  Avenue,  465  Nome  Avenue,  Block 
2380,  Lot  30,  New  Springville,  Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  November  23,  1971, 
at  2  P.M.,  hearing  previously  closed  for  decision.  Appli¬ 
cant  to  be  notified  to  be  present. 


131-70-BZ — Vol.  II 

APPLICANT — Stroock  and  Stroock  and  Lavan  for  Dor¬ 
othy  Livingston,  owner;  Volkswagen  Bristol  Motors,  In¬ 
corporated,  lessee. 

SUBJECT — Application  reopened  February  23,  1971  as  Vol¬ 
ume  II — decision  of  the  Borough  Superintendent  under 
Section  73-49  of  the  Zoning  Resolution,  to  permit  in  an 
Ml-4  and  RIO  district,  the  use  of  the  roof  over  the  two 
story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking. 

PREMISES  AFFECTED — 502  to  512  East  76th  Street 
south  side,  98  feet  east  of  York  Avenue,  Block  1487,  Lots 
43,  44,  47  and  48,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  G.  Moerdler. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Favorable  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  June  29,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  July  6,  1971 ;  and  then  to  September 
14,  1971 ;  then  to  November  3,  1971 ;  then  to  November  16, 
1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  10,  1971,  acting  on  Alt.  Applic.  544/1969,  reads : 

“C-37  Drawing  No.  4  date  3-31-69  and  revised 
12-21-70  does  not  comply  with  Bd.  of  S.  and  A.  Reso¬ 
lution  No.  131-70-BZ.’ 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-49  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-49  of  the  Zoning  Resolution,  to  permit 
in  an  Ml-4  and  RIO  district,  the  use  of  the  roof  over  the 
two  story  portion  of  a  four  story  automobile  sales  and  service 
establishment  for  accessory  roof  parking,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  January  14,  1971,”  8  sheets,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


375-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-1 1  Cg)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  an  R2  and  R6  dis¬ 
trict,  the  erection  of  a  two  story  enlargement  upon  an 
existing  three  story  telephone  exchange  that  increases  the 
degree  of  non-compliance. 


PREMISES  AFFECTED— 1421  Ocean  Avenue,  east  side, 
207  feet  south  of  Avenue  I,  Block  7584,  Lot  27,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant:  David  L.  Sohn. 

For  Opposition:  Ruth  Lerner,  Councilwoman. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  8,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  3,  1971;  then  to  November 
16,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  26,  1971,  acting  on  Alt.  Applic.  1965/1970,  reads: 

“1.  The  proposed  enlargement  of  a  Telephone  Ex¬ 
change  building  in  R2  and  R6  Districts  requires  a  spe¬ 
cial  permit  from  the  Board  of  Standards  and  Appeals 
per  Section  22-21  Z.  R. 

2.  The  proposed  enlargement  exceeds  the  permitted 
Floor  Area  Ratio  for  both  districts  and  is  contrary  to 
Sections  23-141  and  23-142  Z.  R. 

3.  The  proposed  enlargement  has  less  than  the  mini¬ 
mum  required  Open  Space  Ratio  for  both  districts  and 
is  contrary  to  Sections  23-141  and  23-142  Z.  R.” 

4.  The  proposed  enlargement  in  an  R2  district  with¬ 
out  side  yard  equal  to  15  percent  of  the  aggregate  width 
of  street  walls  is  contrary  to  Section  23-464  Z.  R. 

5.  The  proposed  enlargement  in  an  R6  district  with¬ 
out  a  rear  yard  of  30'  in  depth  is  contrary  to  Section 
23-47  Z.  R. 

6.  The  proposed  enlargement  within  both  districts 
has  front  walls  exceeding  the  permitted  height  without 
setback  and  is  contrary  to  Sections  23-631  and  23-632 
Z.  R. 

7.  The  proposed  enlargement  within  the  R2  dis¬ 
trict  is  nearer  to  the  side  and  rear  lot  lines  than  a  dis¬ 
tance  equal  to  the  height  and  is  contrary  to  Section 
23-662  Z.  R. 

8.  The  proposed  enlargement  of  a  non-complying 
building  increases  the  degree  of  non-compliance  and  is 
contrary  to  Sections  54-31  Z.  R.  and  52-22  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-ll(g)  and  73-65  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-11  (g)  and  73-65  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R2  and  R6  district,  the  erection  of  a 
two-story  enlargement  upon  an  existing  three-story  telephone 
exchange  that  increases  the  degree  of  non-compliance,  on 
condition  that  all  work  shall  substantially  conform  to  draw¬ 
ings  filed  with  this  application  marked  '‘Received  October 
21,  1971,”  26  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

467-71-BZ 

APPLICANT — Norman  Reiffman  for  Raymond  E.  Espo¬ 
sito.  Linda  E.  Esposito,  and  Edith  Esposito,  owner,  Save 
Way  Midway,  Incorporated,  lessee. 
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SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  11-412  and  11-413  of 
the  Zoning  Resolution,  to  permit  in  a  C4  district,  the  re¬ 
habilitation  and  rearrangement  of  an  automotive  service 
station  with  accessory  uses  previously  before  the  Board. 
PREMISES  AFFECTED — 5601  Main  Street,  south  side, 
150  feet  east  56th  Avenue,  Block  5165,  Lot  28,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Howard  Miller,  Norman  Reiffman  and 
Salvatore  Russo. 

For  Opposition  :  Florence  E.  Wells. 
RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — Opposed  to  the  application. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Vice  Chairman  Becker,  Commissioner 

Klein  and  Commissioner  Madigan  .  3 

Negative:  Chairman  Galvin  and  Commissioner  Nolan  2 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1971;  tiien  to  November 
16,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  4,  1971,  acting  on  Alt.  Applic.  652/1971,  reads: 

“1.  Proposed  change  of  use  of  an  existing  gasoline 
station  previously  before  the  Board  of  Standards  and 
Appeals  under  Cal.  No.  765-BZ — From 

Auto  accessories,  lubritorium,  gasoline  station,  motor 
repairs  and  auto  laundry,  boiler  room 

To 

Automobile  service  station,  mechanical  and  storage  room, 
office  and  sales  of  auto  accessories  is  hereby  referred 
back  to  the  Board  of  Standards  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in- 
.  spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso- 
’  lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  unler  Section  11-413  of  the  Zoning  Reso¬ 
lution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Sections  11-412  and  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C4  district,  the  rehabilitation  and 
;  rearrangement  of  an  automotive  service  station  with  acces- 
:  sory  uses  previously  before  the  Board,  on  condition  that  all 
■  work  conform  to  drawings  filed  with  this  application  marked 
[  “Received  July  2,  1971,”  6  sheets,  and  “November  15,  1971,” 
2  sheets ;  on  further  condition  that  the  hours  of  operation 
be  limited  to  6  A.M.  to  12  midnight,  and  that  the  hours  of 
operation  of  the  vacuum  service  facility  be  limited  to  6  A.M. 

*  to  9  P.M.,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with  and  that  substantial  construction  be 
’  completed  within  one  year  from  the  date  of  this  resolution. 

— 

558-71-BZ 

APPLICANT — Albert  Melniker  for  Gennaro  Bifulco,  Jr., 
Umberto  Bifulco,  owners. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R3-2  district,  the  rearrangement  of 
an  existing  nursery  and  greenhouse  establishment  and  the 


addition  to  the  uses  to  include  the  sale  of  agricultural  prod¬ 
ucts  produced  off-site. 

PREMISES  AFFECTED — 1949  Richmond  Avenue,  east 
side,  1774.08  feet  north  of  Rockland  Avenue,  Block  2030, 
Lot  1,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  October  26,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  9,  1971;  then  to  November 
16,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  16,  1971,  acting  on  Alt.  Applic.  224/1971, 
reads : 

“1.  The  use  of  the  above  premises  for  the  sale  of 
agricultural  products  some  of  which  are  out  of  season 
and  some  of  which  are  not  produced  on  the  same  zoning 
lot,  is  contrary.  to  Section  22-14,  subdivision  b,  of  the 
Zoning  Resolution.  The  alteration  of  these  premises  to 
relocate  the  greenhouse,  to  relocate  the  freezer  and  to 
rebuild  the  sales  room,  plus  the  provision  for  off-street 
parking  should  be  referred  to  the  Board  of  Standards 
and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  the  rearrangement  of  an  existing 
nursery  and  greenhouse  establishment  and  the  addition  to 
the  uses  to  include  the  sale  of  agricultural  products  produced 
off-site,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  filed  with  this  application  marked  “Received  August 
19,  1971,’  5  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


576-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Aileen  P.  McCabe, 
McCabe  Funeral  Home,  owner. 

SUBJECT — Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-11  (g)  and 
73-27  of  the  Zoning  Resolution,  to  permit  in  a  Cl-4  dis¬ 
trict,  the.  erection  of  a  one  story  and  cellar  enlargement 
to  an  existing  funeral  establishment  without  the  required 
loading  berth. 

PREMISES  AFFECTED — 2356  University  Avenue,  east 
side,  1163.63  feet  north  of  West  Fordham  Road,  Block 
3212,  Lot  57,  Borough  of  The  Bronx. 


J 
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APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition :  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

AC  I  ION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971,  acting  on  Alt.  Applic.  336/1971,  reads : 

“1.  The  proposed  enlargement  of  an  existing  Fu¬ 
neral  Establishment,  Use  Group  7  B,  located  in  a  Cl-4 
district,  is  contrary  to  Section  32-16  of  the  Zoning  Reso¬ 
lution. 

2.  _  The  proposed  enlargement  of  an  existing  Funeral 
Establishment  requires  an  accessory  off  street  loading- 
berth  as  per  the  provisions  of  Section  36-62  of  the  Zon¬ 
ing  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

"Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-ll(g)  and  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-11  (g)  and  73-27  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-4  district,  the  erection  of  a  one- 
story  and  cellar  enlargement  to  an  existing  funeral  estab¬ 
lishment  without  the  required  loading  berth,  on  condition 
that  all  work  conform  to  drawings  filed  with  this  applica¬ 
tion  marked  “Received  August  30,  1971,”  5  sheets,  and  that 
all  laws  rules  and  regulations  applicable  shall  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 

Adjourned:  2:25  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  16,  1971,  2  P.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

445-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Allied  Storage  Warehouse 
Corporation. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 4268  to  4270  Third  Avenue,  east 
side,  55  feet  north  of  East  178th  Street,  Block  3061,  Lot  3, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  J.  P.  Manfredi,  F.  D. 

For  Opposition :  Herbert  J.  Miller  and  Albert  A.  Procissi. 
ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  24,  1971  reads: 

“Application  is  hereby  respectfully  made  to  the 
Board  of  Standards  and  Appeals,  in  accordance  with 
the  provisions  of  1804.4.C.6  of  the  City  Charter,  to  mod¬ 
ify  Certificate  of  Occupancy  in  relation  to  the  following 
building :  4268-70  Third  Avenue,  Bronx — Certificate  No. 
21334. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  building,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  a  non-automatic  sprin¬ 
kler  system  in  the  cellar,  with  an  automatic  fire  alarm 
throughout  the  building  with  a  central  office  connection,  and 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

514-71-A 

APPLICANT — Sawyer,  Sullivan  &  Scanlan  for  STP  Cor¬ 
poration,  owner. 

SUB JECT — Application  July  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  STP  Diesel  Fuel  Treatment  in 
32  ounce  metal  cans  with  sealed  tops  not  in  compliance 
with  the  regulations  of  the  Administrative  Code  of  New 
York  City. 

APPEARANCES— 

For  Applicant :  David  F.  Scanlan. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  7,  1971  on  Folder  No.  122-Pending,  reads: 

“We  regret  to  inform  you  that  vour  application  to  regis¬ 
ter  your  product  ‘STP  Diesel  Fuel  Treatment’  a  com¬ 
bustible  mixture  (F.  P.  190°F.)  in  containers  as  follows: 
32  oz.  metal  cans  with  sealed  tops  is  Disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C-19-62.0.b  Adm.  Code  City  of  N.  Y.  requires 
that  containers  for  Combustible  Mixture  products  be 
equipped  with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  determined  that  the 
Appeal  should  be  granted  under  certain  condition. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  7,  1971,  acting  on  Folder  No.  122-Pending, 
be  and.it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  container  substantially 
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comply  with  drawing  filed  “August  23,  1971,”  one  sheet;  and 
that  the  label  have  prominently  displayed  instructions  that 
the  entire  contents  are  to  be  emptied  upon  initial  opening; 
that  the  label  be  in  such  style  and  wording  as  is  satisfactory 
to  the  Fire  Commissioner;  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  shall  be  complied  with. 

515-71-A 

APPLICANT — Sawyer,  Sullivan  and  Scanlan  for  STP  Cor¬ 
poration,  owner. 

SUBJECT — Application  July  27,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  packaging  of  combusti¬ 
ble  mixture  known  as  STP  Double  Power  Gas  Treatment 
in  8  fluid  ounce  and  12  fluid  ounce  metal  cans  with  non- 
replaceable  tear  caps  not  in  compliance  with  the  regulations 
of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Daniel  F.  Scanlan. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OP  BOARD — Appeal  granted  on  condition. 

iTHE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  7,  1971  on  Folder  No.  122-Pending,  reads : 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  vour  product  ‘STP  Double  Power  Gas  Treatment’  a 
combustible  mixture  (F.  P.  105°F.)  in  containers  as 
follows :  8  fl.  oz.  and  12  fl.  oz.  metal  cans  with  non- 
replaceable  tear  caps  is  Disapproved.  Such  containers  are 
not  in  compliance  with  our  regulations  to  wit :  Sec. 
C-19.62.0.b  Adm.  Code  City  of  N.  Y.  requires  that  con¬ 
tainers  for  Combustible  Mixtures  be  equipped  with  re¬ 
placeable  tops  or  caps.” 
and 

Whereas,  the  drawings  and  samples  of  the  containers  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
July  7,  1971,  acting  on  Folder  No.  122-Pending,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on.  condition  that  the  containers  substantially  comply 
with  drawings  filed  “August  23,  1971,”  2  sheets;  and  that 
the.  labels  have  prominently  displayed  instructions  that  the 
entire  contents  are  to  be  emptied  upon  initial  opening;  that 
,  the  labels  be  in  such  style  and  wording  as  is  satisfactory  to 
the  Fire  Commissioner;  and  that  in  all  other  respects,  all 
laws,  rules  and  regulations  shall  be  complied  with. 


516-71-A 

i  APPLICANT — Pitney  Bowes,  Incorporated  for  Hunt 
I  Chemical  Company,  owner. 

SUBJECT — Application  July  28,  1991 — appeal  from  a  deci- 
,  sion  of  the  Fire  Commissioner  re-  packaging  of  combustible 
mixture  known  as  Toner  for  Copier  Model  262,  and  Con¬ 
centrate  for  Copier  Models  262  in  32  fluid  ounce  poly¬ 
ethylene  bottle,  and  7k£  fluid  ounce  polyethylene  container 
not  in  compliance  with  the  regulations  of  the  Administra¬ 
tive  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  Anthony  La  Capria. 

For  Administration:  Capt.  J.  F.  Petraglia  and  Lt.  J.  P. 

Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

, 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissoiner,  dated 
June  9,  1971  on  Folder  No.  122-3838,  reads: 

“We  regret  to  inform  you  that  your  application  to  regis¬ 
ter  your  products  which  are  classified  Combustible  Mix¬ 
tures.  re:  (1)  Toner  for  Copier  Model  262- fF.  P. 
122°F.)  and  Concentrate  for  Copier  Models  262- (F.  P. 
125°F.)  in  containers  as  follows:  for  No.  1 — 32  fl.  oz. 
polyethylene  bottle  of  No.  2 — 7k 2  fl.  oz.  polyethylene  con¬ 
tainer  is  Disapproved.  Such  containers  are  not  in  com¬ 
pliance  with  our  regulations  to  Sec.  C-19.62.0.b  NYC 
Adm.  Code  required  that  combustible  mixtures  be  pack¬ 
aged  in  metal  or  glass  containers.” 

and 

Whereas,  the  drawings  and  samples  of  the  containers  were 
reviewed  by  the  Board,  and  it  was  determined  that  the  Appeal 
be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
June  9.  1971,  acting  on  Folder  No.  122-3838,  be  and  it  hereby 
is  modified  and  that  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  containers  comply  with  drawings  filed 
"July  28,  1971,”  one  sheet,  and  “October  5,  1971,”  2  sheets; 
on  further  condition  that  the  labels  have  prominently  dis¬ 
played  instructions  that  the  entire  contents  are  to  be  emptied 
upon  initial  opening ;  that  the  labels  be  in  such  style  and 
wording  as  is  satisfactory  to  the  Fire  Commissioner ;  and 
1  hat  in  all  other  respects,  all  laws,  rules  and  regulations  shall 
be  complied  with. 


561-71-A 


APPLICANT — Sol  Feinberg  for  M.  L.  C.  Management 
Company,  owner,  Zenith  Manufacturing  and  Chemical 
Corporation,  Manufacturers. 

Sh  BJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re,  manufacturing  com¬ 
bustibles  mixtures  requiring  a  permit. 

PREMISES  AFFECTED — 139  Spring  Street,  94  to  98 
Wooster  Street,  northeast  corner,  Block  500,  Lot  40,  Bor¬ 
ough  of  Manhattan. 


APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  . 

Negative:  . 

Absent:  Commissioner  Madigan  . 


4 

0 

1 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  29,  1971  on  Order  No.  71-2817,  reads: 

“1.  Discontinue  the  manufacture  of  combustible 
mixtures,  and  storage  of  combustibles  requiring  a  per¬ 
mit  (C19.50  subdiv.  B2  and  3).” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  29,  1971,  acting  on  Order  No.  71-2817,  Item 
No.  1,  be  and.  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
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conform  to  drawings  marked  “Received  August  26,  1971,” 
6  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


645-71-A 

APPLICANT — Vincent  S.  LaGanga  for  George  Chance, 
owner. 

SUBJECT — Application  September  29,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 161  Bathgate  Street,  north 
side,  50.00  feet  west  of  Arden  Avenue,  Block  5407,  Lot 
25,  Eltingville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Vincent  S.  LaGanga. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  .  0 

Absent :  Commissioner  Madigan  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1971  on  N.B.  Applic.  894-71,  reads: 

“19.  Certificate  of  Occupancy  will  not  be  granted 
for  a  building  erected  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York,  according 
to  Article  3,  Section  36  of  the  General  City  Law. 

20.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  Section  C26-401.1  and  as  defined 
by  sub.  Article  C26-201.0  of  the  Admin.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  September  2,  1971,  acting  on  N.  B.  Applic.  894-71, 
Objection  Nos.  19  and  20,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
be  to  the  middle  of  the  street  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  and  that  the  building 
comply  with  drawing  marked  “Received  September  29,  1971,” 
one  sheet;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with. 


441-70-A 

APPLICANT — Paul,  Weiss,  Goldberg,  Rifkind,  Wharton 
and  Garrison  for  Amway  Corporation,  owner. 

SUBJECT — Application  August  17,  1970— appeal  from  Fire 
Department  regulations  re-  Pressurized  Products. 

APPEARANCES— 

For  Applicant:  Cameron  Clark. 

For  Administration :  Lt.  J.  P.  Manfredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972,  at 
2  P.M.  to  await  the  decision  of  the  court. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 


SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  J  .P.  Manfredi,  F.  D. 

For  Opposition:  Irving  Borenstein. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
2  P.M.  for  continued  hearing  and  a  progress  report. 


480-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Samuel  H.  Lindenbaum,  Eli  Ivalamian  and 
A1  Mevrzuiso. 

For  Opposition:  Ruth  E.  Wittenberg  and  Kurt  Karmin. 
For  Administration:  William  C.  Kupfer,  B.  D. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  at  the  request  of  the  Building  Department. 


552-71-A 

APPLICANT — Office  of  Alfred  Easton  Poor  for  Sixty  Wall 
Tower  Incorporated,  owner,  Cities  Services  Company, 
lessee. 

SUBJECT — Application  August  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft  in  class  one 
building. 

PREMISES  AFFECTED — 2  to  18  Cedar  Street,  and  66  to 
78  Pine  Street,  northwest  corner,  and  171  to  181  Pearl 
Street,  Block  41,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Albert  Homer  Swanke. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  2  P.M.,  for  inspection  and  continued  hearing. 


572-71-A 

APPLICANT — Arthur  Edelstein  for  Croydon  Country  Day 
School,  owner. 

SUBJECT — Application  August  26,  1971 — review  of  a  de¬ 
cision  of  the  Borough  Superintendent  re-  use  violation  of 
use. 

PREMISES  AFFECTED — 173-53  Croydon  Road,  northeast 
corner  Homelawn  Street,  Block  9892,  Lot  19,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Thomas  J.  Cana  van,  Jr.,  and  Arthur 
Edelstein. 

ACTION  OF  BOARD — Laid  over  to  November  30,  1971, 
at  2  P.M.,  for  continued  hearing;  owner  and  Department 
of  Buildings  to  be  notified. 


Adjourned:  4:25  P.M. 

James  P.  Mulroy,  Secretary 
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^CORRECTION 

That  portion  of  the  minutes  of  the  meeting-  of  the  Board 
of  Standards  and  Appeals  held  on  May  25,  1971,  as  they 
appeared  in  Bulletin  No.  22,  Vol.  56,  are  hereby  corrected 
to  read  as  follows : 

1258-61-SM 

APPLICANT — Colonial  Sand  &  Stone  Company,  owner. 
APPEARANCES— 

For  Applicant :  Lawrence  F.  Hickey. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE  — 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1258-61-SM — Amendment  to  resolution  as  to  additional 
•j  strengths  of  concrete  and  to  permit  the  use  of  shear  con¬ 
nectors. 

Colonial  Sand  &  Stone  Company,  New  York  requested  that 
the  resolution  adopted  January  30,  1962  under  Calendar 
Number  1258-61-SM  be  reopened  and  amended  so  as  to 
permit  the  use  of  the  approved  aggregate  in  all  strengths 
of  concrete  and  to  permit  the  use  of  this  material  in  con¬ 
junction  with  shear  connectors. 

PROPOSED  USE:  Lightweight  aggregate  used  in  con- 
1  crete. 

DESCRIPTION :  There  has  been  no  change  in  the  material 
nor  in  the  method  of  manufacture  of  the  aggregate,  which 
has  been  supplemented  by  the  Rotary  Kiln  Method. 

The  original  approval  limited  the  use  of  the  material 
“Colite”  in  concrete  not  exceeding  4,000  p.s.i.  under  the  pro- 
,  visions  of  the  Administrative  Building  Code.  The  request 
is  to  permit  the  use  of  coarse  Colite  as  an  aggregate  in  all 
strengths  of  concrete. 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
a  report  of  test  conducted  by  Testwell  Laboratories  Inc., 
f  New  York,  which  showed  that  the  concrete  can  be  designed 
in  accordance  with  Table  10-3. 


The  applicant  has  also  submitted  a  report  of  test  con¬ 
ducted  by  Lehigh  University.  This  test  was  a  series  of 
push-out  tests  of  Stud  Shear  Connectors  in  Colite  Light¬ 
weight  Concrete.  The  ultimate  strength  of  connectors  was 
19.5  kips/connectors.  Using  a  factor  of  safety  of  2  would 
give  a  capacity  of  9.8  Kips/connector  which  is  85%  of  the 
values  of  shear  connectors  in  stone  concrete  as  set  forth  in 
the  AISC  Specification. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  30,  1962  under 
Calendar  Number  1258-61-SM  be  reopened  and  amended  so 
as  to  permit  the  use  of  Coarse  Colite  Aggregate  for  all 
strengths  of  lightweight  concrete  when  the  requirements  of 
Sub-Article  1004.0  are  complied  with  and  further  that  stud 
shear  connectors  may  be  used  in  lightweight  concrete,  using 
coarse  Colite  as  the  aggregate,  on  condition  that  the  shear 
values/stud  shall  not  exceed  85%  of  the  values  as  set  forth 
in  Table  1.11.4  as  contained  in  AISC  Specifications  on 
further  condition  that  the  notation  on  the  bill  of  lading  as 
required  on  the  approval  granted  January  30,  1962  under 
Calendar  Number  1258-61-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
in  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  H.  M.  Karson,  R.A., 
for  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

*Correction:  In  the  Description  portion  of  the  Resolution 
the  matter  in  italics  has  been  added  to  correct. 
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DOCKET 

New  Cases  Filed  up  to  November  23,  1971 

Cal.  No.  Dept.  Premises  Affected 

727-71-A — B.B. — 9515  Avenue  N,  north  side,  102  feet  10J4 
inches  west  of  East  96th  Street,  Block  8279,  Lot  6,  Bor¬ 
ough  of  Brooklyn,  N.B.  259-71,  re-  full  time  paid  attend¬ 
ant  for  thirteen  cars,  portion  of  building  is  less  than  8% 
of  the  total  perimeter,  R4  district. 


728-71-A — B.B. — 9516  Avenue  M,  south  side,  103  feet  $l/2 
inches  east  of  East  95th  Street,  Block  8279,  Lot  43,  Bor¬ 
ough  of  Brooklyn,  N.B.  260-71,  re-  full  time  paid  attend¬ 
ant  for  thirteen  cars,  portion  of  building  is  less  than  8% 
of  the  total  perimeter. 


729-71-BZ — B.Q. — 84-28  Abingdon  Road,  south  side, 
243.58  feet  east  of  Lefferts  Boulevard,  Block  9230,  Lot  38, 
Kew  Gardens,  Borough  of  Queens,  N.B.  478-71,  re-  two 
family  dwelling,  R5  district. 


730-71-BZ — B.Q. — 84-32  Abindon  Road,  south  side,  292.08 
feet  east  of  Lefferts  Boulevard.  Block  9230,  Lot  41,  Kew 
Gardens,  Borough  of  Queens,  N.B.  476-71,  re-  two  fam¬ 
ily  dwelling,  R5  district. 


731-71-BCR — -Building  Code  Reference  Standard  19-2, 
Modification  of; 


732-71-BZ — B.Bx. — 551  West  235th  Street,  north  side. 
75  feet  east  of  Johnson  Avenue,  Block  5793,  Lot  478, 
Borough  of  The  Bronx,  N.B.  81-71,  re-  proposed  clothing 
store,  Cl-2  of  zone  district  R7-1. 


733-71-A — B.B. — 610  Wilson  Avenue,  southwest  corner 
of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of  Brook¬ 
lyn,  Alt.  No.  1090-71,  re-  proposed  change  of  use  to 
church,  R6  district. 


734-71-BZ — B.Bx. — 1210  to  1230  East  233  Street,  north¬ 
west  corner  of  Grenada  Place  and  Edson  Avenue,  Block 
4934,  Lot  66,  Borough  of  The  Bronx,  Misc.  668-70,  re¬ 
proposed  gasoline  pumps,  R5  district. 


735-71-A — B.Bx. — 1210  to  1230  East  233  Street,  north¬ 
west  corner  of  Grenada  Place  and  Edson  Avenue,  Block 
4934,  Lot  66,  Borough  of  The  Bronx,  Alt.  No.  376-71,  re¬ 
erection  of  building  in  bed  of  mapped  street,  General  City 
Law. 

Restored  to  Docket 

364-70-BZ — Vol.  II — B.B. — 1530  Carroll  Street,  west  side 
from  Troy  to  Crown  Street,  Block  front,  Block  1412, 
Lot  35,  Borough  of  Brooklyn,  Alt.  720-70,  re-  proposed 
enlargement  of  telephone  exchange,  R4  district. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M.- — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


DECEMBER  21,  1971,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning  December  21,  1971,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

628-39-BZ— Vol.  Ill 

APPLICANT — Leonard  F.  Rothkrug  for  Lane  Parking,  In¬ 
corporated  and  Emil  Mosbacher  Jr.,  et  als.  owners. 


SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  construc¬ 
tion  and  maintenance  of  a  parking  lot  for  more  than  five 
(5)  cars. 

PREMISES  AFFECTED— 1531-1541  Plimpton  Avenue, 
140-150  Featherbed  Lane,  southwest  corner  and  1550-1564 
University  Avenue,  Block  2875,  Lots  51  and  56,  Borough  of 

The  Bronx. 


223-52-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Elvira  Coscia  ana 
Abraham  Friedman,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  13,  1971 — de¬ 
cision  of  the  Borough  Superintendent;  previously  granted 
on  condition,  permitting  in  a  residence  use  district  the  park¬ 
ing  and  storage  of  motor  vehicles. 

PREMISES  AFFECTED — 324  Pleasant  Avenue,  east  side, 
50.5  feet  south  of  East  118th  Street,  Block  1716,  Lot  51, 
Borough  of  Manhattan. 


277-56-BZ— Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Estate  of  Isadore 
Steinhaus,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  July  23,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Sections  7e,  7h  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station,  auto 
washing,  lubritorium,  minor  repairs  with  hand  tools  only, 
parking  and  storage  of  motor  vehicles  awaiting  service  and 
accessory  sales. 

PREMISES  AFFECTED— 2252-2254  Linden  Boulevard  and 
885-893  Cleveland  Street,  southeast  corner,  Block  4360, 
Lot  1,  Borough  of  Brooklyn. 


629-57-BZ 

APPLICANT — McGee  and  Morsellino  for  Klara  Kladde 
D’Addario,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term  of 
variance,  which  expires  June  24,  1973 ;  and  for  amendment 
— decision  of  the  Borough  Superintendent;  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  reconstruction  of  an  existing  gasoline  service 
station,  with  the  accessory  uses  of  car  wash,  lubritorium, 
sale  of  accessories,  office  parking  and  storage  of  more  than 
five  motor  vehicles  and  auto  repairs  with  hand  tools. 

PREMISES  AFFECTED — 1805  Washington  Avenue,  south¬ 
east  corner  of  East  175th  Street,  Block  2907,  Lot  33,  Bor¬ 
ough  of  The  Bronx. 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 

PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 
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Laid  over  from  November  23,  1971,  for  hearing,  at 
the  request  of  Community  Planning  Board  No.  13, 
Brooklyn;  applicant  concurs;  previously  inspected. 


796-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro- Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 
PREMISES  AFFECTED — 2402  to  2414  Neptune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

Laid  over  from  November  23,  1971,  for  hearing,  at  the 
request  of  Community  Planning  Board  No.  7,  Queens; 
applicant  concurs;  previously  inspected. 


587-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

Laid  over  from  November  23,  1971,  for  hearing,  at 
the  request  of  Community  Planning  Board  No.  7, 
Queens;  applicant  concurs;  previously  inspected. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  782-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
2.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  hearing,  at 
the  request  of  Community  Board  No.  7,  Queens;  appli¬ 
cant  concurs;  previously  inspected. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An- 
tonnina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  782-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 


Laid  over  from  November  23,  1971,  for  hearing,  at 
the  request  of  Community  Planning  Board  No.  7, 
Queens;  applicant  concurs;  previously  inspected. 

590- 71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  hearing,  at 
the  request  of  Community  Planning  Board  No.  7, 
Queens;  applicant  concurs;  previously  inspected. 

591- 71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT  Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  782-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  hearing,  at 
the  request  of  Community  Planning  Board  No.  7, 
Queens;  applicant  concurs;  previously  inspected. 

557-71-BZ 

APPLICANT — Albert  Melniker  for  Park  Tysen  Associates 
owner;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT— Application  August  19,  1971— decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink¬ 
ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 


559-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Greater  New  York 
Corporation  of  Seventh  Day  Adventists,  owner. 

SUBJECT — Application  August  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
story  office  building  with  accessory  parking  and  with  curb 
cut  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED — 62 2  to  646  (630  official)  92nd 
Street  and  155  to  171  Dahlgreen  Place,  southeast  corner 
and  152  Battery  Avenue,  Block  6142,  Lot  39,  Borough  of 
Brooklyn. 


565-71-BZ 

APPLICANT — Telchin  and  Campenella  for  Malka  Realty 
Corporation,  owner. 
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SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
shop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 

PREMISES  AFFECTED — 165  to  167  Bowery,  east  side, 
63.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8,  Bor¬ 
ough  of  Manhattan. 


570-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Sanger-Funnell 
Incorporated,  owner. 

SUBJECT — Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R7-2  district,  in  an  existing 
five  story  building,  the  change  in  occupancy  of  the  first 
and  second  floors  from  residential  to  office  use. 

PREMISES  AFFECTED — 120  East  37th  Street,  south 
side,  100  feet  west  of  Lexington  Avenue,  Block  892,  Lot 
73,  Borough  of  Manhattan. 


580-7 1-BZ 

APPLICANT — Harold  Weinberg  for  Beth  Abraham  of 
Flatlands  Industries,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  cellar  enlargement  to  an  existing  synagogue 
that  encroaches  on  the  required  side  yard  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 944  East  84th  Street,  west  side, 
330.0  feet  south  of  Flatlands  Avenue,  Block  8020,  Lot  55, 
Borough  of  Brooklyn. 


616-71-BZ 

APPLICANT — McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner ;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  sales  and  auto 
repairs  previously  before  the  Board. 

PREMISES  AFFECTED — 231-06  Northern  Boulevard, 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens. 


682-71-BZ 

APPLICANT — Harry  Simmons  for  Temple  Petach  Tikvah, 
owner;  Ann’s  Community  Play  Center,  Incorporated,  Con¬ 
tract  Vendee. 

SUBJECT — Application  October  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement  of 
an  existing  two  story  building  to  be  occupied  as  a  day  care 
center  that  increases  the  degree  of  non-compliance  in  lot 
coverage. 

PREMISES  AFFECTED — 249  to  253  Rochester  Avenue, 
east  side,  60  feet  south  of  St.  John’s  Place,  Block  1386, 
Lot  6,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


DECEMBER  21,  1971,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  December  21,  1971,  at  2  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the 
following  matters : 

1905-BZY — Vol.  VII — B.  Bx.  2666  Netherland  Avenue, 
N.  B.  1482-60. 


731-71-BCR 

APPLICANT — Joseph  Stein,  Commissioner,  Department  of 
Buildings,  letter  dated  and  received  November  18,  1971. 

SUBJECT — Building  Code  Reference  Standard  19-2,  Mod¬ 
ification  of; 


447-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 


171-71-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  means  of 
egress  and  class  of  construction  contrary  to  the  Labor 
Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st 
Street,  207  to  237  42nd  Street,  Block  717,  Lot  1,  Borough 
of  Brooklyn. 


266-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Lucente, 
owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — -131  Jansen  Street,  north  side, 
259.35  feet  west  of  Holdridge  Avenue,  Block  6372,  Lot  58, 
Princess  Bay,  Borough  of  Richmond. 


667-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Berry  Box  Company,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-sprinkler  system. 

PREMISES  AFFECTED — 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 
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668-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES :  Lawrence  Pistone. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 601  East  77th  Street,  southeast 
corner  of  Farragut  Road  and  Ralph  Avenue,  Block  7982, 
Lot  40,  Borough  of  Brooklyn. 


669-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES:  Mestel  Store  Contracting  Cor¬ 
poration. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 145  to  147  Noll  Street,  west 
side,  125  feet  south  of  Wilson  Avenue,  Block  3148,  Lots 
38  and  39,  Borough  of  Brooklyn. 


686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 
owner. 

SUBJECT — Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 


695-71-A 

APPLICANT — Sol  Feinberg  for  Central  Petroleum  Corpo¬ 
ration,  owner. 

SUBJECT — Application  October  27,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING  NOVEMBER  23,  1971,  10  A.M. 

Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  November  9,  1971,  were 
approved  as  printed  in  the  Bulletin  of  November  18,  1971, 
Vol.  56,  No.  46. 

964-65-A 

APPLICANT — Arnold  Lundenberg  for  Board  of  Higher 
Education,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  13, 
1971 — Appeal  from  a  decision  of  the  Borough  Superinten¬ 
dent  re-  Class  4  construction,  frame  building  exceeding  600 
sq.  ft.  area  public  building  (school)  2 — use  of  wood 
stressed  skin  panel  design  construction ;  previously  granted 
on  condition. 

PREMISES  AFFECTED — 222-05  56th  Avenue,  north  side, 
810  feet  west  of  Cloverdale  Boulevard,  Block  7490,  Lot  2, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Arnold  Lundenberg  and  Henry  D.  Berney. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  13,  1965,  on  certain  conditions ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
13,  1965,  as  amended  through  June  18,  1968,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  three  years  from  October  13, 
1971,  to  permit  .  .  .;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1603-65) 


224-70-A 

APPLICANT — Vincent  Mallardi  for  Boatlife,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-packaging  of  combustible  mixture 
known  as  “Git-Rot”  in  plastic  containers ;  previously 
granted  on  condition. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  23,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  23, 
1970,  by  adding  thereto: 

“that  the  name  of  the  owner  is  hereby  changed  to 
Boatlife,  Inc.,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (F.  D.  Order  No.  70-4455) 


225-70-A 

APPLICANT — Vincent  Mallardi  for  Boatlife,  Incorporated, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  packaging  of  combustible  mixture 
known  as  “Life- Calk”  in  cartridges  (containers  not  in 
accordance  with  the  Administrative  Code  requirements)  ; 
previously  granted  on  condition. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  23,  1970,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  23, 
1970,  by  adding  thereto: 

“that  the  name  of  the  owner  is  hereby  changed  to 
Boatlife,  Inc.,  on  condition  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 
with  in  all  respects.”  (F.  D.  Order  No.  70-2134) 


1501-39-BZ— Vol.  Ill 

APPLICANT — James  R.  Curreri  for  James  R.  Curreri, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  24, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  to  con¬ 
sider  use  of  existing  garages  formerly  accessory,  for 
rental  purposes,  and  parking  on  the  unbuilt  upon  portion 
of  the  plot. 

PREMISES  AFFECTED — 2012  Daly  Avenue,  east  side, 
66  feet  south  of  East  179th  Street,  Block  3127,  Lot  11, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  R.  Curreri. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  July  24,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July  24, 
1956,  as  amended  through  April  11,  1967,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  October  24,  1971, 
to  permit  .  .  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  37-54) 

— 

676-42-BZ— Vol.  IV 

APPLICANT — Daub  and  Daub  for  Leesam  Plumbing  and 
Heating  Supply  Company,  Incorporated,  owner. 
SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  February  24,  1970 — de¬ 
cision  of  the  Borough  Superintendent,  previously  granted 
on  condition,  under  Section  7e  of  the  Zoning  Resolution, 
permitting  the  premises  to  be  used  for  office  and  storage 
of  kitchen  and  bathroom  fixtures  and  plumbing  supplies. 
PREMISES  AFFECTED— 357  West  17th  Street,  north 
side,  100  feet  east  of  9th  Avenue,  Block  741,  Lot  5, 
Borough  of  Manhattan. 

|  APPEARANCES— 

For  Applicant:  Gerald  Daub. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

;  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


•  THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
September  22,  1953.  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolutioin  adopted  on  September  22,  1953,  as  amended 
through  Februuary  24,  1965,  only  as  to  the  term  of  the 
varance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  . ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects ;  and  that  a  new  Certificate  of 
Occupancy  shall  be  obtained.”  (Alt.  711-70) 

731-46-BZ— Vol.  IV 

APPLICANT — Peter  Lupoli  for  Peter  Lupoli,  owner. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  September 


19,  1971 — decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  7h  of  the 
Zoning  Resolution,  permitting  in  a  business  and  residence 
use  district,  the  maintenance  of  a  parking  lot  for  the  par¬ 
king  and  storage  of  more  than  five  motor  vehicles  with 
curb  cuts  in  the  residence  use  district. 

PREMISES  AFFECTED— 35-36  to  35-48  30th  Street,  west 
side,  92.61  feet  north  of  36th  Avenue  and  35-45  to  35-47 
29th  Street,  Block  341,  Lot  6,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  Lupoli. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  IV  on  September  19,  1961,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Septem¬ 
ber  19,  1961,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  September  19, 
1971,  to  oermit  .  .  .  ;  on  condition  that  parking  shall  be 
restricted  to  the  automobiles  belonging  to  the  patrons, 
employees  and  owners  of  the  adjoining  commercial 
building;  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (Alt.  577-61) 


271-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  1165  Ogden  Ave¬ 
nue  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  October  23, 
1971- — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  7e,  7h  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  local  retail  and  resi¬ 
dence  use  district,  the  proposed  change  in  occupancy  from 
parking  and  storage  of  more  than  5  motor  vehicles  to  gas 
and  oil  selling  station,  office,  salesroom,  lubritorium,  car 
washing,  storage,  minor  repairs  with  hand  tools  only  and 
parking  and  storage  of  motor  vehicles,  proposed  curb  cut 
within  75  ft.  of  the  residence  use  district. 

PREMISES  AFFECTED — 1165-1181  Ogden  Avenue  and 
151-167  West  167th  Street,  northeast  corner,  Block  2528, 
Lot  35  (formerly  Lots  35,  37,  39  and  42),  Borough  of  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . .  0 


MINUTES 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  23,  1956,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
23,  1956,  only  as  to  the  term  of  variance,  so  that  as  amended 
this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  October  23,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (N.B.  288-56) 


586-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Murray  Lehman, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  9, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning 
Resolution,  permitting  in  a  residence  use  district,  the 
change  of  use  of  an  existing  one  story  building  from  public 
garage  to  manufacturing  and  storage  of  aluminum 
products. 

PREMISES  AFFECTED — 1750-1764  Dean  Street,  south 
side,  140  feet  east  of  Utica  Avenue,  Block  1349,  Lot  14, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N egative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  21,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  May  21, 
1957,  as  amended  through  January  9,  1962,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  res¬ 
olution  shall  read : 

“granted  for  a  term  of  ten  years  from  January  9,  1972, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  2148-56) 


551-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  S.  M.  R.  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  October  3, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7h  of  the  Zoning  Res¬ 
olution,  to  permit  in  a  residence  use  district,  the  main¬ 
tenance  of  a  non-transient  storage  and  parking  lot  for 
pleasure  type  vehicles  only  and  the  omissioin  of  a  fence, 
between  proposed  parking  area  on  adjoining  premises. 


PREMISES  AFFECTED — 3233  Cruger  Avenue,  southwest 
corner  of  Rosewood  Street,  Block  4596,  Lot  34,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  3,  1961,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  23,  1971,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
3,  1961,  as  amended  through  May  2,  1967,  only  as  to  the  term 
of  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read : 

“granted  for  a  term  of  five  years  from  October  3,  1971, 
to  permit  .  .  . ;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects  ;  and  that  a  new  Certificate  of  Occupancy  shall  be 
obtained.”  (Alt.  47-61) 


62-69-BZ 

APPLICANT — Ingram  S.  Carner  for  Thomas  E.  and 
Robert  J.  Halloran,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  time 
to  complete,  which  expired  May  6,  1970;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  11-412  of  the  Zoning 
Resolution,  permitting  in  a  C2-3  and  R6  district,  the  en¬ 
largement  in  floor  area  and  structural  alterations  to  an 
existing  iron  foundry  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED— 890  Metropolitan  Avenue, 
south  side,  97  feet  8  inches  west  of  Olive  Street,  Block 
2916,  Lots  32  and  33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and 
resolution  amended. 

TPIE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  6,  1969,  on  certain  conditions ;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  July  13,  1971,  and 
Whereas,  the  applicant  requested  an  amendment  of  the 
resolution  and  a  further  extension  of  time  to  obtain  permits 
and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  6,  1969,  as  amended  through 
July  13,  1971,  by  adding  thereto: 


1128 
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“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution ;  and 
that  the  premises  shall  substantially  conform  to  revised 
drawings  of  proposed  conditions  marked  ‘Received  June 
11,  1971’,  four  sheets,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (Alt.  2187-68) 


364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent ;  previously  denied  under  Section 
73-65  of  the  Zoning  Resolution  to  permit  in  an  R4  district, 
the  erection  of  four  additional  stories  to  a  three  story  tele¬ 
phone  exchange  building  that  increases  the  degree  of  non- 
compliance  and  non-conformance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  southwest 
corner  of  Troy  Avenue,  Block  1412,  Lot  35,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Joseph  Chase. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


469-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Richard  Turchiano, 
owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the  erection 
of  a  second  story  to  an  existing  contractors  establishment 
previously  before  the  Board  that  creates  non-compliance  in 
floor  area  ratio. 

PREMISES  AFFECTED — 2119  to  2125  Coyle  Street,  east 
side,  160  feet  south  of  Avenue  U,  Block  7368,  Lot  65, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  Tricarico. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  9,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  then  laid  over  to  November  23,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  29,  1971,  acting  on  Alt.  Applic.  955/1971,  reads: 

“1.  The  proposed  2nd  floor  enlargement  to  an  exist¬ 
ing  non-conforming  use,  and  which  exceeds  the  maxi¬ 
mum  permitted  F.  A.  R.  for  a  Cl-2  in  an  R4  District  is 
contrary  to  Sections  52-40  and  33-121  of  Z.  R. 

2.  Proposed  structural  alteration  to  an  existing  non- 
conforming  use  is  contrary  to  Sect.  52-22  of  Z.  R. 

3.  The  existing  building  is  subject  to  a  variance 


granted  by  the  B.  S.  A.  under  Cal.  No.  154-67-BZ  there¬ 
fore  refer  back  to  B.  S.  A.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  if  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
a  Cl-2  district,  the  erection  of  a  second  story  to  an  existing 
contractor’s  establishment  previously  before  the  Board,  that 
creates  non-compliance  in  floor  area  ratio,  on  condition  that 
all  work  shall  conform  to  drawings  marked  “Received  July 
1,  1971,”  5  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


488-71-BZ 

APPLICANT — Atkin  and  Bassolino  for  Bio  Builders, 
owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  six 
story  and  cellar  multiple  dwelling,  the  conversion  of  the 
doctors’  offices  in  the  cellar  to  apartments  that  will  have 
windows  that  encroach  on  the  minimum  distance  to  a  lot 
line. 

PREMISES  AFFECTED — 180  East  162nd  Street,  south 
side,  144.69  feet  east  of  Grand  Concourse,  Block  2460,  Lot 
10,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Harry  Atkin,  Philip  S.  Birnbaum,  Bernard 
L.  Spirer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R8  district ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1971,  acting  on  Alt.  Applic.  182/1971,  reads: 

“A6 — Proposed  additional  8  Apts,  in  cellar  of  a  NFP 
6  sty.  C  and  se  Class  A  hereafter  erected  MD  located 
in  an  R8  zoning  district  is  contrary  to  Sec.  23-861  Z.  R. 
in  that  legally  required  windows  open  on  courts  or  yards 
less  than  30'  in  depth.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolu¬ 
tion,  and  that  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit  in 
an  R8  district,  in  an  existing  six-story  and  cellar  multiple 
dwelling,  the  conversion  of  the  doctors’  offices  in  the  cellar  to 
apartments  that  will  have  windows  that  encroach  on  the 
minimum  distance  to  a  lot  line,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
“Received  July  13,  1971,’’  8  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


489-71-A 

APPLICANT — Atkin  and  Bassolino  for  Bio  Builders, 
owner. 

SUBJECT — Application  July  13,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  class  A  Multiple 
Dwelling,  additional  apartments,  yards  less  than  60  feet. 
PREMISES  AFFECTED— 180  East  162nd  Street,  south 
side,  144.69  feet  east  of  Grand  Concourse,  Block  2460,  Lot 
10,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin,  Philip  S.  Birnbaum  and 
Bernard  L.  Spirea. 

For  Opposition:  None. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  2,  1971  on  Alt.  Applic.  182-71,  reads: 

“A -7  Proposed  additional  8  apts.  in  cellar  of  a 
H.A.E.  Class  ‘A’  Multiple  Dwelling  having  a  yard  less 
than  60'  in  depth  is  contrary  to  Sec.  34,  subd.  lb  of  the 
Multiple  Dwelling  Law  and  Sec.  D26-34.05  subd  b. 
Housing  Maintenance  Code. 

A-8  Proposed  additional  8  apartments  in  cellar  of 
H.A.E.  Class  ‘A’  Multiple  Dwelling  are  contrary  to  Sec. 
34  subd.  6a  Multiple  Dwelling  Law  and  Sec.  D26-34.03 
subd.  Aa  Housing  Maintenance  Code  in  that  adequate 
adjacent  space  is  less  than  30'  in  its  least  dimension.’" 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough  Su¬ 
perintendent,  dated  July  2,  1971,  acting  on  Alt.  Applic.  182-71 
Objections  No.  A -7  and  A-8  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
all  work  conform  to  the  resolution  adopted  this  day  under 
Cal.  No.  488-71-BZ,  and  that  all  other  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


571-71-BZ 

APPLICANT— Charles  L.  Gittens  for  164  West  136  Street 
Realty  Corporation,  owner. 

SUBJECT — Application  August  10,  1971 — decision  of  the 
Boroughi  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8-2  district,  the  enlargement 
in  area  of  an  existing  funeral  establishment  into  two  ad¬ 
joining  buildings. 


PREMISES  AFFECTED— 164  to  168  West  136th  Street, 
south  side,  125  feet  east  of  Seventh  Avenue,  Block  1920, 
Lots  57,  58  and  158,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Charles  L.  Gittens  and  Theodore  W. 
Daniels,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R7-2  district ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  9,  1971,  acting  on  Alt.  Applic.  543/1971,  reads : 

“C-2  Proposed  change  of  use  from  residential  to 
(funeral  office  and  chapel)  Use  Group  7  in  basement, 
first  and  second  floor  in  a  R7-2  district  is  contrary  to 
Sec.  22-10  of  Zoning  Res.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R7-2  district,  the  enlargement  in  area  of  an  existing  funeral 
establishment  into  two  adjoining  buildings,  on  condition  that 
all  work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  August  10,  1971,”  10  sheets,  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  be  completed  within  one 
v  ar  from  the  date  of  this  resolution. 


331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  on  a  plot  presently 
developed  with  an  automobile  sales  lot,  the  erection  and 
maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses. 

PREMISES  AFFECTED— 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3,  and  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  Rusciano  and  S.  Weinstein. 

For  Opposition :  T.  Zenire,  A.  Capozzoli,  M.  Demetis, 
Frank  J.  D’Amato  and  Salvatore  La  Morte. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  2  P.M.,  for  decision;  hearing  closed. 
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414- 71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

For  Opposition:  Fern  Chapnick,  Margot  G.  Torino  and 
i  Peter  Stayanor. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 

415- 71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

'  APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

For  Opposition :  Fern  Chapnick,  Margot  G.  Torino  and 
Peter  Stayanor. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


417-71-A 

» 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


I 


APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

For  Opposition:  Fern  Chapneik,  Margot  G.  Torino  and 
Peter  Stayanou. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  1  44th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  tbe  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

For  Opposition:  Fern  Chapnick,  Margot  G.  Torino  and 
Peter  Stayanor. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 
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SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

For  Opposition:  Fern  Chapnick,  Margot  G.  Torino  and 
Peter  Stayanor. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


423-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  Dr.  Louis  A.  Leventen 
and  Edwin  R.  Wolff. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 


434-71-BZ 

APPLICANT — Peter  R.  Bray  for  Henry  J.  Meyers,  owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  enlargement  in  area  of  an 
existing  group  medical  center  that  encroaches  on  the  re¬ 
quired  front  and  side  yard. 

PREMISES  AFFECTED — 83-91  Woodhaven  Boulevard, 
east  side,  70.73  feet  north  of  Parkland  South,  Block  8890, 
Lots  6  and  10,  Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Peter  R.  Gray. 

For  Opposition:  Roy  Katz,  William  H.  Fiendler,  Robert 
Aylmer,  Elizabeth  Geis,  John  H.  Schnurr. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  information ;  previously 
inspected. 


464-71-BZ 

APPLICANT — Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT — Application  July  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AFFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Kennneth  H.  Koons. 

For  Opposition :  E.  Allen  Dennison. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
2  P.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT— Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
one  story  building  for  use  as  indoor  tennis  courts. 
PREMISES  AFFECTED — 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Peter  Gray  and  Howard  Miller. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  2,  Queens ;  applicant  concurs ;  pre¬ 
viously  inspected. 


496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  building 
and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Nepturn  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  13,  Brooklyn;  applicant  concurs; 
previously  inspected. 


526-71-BZ 

APPLICANT — Sidney  Goldhammer  for  320  East  Realty 
Corporation,  owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  nine 
story  and  penthouse  multiple  dwelling,  the  conversion  of 
portions  of  the  first  floor  and  basement  from  private  club 
to  offices. 

PREMISES  AFFECTED — 320  to  326  East  53rd  Street, 
south  side,  218.4  feet  east  of  Second  Avenue,  Block  1345, 
Lot  41,  Borough  of  Manhattan. 
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APPEARANCES— 

For  Applicant:  Sidney  Goldhammer  and  Jess  Abramson. 
For  Opposition:  Meryle  Evans,  Marion  M.  Reider,  Hope 
Reiner,  Peter  A.  A.  Berle  and  Spafford  J.  Beadle. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  2  P.M.,  for  decision;  hearing  closed;  previously  in¬ 
spected. 


529-71-BZ 

APPLICANT — Leo  D.  Fakler  for  DGGV  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  cellar  supermarket  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED — 84-12  97th  Avenue,  southeast 
corner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  John  H.  Schnurr. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
10  A.M.,  for  continued  hearing;  previously  inspected. 

544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garo- 
fane,  owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
\ork  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED — 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff,  Rudolph  Caroleo  and 
John  Margillo. 

For  Opposition:  Eldon  K.  Whittall. 

,  ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  additional  information ;  previously 
inspected. 

587-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front  and 
side  yards  and  penetrates  the  sky  exposure  plane. 

;  PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

[  APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  J.  Mack  and  William  Cossetta. 

! 
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ACTION  OF  BOARD — Laid  over  to  December  21,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  7,  Queens;  applicant  concurs;  previously 
inspected. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  erection 
of  a  two  family  dwelling  that  exceeds  the  permited  floor 
area  ratio,  has  less  than  the  required  open  space  ratio,  lot 
area  and  lot  area  per  room  and  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
28.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Robert  J.  Nack,  Elizabeth  Piliero,  Louis 
N.  Ferrara  and  William  Cassetta. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  7,  Queens;  applicant  concurs;  previously 
inspected. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Robert  J.  Nack  and  Elizabeth  Piliero. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  No.  7,  Queens;  applicant  concurs;  pre¬ 
viously  inspected. 


590-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required 
side  yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  Robert  J.  Nack  and  Louis  N.  Ferrara. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan- 
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ning  Board  No.  7,  Queens;  applicant  concurs;  previously 
inspected. 

591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella.  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  Louis  Ferrara  and  Ann  Bendick. 

ACTION  OF  BOARD— Laid  over  to  December  21,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  7,  Queens;  applicant  concurs;  previously 
inspected. 


614-71-BZ 

APPLICANT — Charles  M.  Spindler  for  John  Scaglione, 
Antonnia  Caccia  and  Janet  M.  Jaffin,  owners. 

SUBJECT- — Application  September  3,  1971- — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  combing  and  rehabilitation  of  two  automotive 
service  stations  previously  before  the  Board  into  one 
facility  with  accessory  signs. 

PREMISES  AFFECTED — 2944  Avenue  U,  southwest  cor¬ 
ner  of  Haring  Street,  Block  7363,  Lots  5,  67,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  revised 
plans  as  to  landscaping;  previously  inspected. 

Adjourned  :  2  :50  P.M. 

James  P.  Mulroy,  Secretary 
REGULAR  MEETING 

TUESDAY  AFTERNOON,  NOVEMBER  23,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

660-66-SA 

APPLICANT — General  Electric  Company,  owner. 

APPEARANCES— 

For  Applicant :  E.  Schoenberg. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads : 


660-66-SA — General  Electric/Hotpoint  Louisville,  Kentucky, 
filed  for  approval  of  the  General  Electric  and  Hotpoint  Garb¬ 
age  Grinders  (Disposals)  various  models  under  the  provi¬ 
sions  of  Local  Law  14  of  1968. 

PROPOSED  USE:  Domestic  food  waste  disposer. 
DESCRIPTION :  All  the  requested  models  are  sink  in¬ 
stalled  and  use  a  stainless  steel  hopper  and  a  3  inch  diameter 
stainless  steel  sink  flange  assembly  constructed  so  that  par¬ 
tial  rotation  of  the  body  locks  the  unit  in  position.  The 
General  Electric  models  prefixed  FC  and  the  Hotpoint  models 
prefixed  MA  are  continuous  feed  type  requiring  a  separate 
wall  switch  and/or  water  pressure  switch.  The  General  Elec¬ 
tric  models  prefixed  FA  and  the  Hotpoint  models  prefixed 
MB  are  batch  feed  type,  containing  a  safety  “twist-top”  con¬ 
trol  which  activates  an  interlock  switch  and  also  acts  as  a 
water  stopper.  All  models  are  equipped  with  either  a  manual 
or  automatic  reset  overload  protector. 

Grinding  is  accomplished  by  means  of  a  stainless  steel 
grinding  ring  1/16  inch  thick,  5J4  inch  diameter  and  an 
Carboloy  cutter  and  movable  jam  resistant  and  stainless  steel 
impeller  shredding  ring.  The  main  housing  is  composed  of 
polyester  inch  thick  wall,  reinforced,  molded  over  an 
aluminum  casting. 

Drainage  is  accomplished  by  means  of  1)4  inch  diameter 
slip  joint  tail  piece  for  connection  to  the  trap  and  the  distance 
from  underside  of  the  sink  to  the  weir  of  the  trap  varies 
with  the  models  ranging  from  7)4  to  8 )4  inches. 

The  horsepower  of  the  drive  motor  is  either  Rj  or  )4  de¬ 
pending  on  the  model. 

INSPECTION  AND  TEST :  The  appliance  has  been  ap¬ 
proved  by  the  Underwriters’  Laboratories. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  General  Electric  and  Hotpoint 
Garbage  Grinders  (Disposals)  ;  General  Electric  Models 
GGFC100,  GGFC105,  GGFC250,  GGFC500,  GGFC650, 
GGFC850,  FFGA650,  GGFA800  and  GGFA850 ;  and  Hot¬ 
point  Models  GHMA300,  GHMA302,  GHMA500,  GHMB650 
and  GHMB700  and  permission  to  market  the  General  Elec¬ 
tric  Models  by  A.  O.  Smith  Company  under  the  following 
model  designation:  SSI,  SSIII,  SSV,  SSVI,  SSVIII,  SSIX 
and  SSX;  for  use  in  New  York  City  when  installed  in 
accordance  with  the  provisions  of  Local  Law  14  of  1968. 
Each  appliance  shall  bear  a  label,  permanently  affixed,  read¬ 
ing,  “Approved  by  the  Board  of  Standards  and  Appeals  for 
use  in  New  York  City  under  Cal.  660-66-SA”. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


488-70-SA 

APPLICANT — DeVilbiss  Company,  owner. 
APPEARANCES— 

For  Applicant:  Sheila  Hardy  and  W.  H.  White,  Jr. 
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U 


ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
488-70-SA — Sheila  Hardy  and  the  DeVilbiss  Company,  Bart¬ 
lett,  Illinois,  filed  for  approval  of  Dispo  Spray  Booths  under 
the  provisions  of  the  Spraying  of  Paint  Rules  of  the  Board 
of  Standards  and  Appeals. 

PROPOSED  USE:  Spraying  enclosure  and  air  filtration 
system. 

•  DESCRIPTION :  The  spray  booth  and  exhaust  section  are 
constructed  of  18  gauge  steel  panels.  The  booth  is  either 

'  5'-6"  or  ll'-O"  wide,  T- 6"  deep,  and  8'-7^4"  wide.  The 

exhaust  air  flows  through  a  filtering  medium  of  flame 
resistant  treated,  specially  compounded  felt.  The  felt  extends 
from  the  floor  to  the  ceiling  and  the  entire  width  of  one 
interior  face  of  the  booth.  A  differential  pressure  switch 
monitors  the  pressure  on  both  sides  of  the  filter  and  regu¬ 
lates  when  the  filtration  material  needs  replacing.  The 
medium  is  backed  by  tubular  steel  supports.  The  used  filtra¬ 
tion  material  is  wound  onto  a  roll  and  discarded.  The  wind¬ 
ing  may  be  done  by  crank  or  electric  motor.  The  exhaust 
fans  have  aluminum  alloy  blades  and  are  designed  for  an 
air  flow  velocity  of  150  feet  per  minute  through  the  booth. 
The  spray  enclosure  is  fitted  with  sprinkler  heads  when 
installed.  Fluorescent  and  incandescent  light  fixtures  are 
available  as  an  optional  accessory. 

J  INSPECTION  AND  TEST :  The  spraying  enclosure  and 
air  filtration  system  have  been  approved  by  Underwriters’ 
Laboratories  (File  R4701,  Assignment  (71NK2212).  The  air 
filter  was  given  a  Class  2  rating.  The  National  Fire  Pro¬ 
tection  Association  requires  Class  2  air  filters  for  spraying 
enclosures. 

RECOMMENDATION :  The  Committee  on  Test  recom- 

[  fiends  the  approval  of  Dispo  Spray  Booths  and  air  filtra¬ 
tion  system  under  the  provisions  of  the  Spraying  of  Paint 

\  Rules  of  the  Board.  The  spray  booths  and  air  filters  shall 
be  permanently  labeled:  “Approved  bv  the  Board  of  Stand- 

MdS  knd^oP£ac  Use  in  New  York  City  under  Calendar 
Number  488-70-SA. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufacture,  shall  be  filed  annually  with  this 
Board  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number 
Failure  to  notify  the  Board  of  change  of  ownership  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 

•  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
.Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
herebv  approve  this  appliance  in  accordance  with  the  above 

report. 


645-70-SA 

APPLICANT— Frank  Lugano  Company,  Inc.  for  Metro¬ 
politan  Refining  Company,  Inc.,  owner. 


SUBJECT — Application  filed  October  26,  1970 — Positive 
placement  chemical  feed  pump,  Model  Nos.  IC-088  and 
M50-P. 

APPEARANCES— 

For  Applicant :  Frank  Lugano,  B.  E.  Zohit,  R.  T.  Blake 
and  J.  A.  Hoffman. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
645-70-SA — Frank  Lugano  Company,  Incorporated,  Bronx, 
New  York  for  Metropolitan  Refining  Company,  Incorporated, 
Long  Island  City,  New  York  filed  for  approval  of  DIC-088 
and  M50-P  positive  displacement  chemical  feed  pump  systems 
under  the  provisions  of  C26-107.23  of  the  Building  Code  of 
the  City  of  New  York. 

PROPOSED  USE:  Chemical  feed  pump  systems  used  for 
water  treatment. 

DESCRIPTION :  The  DIC-088  feed  system  consists  of  a 
self  supporting  50  gallon  translucent  polyethylene  tank  with 
a  molded  fiberglass  cover  and  a  proportioning  pump  mounted 
on  the  cover.  The  system  also  includes  a  foot  valve  and 
strainer  assembly,  *4”  polyethylene  auction  tubing,  suction 
valve,  discharge  valve  with  anli-syphon  valve,  %"  polyethy¬ 
lene  discharge  tubing,  and  injection  check  valve. 

The  chemical  proportioning  pump  is  a  positive  displace¬ 
ment  diaphragm  type  unit.  The  output  volume  is  adjustable 
from  0  to  100%  capacity  while  the  pump  is  in  operation  by 
means  of  a  dial  knob  which  changes  the  stroke  length.  The 
pump  is  driven  by  a  totally  enclosed  motor  and  drive  train 
immersed  in  oil.  The  motor  is  a  standard  115  volt  or  220 
volt,  50/60  cycle,  1.0  amp,  and  drives  steel  and  bronze  spur 
gears  supported  in  an  aluminum  framework.  The  pump  is 
used  to  introduce  chemical  treatment  into  a  water  main  or 
system  in  proportion  to  flow  by  interlocking  electrically  with 
the  water  or  system  pump,  flow  switch,  or  flow  meter.  There¬ 
fore,  with  variation  of  the  main  flow,  the  chemical  dosage 
is  varied  proportionally.  The  chemical  used  in  the  water 
treatment  is  sodium  silicate. 

In  the  M50-P  feed  system,  the  cover  for  the  polyethylene 
tank  is  also  made  of  polyethylene.  The  tank  is  supported  by 
a  welded  steel  frame  which  also  houses  a  proportioning 
pump.  The  pump  is  a  positive  displacement  plunger  type 
unit  with  double  ball  check,  suction,  and  discharge  valves  that 
meter  a  predetermined  volume  of  liquid  with  1%  accuracy. 
The  pump  is  driven  by  a  ^  H.P.  constant  speed  electric 
motor  through  a  conventional  right  angle  gear  reducer.  The 
output  shaft  of  the  reducer  is  linked  to  the  pump  connecting 
rod  through  an  eccentric.  Pump  capacity  can  be  regulated 
from  Oto  100%  by  adjusting  the  stroke  length  at  the  eccentric. 
INSPECTION  AND  TEST:  The  M50-P  feed  system  was 
approved  by  the  Canadian  Standards  Association  Testing 
Laboratories  (Report  No.  LR  17863-3,  on  file).  The  pump 
used  in  the  DIC-088  system  has  been  approved  by  the  Board 
of  Standards  and  Appeals  (Calendar  Number  427-69-SA). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  DIC-088  and  M50-P  positive  displace¬ 
ment  chemical  feed  pump  systems  under  the  provisions  of 
C26-107.23  of  the  Building  Code  on  condition  that  each  in¬ 
stallation  shall  be  approved  by  the  Department  of  Health. 
The  feed  pump  systems  shall  be  permanently  labeled:  “Ap¬ 
proved  bv  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  City  under  Calendar  Number  645-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

482-71-SM 

APPLICANT — Jacobson  and  Company,  Incorporated  for 
Duncan-Smith,  Incorporated,  owner. 

APPEARANCES— 

For  Applicant:  Sakaram  Shetty. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
482-71-SM — Jacobson  and  Company,  Incorporated,  New 
York  City,  for  Duncan-Smith,  Incorporated,  Alhambra,  Cal¬ 
ifornia,  filed  for  approval  of  Models  A,  B,  and  C  Action-T 
acoustical  ceiling  cross  tees  under  the  provisions  of  C26-504.12 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE :  Acoustical  ceiling  cross  tees. 
DESCRIPTION :  Action-T  is  a  hidden,  steel  cross  tee 
spline.  The  tees  have  24"  or  48"  spans.  They  support  the 
weight  of  acoustical  tile  only,  approximately  1J4  lb.  per 
square  foot. 

INSPECTION  AND  TEST :  The  tees  were  load  tested  by 
California  Testing  Laboratories,  Incorporated  (No.  551- 
31642).  A  48"  span  supported  a  distributed  load  of  41  lbs. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Models  A,  B,  and  C  Action-T  ceiling 
cross  tees  under  the  provisions  of  C26-504.12  of  the  Building 
Code.  No  electrical  fixtures  shall  be  supported  by  these 
tees.  The  cross  tees  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  482-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  charge 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


530-71-SA 

APPLICANT — Reginald  S.  Martyn  for  Hobart  Manufac¬ 
turing  Company,  owner. 

APPEARANCES— 

For  Applicant:  R.  S.  Martyn. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
530-71-SA — Reginald  S.  Martyn  for  the  Hobart  Manufac¬ 
turing  Company,  Troy,  Ohio,  filed  for  approval  KDSS-17, 
KDS-17,  KDI-17,  KDC-17,  KDS-37,  KDC-37,  KDS-57,  and 
KDI-57  Kitchen-Air  Dishwashers  under  the  provisions  of 
RS  16,  P104.ll  of  the  Building  Code  of  the  City  of  New 
York. 

PROPOSED  USE:  Automatic  dishwashers. 
DESCRIPTION :  The  three  basic  models  of  dishwashers 
incorporate  the  same  wash,  pump,  and  dry  systems.  They 
vary  only  in  convenience  features.  Water  is  supplied  to  each 
dishwasher  through  an  air  gap.  The  power  to  distribute  the 
water  is  supplied  by  a  pump  with  a  h.p.  motor  with  auto¬ 
matic  thermal  overload  protection.  The  water  is  heated  by 
a  sheath  heater  with  automatic  overheat  protection.  The 
water  passes  through  a  filter  and  a  stainless  steel,  four  blade 
impeller,  which  sprays  the  water  into  the  racks  holding  the 
dishes.  A  fan  and  heating  element  are  used  to  dry  the  dishes. 

INSPECTION  AND  TEST :  The  dishwashers  are  ap¬ 
proved  by  Underwriters’  Laboratories  (Guide  DMDT,  Card 
E  5956A). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  KDSS-17,  KDS-17,  KDI-17,  KDC-17, 
KDS-37,  KDC-37,  KDS-57,  and  KDI-57  Kitchen-Air  Dish¬ 
washers  under  the  provisions  of  RS  16,  P104.ll  of  the  Build¬ 
ing  Code  of  the  City  of  New  York.  The  dishwashers  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar  Num¬ 
ber  530-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

Jo  tin  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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537-71-SA 

APPLICANT — R.  E.  Shenbcrgcr  for  Utica  Radiator  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant :  R.  E.  Shenberger. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and\  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
537-71-SA — Utica  Radiator  Corporation,  Utica,  New  York 
filed  for  approval  of  Utica  Series  “O”  oil  fired  boilers  under 
the  provisions  of  C26-1416  of  the  Building  Code  of  the  City 
of  New  York. 

PROPOSED  USE:  Oil  fired  central  heating  hot  water  or 
steam  boilers. 

j  DESCRIPTION :  Series  “O”  oil  fired  cast  iron  wet  base 
i  central  heating  boilers  consist  of  an  assembled  sectional  cast 
iron  boiler  battery  or  heat  exchanger,  a  refractory  or  silica 
,  fiber  combustion  chamber,  a  painted  fiberglass  insulated  steel 
jacket,  and  oil  burner  mounting  plate.  Provision  is  made  in 
:  the  front  section  of  the  boiler  battery  for  the  addition  of  an 
I  internal  tankless  heater  coil.  Outputs  range  between  90,000 

■  and  360,000  BTU/hr. 

The  following  are  knocked  down  boilers  consisting  of  a 
i|  cast  iron  boiler  battery,  jacket,  combustion  chamber,  ther- 
i-  altimeter  or  pressure  gauge,  and  pressure  relief  valve : 
Water :  03-W,  04-W,  05-W,  06-W,  07-W 
Steam :  03-S,  04-S,  05-S,  06-S,  07-S 

The  following  are  knocked  down  boilers  consisting  of  a 
cast  iron  boiler  battery,  jacket,  atomizing  oil  burner,  combus- 
'  tion  chamber,  circulator  (water  boilers  only),  thermostat, 
.  pressure  relief  valve,  theraltimeter  or  pressure  gauge,  and 
operating  controls : 

Water:  OU-300W,  OU-400W,  OU-500W,  OU-600W, 
OU-700W 

Steam:  OU-300S,  OU-400S,  OU-500S,  OU-600S, 

OU-700S 

» 

The  following  are  knocked  down  boilers  consisting  of  a 
cast  iron  boiler  battery,  jacket,  pressure  relief  valve,  ther¬ 
altimeter  or  pressure  gauge,  circulator  (water  boilers  only), 
high  speed  (3450  RPM)  approved  atomizing  oil  burner, 
\  combustion  chamber  liner,  thermostat,  and  operating  con¬ 
trols  : 

Water:  HS-800W,  HS-900W,  HS-1000W 
Steam:  HS-800S,  HS-900S,.  HS-1000S 

The  following  are  boilers  shipped  completely  assembled 
^  and  consist  of  a  cast  iron  boiler  battery,  jacket,  approved 
i  atomizing  oil  burner,  thermostat,  relief  valve,  theraltimeter 
|  or  pressure  gauge,  circulator  (water  boilers  only),  low  water 
1  cut-off  (steam  boilers  only),  and  operating  controls. 

When  an  internal  tankless  heating  coil  for  domestic  hot 
i  water  is  furnished  with  the  boiler,  a  “T”  suffix  is  added  to 
the  model  number. 

INSPECTION  AND  TEST:  The  boilers  have  been  certi¬ 
fied  by  the  Institute  of  Boiler  and  Radiator  Manufacturers 

■  and  by  the  ASME  as  to  the  provisions  of  the  Boiler  and 
!  Pressure  Vessel  Code  of  the  American  Society  of  Mechani¬ 
cal  Engineers. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Utica  Series  “O’  oil  fired  boilers 
I  under  the  provisions  of  C26-1416  of  the  Building  Code.  The 
boilers  shall  be  permanently  labeled :  “Approved  by  the 
j  Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  537-71-SA.” 


A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address,  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

625-71-SM 

APPLICANT — H.  L.  McGrath,  Jr.  for  H.  H.  Robertson 
Company,  owner. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
625-71-SM — H.  H.  Robertson  Company,  Pittsburgh,  Penn¬ 
sylvania,  filed  for  approval  of  Q-Lock  Floor  and  Roof  Decks 
under  the  provisions  of  C26-501.1  of  the  Building  Code  of  the 
City  of  New  York. 

PROPOSED  USE:  Three  hour  fire  rated  floor-ceiling 
assembly. 

DESCRIPTION :  The  top  layer  of  the  assembly  is  4-3/16" 
of  lightweight  concrete:  one  part  Portland  cement,  three 
parts  fine  lightweight  aggregate,  three  parts  medium  light¬ 
weight  aggregate,  and  two-thirds  part  torpedo  sand.  No.  10 
SWG  uncoated  steel  wire  fabric  is  embedded  in  the  concrete. 
The  steel  form  units  below  the  concrete  are  either  \]/2"  or  3" 
deep.  They  are  either  fluted  units  fabricated  from  No.  16  to 
No.  22  gauge  galvanized  steel  or  are  cellular  units  fabricated 
from  Nos.  16-16  to  Nos.  20-20  galvanized  steel.  The  units 
are  12"  or  24"  wide.  The  joints  of  the  steel  form  units  are 
welded  and  covered  with  2"  wide  cloth  adhesive  tape.  The 
floor  is  supported  by  8"  deep,  wide  flange  steel  beams.  The 
beams  are  protected  by  34”  thick  untamped  Type  D  sprayed 
fiber,  with  a  minimum  density  of  11  pcf. 

INSPECTION  AND  TEST :  The  floor-ceiling  assembly 
was  given  a  three  hour  fire  rating  by  Underwriters’  Labora¬ 
tories  (File  R2689,  Assignment  69NK4015,  on  file)  based 
upon  the  results  of  a  fire  test  on  a  similar  two  hour  assembly 
which  was  run  for  three  hours,  temperature  transmission 
studies  performed  upon  small  scale  test  assemblies,  and  load 
tests  performed  upon  the  steel  form  units. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Q-Lock  Floor  and  Roof  Decks  as  three 
hour  fire  rated  floor-ceiling  assemblies  under  the  provisions 
of  C26-501.1  of  the  Building  Code  of  the  City  of  New  York. 
Plans  submitted  to  the  Department  of  Buildings  for  pro¬ 
posed  use  of  this  construction  shall  include  the  illustrations 
contained  in  the  test  report  cited  above  and  shall  be  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
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in  New  York  City  under  Calendar  Number  625-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

626-71-SA 

APPLICANT — Prime  Service  and  Equipment  for  Chat¬ 
tanooga  Wheelbarrow,  owner. 

APPEARANCES— 

For  Applicant:  Marvin  Sibner. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . ’  q 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
626-71-SA— Prime  Service  and  Equipment  Corporation, 
Hicksville,  New  York,  for  Chattanooga  Wheelbarrow,  Chat¬ 
tanooga,  Tennessee,  filed  for  approval  of  Comforteer  Divi¬ 
sion,  Chattanooga  Wheelbarrow  Co.  Model  S-50N  natural 
gas  fired  salamanders  under  the  provisions  of  C26-1415  of 
the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Natural  gas  fired  salamander. 

DESCRIPTION :  The  salamander  is  used  for  the  setting 
of  concrete  and  drying  of  plaster.  It  has  a  heavy  gauge  sheet 
shell,  hooded  top,  and  floor  plate.  The  heater  is  supported 
on  three  iron  legs.  The  exterior  surfaces  are  painted  with 
silicon  hi-heat  (1000  F)  paint.  Overall  height  is  25"  and 
diameter  is  16".  The  burner  is  of  the  upshot  design ;  a  baffle 
plate  made  of  18  gauge  steel  and  8"  in  diameter  is  located 
2 72  above  the  burner  tube  so  that  the  flame  will  impinge 
upon  it.  The  burner  orifice  is  sized  for  a  maximum  of  50,000 
BTU/HR.  The  natural  gas  orifice  is  .120"  for  7"  W.  C. 
pressure.  Controls  include  a  manual  shut  off  valve.  Natural 
gas  is  supplied  to  the  heater  through  a  15'  two  braid  heavy 
wall  neoprene  hose  connected  to  rigid  threaded  iron  pipe. 
INSPECTION  AND  TEST :  The  controls  of  the  salaman¬ 
der  have  been  approved  by  Underwriters’  Laboratories.  The 
same  salamander,  also  marketed  by  Prime  Service  and  Equip¬ 
ment  Corporation  and  manufactured  elsewhere,  was  previ¬ 
ously  approved  by  the  Board.  The  salamander,  as  manufac¬ 
tured  by  the  applicant  for  this  resolution,  was  previously 
approved  by  the  Board  for  use  with  propane  gas. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Comforteer  Division,  Chattanooga 
Wheelbarrow  Co.  Model  S-50N  natural  gas  fired  salaman¬ 
ders  under  the  provisions  of  C26-1415  of  the  Building  Code 
of  the  City  of  New  York  under  the  following  conditions: 

l~Heaters  previously  used  for  liquified  propane  gas 
shall  have  their  orifices  factory  changed  to  those  which 
are  appropriate  for  natural  gas. 


2 —  Gas  cocks  for  use  with  natural  gas  shall  be  used. 

3 —  Gas  pressure  regulators  for  use  with  natural  gas 
shall  be  used. 

4 —  The  heaters  shall  operate  at  a  maximum  pressure 
of  0.5  psi. 

5 —  The  gas  hose,  specifically  manufactured  for  use 
with  natural  gas,  shall  be  a  maximum  of  15'-0"  long. 
All  other  piping  shall  comply  with  RS  16  PI  15  Building 
Code  of  the  City  of  New  York. 

6 —  The  heater  shall  be  put  into  operation  by  a  li¬ 
censed  plumber. 

7 —  When  the  heaters  are  in  use,  a  standby,  part  time 
journeyman  plumber  or  a  fire  guard  with  a  certificate 
of  fitness  from  the  Fire  Department  shall  be  on  the  job 
site. 

8 —  Rule  2.7  of  the  Board’s  Rules,  adopted  under  Cal¬ 
endar  Number  784-41-SR,  shall  be  complied  with. 

The  salamander  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  626-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 

632-71-SM 

APPLICANT — Crown-Metro,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Fred  G.  Barbaro. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative.-  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
632-71-SM — Crown-Metro,  Incorporated,  Providence,  Rhode 
Island,  filed  for  approval  of  Fyran  DWG  fire  retardant  under 
the  provisions  of  the  Flameproofing  Rules  of  the  Board. 

PROPOSED  USE:  Fire  retardant  for  cellulosic  fabrics. 
DESCRIPTION :  Fyran  DWG  is  a  modified  solution  of 
ammonium  sulfamate.  It  is  applied  to  cellulosic  fabric  at  a 
rate  of  solids  of  8%  to  15%  of  the  weight  of  the  fabric.  It 
does  not  provide  flame  retardancy  that  is  durable  to  launder¬ 
ing. 

INSPECTION  AND  TEST:  Fyran  DWG,  applied  to 
cellulosic  material,  was  tested  in  accordance  with  the  Flame¬ 
proofing  Rules  of  the  Board  by  the  United  States  Testing 
Company,  Incorporated,  and  was  found  to  be  satisfactory. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  approval  of  Fyran  DWG  as  a  fire  retardant  for 
cellulosic  fabrics  to  be  applied  after  each  laundering  under 
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the  provisions  of  the  Flameproofing  Rules  of  the  Board.  The 
flameproofed  fabric  shall  be  permanently  labled:  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  632-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 

report. 

636-71-SM 

APPLICANT — Swedlow  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

■  THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
636-71-SM — Swedlow,  Incorporated,  Garden  Grove,  Cali¬ 
fornia,  filed  for  approval  of  Swedcast  300  Plastic  Glazing 
Material  under  the  provisions  of  C26-503.1  (e)  of  the  Build¬ 
ing  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Plastic  glazing  material. 
DESCRIPTION  :  Swedcast  300  is  a  continuous  cast  acrylic 
i  sheet.  Its  physical  properties  include  a  specific  gravity  of 
1.19,  tensile  strength  of  10,600  psi,  compressive  strength  of 
17,000  psi,  and  shear  strength  of  9,000  psi. 

.  INSPECTION  AND  TEST :  %"  thick  and  J4"  thick  sheets 
of  Swedcast  300  were  tested  under  the  provisions  of  ASTM 
D-635  by  Delsen  Corporation  Testing  Laboratories  and 
Swedcast  300  was  determined  to  be  a  slow  burning  plastic. 
RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Swedcast  300  as  a  glazing  material 
for  doors  which  do  not  require  a  fire  rating  and  for  windows 


which  do  not  require  a  fire  rating  and  are  75  feet  or  less 
above  grade  under  the  provisions  of  C26-503.1(e)  of  the 
Building  Code  of  the  City  of  New  York.  The  glazing  mate¬ 
rial  shall  be  permanently  labeled :  “Approved  by  the  Board 
of  Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  636-71-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 

650-71-SA 

APPLICANT — Waste  King  Universal  A  Subsidiary  Of 
Norris  Industries  for  Norris  Industries,  owner. 

APPEARANCES— 

For  Applicant:  Walter  A.  Young. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION: 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
650-71-SA — Waste  King  Universal,  Subsidiary  of  Norris  In¬ 
dustries,  Los  Angeles,  California,  filed  for  approval  of  Waste 
King  Food  Waste  Disposers,  Models  1000,  2000,  2500,  3550, 
SS5000,  SS7000,  SS8000,  and  9000  under  the  provisions  of 
New  York  City  Local  Law  14. 

PROPOSED  USE:  Food  waste  disposers. 
DESCRIPTION :  The  grinders  of  the  waste  disposers  con¬ 
sist  of  a  grind  ring  and  table  of  the  same  diameter,  4)4", 
5)4",  or  614".  The  waste  material  is  ground  by  the  elec¬ 
trically  driven  grinder  and  is  circulated  by  a  fixed  or  swivel 
impeller.  The  drain  elbow  is  made  of  acrylonitrile  butadiene 
styrene  (ABS).  Details  of  the  different  models  are  as 
follows : 


ELECTRICAL  &  GENERAL  DESCRIPTION  OF  HOUSEHOLD  DISPOSERS 


Model 

HP 

Rated 

Voltage 

Rated 

Amps 

RPM 

Diameter 

of 

T urntable 

Upper 

Housing 

Material 

Motor 

Housing 

Material 

Type  of 
Mounting 
Design 

1000 

Vz 

115 

5.9 

1725 

M/2" 

Aluminum 

Aluminum 

Compression 

2000 

Vz 

115 

5.9 

1725 

5)4" 

Aluminum 

Aluminum 

Compression 

2500 

Vz 

115 

5.9 

1725 

4)4" 

Aluminum 

Aluminum 

Compression 

3550 

V2 

115 

5.9 

1725 

53/8" 

Aluminum 

Aluminum 

Suspension 

SS  5000 

V2 

115 

5.9 

1725 

53/8" 

Stainless  Steel 

Polyester 

SS  7000 

V2 

115 

5.9 

1725 

53/8" 

Stainless  Steel 

Glass  Filled 
Polyester 

Suspension 

SS  8000 

V2 

115 

5.9 

1725 

53/s" 

Stainless  Steel 

Glass  Filled 
Polyester 

Suspension 

9000 

V2 

115 

5.9 

1725 

6J4" 

Aluminum 

Glass  Filled 
Aluminum 

Suspension 

Suspension 

V 
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INSPECTION  AND  TEST :  The  waste  disposers  have 
been  approved  by  the  International  Association  of  Plumbing 
and  Mechanical  Officials  (Number  5447,  File  1042).  Cities 
of  Detroit,  Chicago  and  Los  Angeles. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Waste  King  Food  Disposers,  Models 
1000,  2000,  2500,  3550,  SS5000,  SS7000,  SS8000,  and  9000, 
under  the  provisions  of  New  York  City  Local  Law  14  of 
1968  on  condition  that  they  shall  be  served  by  separate  sani¬ 
tary  sewers  tributary  to  a  sewage  treatement  plant  and  be 
installed  in  accordance  with  all  applicable  provisions  of  the 
Building  Code  and  Electrical  Code  of  the  City  of  New  York. 
The  waste  disposers  shall  be  permanently  labeled :  “Approved 
by  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  650-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this  ap¬ 
proval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


656-71-SM 


APPLICANT — GAF  Corporation  Building  Products  Divi¬ 
sion,  owner. 


APPEARANCES— 

For  Applicant:  J.  J.  Klimas. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

656-71-SM — GAF  Corporation  Building  Products,  Division, 
New  York,  filed  for  approval  of  the  material  known  as 
Stratalite  Thatch  S  120  Siding  under  the  provisions  of 
C26-501.1  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Component  part  of  a  one  hour  fire 
resistive  combustible  load  bearing  wall. 

DESCRIPTION:  The  siding  consists  of  a  combination  of 
incombustible  materials,  the  formulation  of  these  materials 
is  of  a  proprietary  nature  and  therefore  the  formula  has  been 
placed  in  a  sealed  envelope  and  deposited  in  the  Board’s  safe. 

When  used  as  a  component  part  of  an  exterior  wall  the 
construction  is  as  follows :  2  by  4  inch  studs  spaced  16  inches 
on  centers  are  nailed  to  the  top  and  bottom  bearing  plates. 
H  mch  tWck  approved  gypsum  sheathing,  faced  with' asphalt- 
impregnated  paper,  is  attached  to  the  studs  by  means  of  \% 
inch  long  6d  nails  snaced  vertically  8  inches  on  centers.  The 
material  “Stratalite”  is  then  applied  over  the  ^  inch  thick 
gypsum  sheathing  and  nailed  to  the  studs  by  means  of  2V2 
inch  long  nails.  3  inch  thick  glass-fiber  batts  are  then  laid 


in  place  between  the  studs.  The  %  inch  thick  foil  backed 
approved  wall  board  is  then  attached  to  the  opposite  face  of 
the  studs  with  176  inch  long  6d  nails  spaced  7  inches  on 
centers,  vertically.  The  construction  is  in  accordance  with 
Drawing  Design  No.  41,  which  is  on  file  with  and  part  of 
the  record. 

INSPECTION  AND  TEST :  A  partition  constructed  as 
herein  described  was  tested  at  the  Underwriters’  Labora¬ 
tories  in  accordance  with  the  requirements  of  RS5-2  and 
successfully  met  the  requirements  of  a  one  hour  fire  resis¬ 
tive  combustible  load  bearing  wall.  The  complete  Under¬ 
writers’  Laboratories  Report  R6397-2  is  on  file  with  the 
record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  material  known  as  Stratalite 
Thatch. S.  120  for  use  as  the  exterior  siding  on  a  one  hour 
fire  resistive  combustible  load  bearing  exterior  wall  where 
permitted  under  Table  3-4  Building'  Code  of  the  City  of 
New  York  on  condition  that  the  wall  with  the  siding  be 
constructed  as  herein  described  and  in  accordance  with  Dwg. 
Design  No.  41  which  is  on  file  with  the  record  and  further 
that  all  plans  submitted  to  the  Department  of  Buildings 
showing  the  proposed  use  of  this  construction  shall  be  la¬ 
beled  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Cal.  656-71-SM”,  and  the 
applicant,  shall  also  submit  to  the  Department  of  Buildings 
the  drawing  as  herein  referred  to. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of.  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


330-59-SA 

APPLICANT — Gordon  and  Piatt,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  Frank  F.  Lenz  and  Joseph  M.  Dunworth. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recommen¬ 
dation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Maidgan  and 


Commissioner  Nolan  .  5 

Negative :  .  Q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

W hereas,  the  report  of  a  Committee  on  Test  reads : 
3o0-59-SA — Amendment  to  resolution  as  to  additional  gas, 
gas-oil,  and  oil  burners. 

Gordon  and  Piatt,  Incorporated,  Winfield,  Kansas,  re¬ 
quested  that  the  resolution  adopted  January  17,  1961  and 
amended  May  23,  1961  under  Calendar  Number  330-59-SA 
be  reopened  and  amended  as  to  additional  gas,  gas-oil,  and 
oil  burners. 
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PROPOSED  USE:  Forced  draft  gas,  gas-oil  and  oil  burn¬ 
ers  for  boilers  and  furnaces. 

DESCRIPTION :  The  burners  fire  natural,  manufactured, 
of  L-P  gas  and/or  no.  2,  no.  4,  no.  5,  and  no.  6  fuel  oils. 
The  available  control  systems  are  on-off  with  low  fire  start, 
high-low-off  with  low  fire  start,  and  modulating  with  low 
fire  start.  The  additional  models  are  available  as  gas,  gas¬ 
oil,  and  oil  burners  with  the  exception  of  the  RL  models, 
which  are  available  as  oil  burners  only.  Combustion  safety 


programming  controls  are  available  with  cadium  cell  (firing 
of  light  and  oil  only)  flame  rectification,  lead  sulfide,  and 
ultraviolet  flame  detectors.  Combination  gas-oil  burners  are 
furnished  with  a  manual  fuel  changeover  switch  or  an  auto¬ 
matic  fuel  changeover  control  system  actuated  by  an  outdoor 
temperature  controller.  Light  oil  burners  are  furnished  with 
mechanical  pressure  and  air  taomizing  fuel  systems.  Heavy 
oil  burners  are  furnished  with  air  or  steam  atomizing  fuel 
systems.  The  additional  models  are  as  follows : 


Burner 

Model 

Capacity 

Blower  Motor 

HP  Sizes 

R6 

1,120,000 

Btu/Hr. 

Input 

4  HP — 4  HP — 4  HP  (previously  approved) 

R8 

2,800,000 

Btu/Hr. 

Input 

4  HP — 4  HP — 1  HP  (previously  approved) 

RIO 

4,500,000 

Btu/Hr. 

Input 

1  HP—iy  HP— 2  HP— 3  HP 

R12 

7,700,000 

Btu/Hr. 

Input 

2  HP— 3  HP— 5  HP 

RL6 

1,260,000 

Btu/Hr. 

Input 

4  HP — 4  HP — HP 

RL8 

3,360,000 

Btu/Hr. 

Input 

4  HP— 34  HP— 1  HP 

RL10 

4,760,000 

Btu/Hr. 

Input 

1  HP— 14  HP— 2  HP— 3  HP 

RL12 

8,400,000 

Btu/Hr. 

Input 

2  HP— 3  HP— 5  HP 

SR6 

1,120,000 

Btu/Hr. 

Input 

4  HP— H  HP— 4  HP 

SR7 

1,540,000 

Btu/Hr. 

Input 

4  HP— 4  HP— 4  HP 

S7 

1,680,000 

Btu/Hr. 

Input 

4  HP— 4  HP— 4  HP 

SR8 

2,800,000 

Btu/Hr. 

Input 

4  HP— 4  HP— 1  HP 

S8 

2,800,000 

Btu/Hr. 

Input 

4  HP— 34  HP— 1  HP 

SR10 

4,500,000 

Btu/Hr. 

Input 

1  HP— 14  HP— 2  HP— 3  HP 

S10 

4,600,000 

Btu/Hr. 

Input 

1  HP— 14  HP— 2  HP— 3  HP 

SR12 

7,700,000 

Btu/Hr. 

Input 

2  HP— 3  HP— 5  HP 

S12 

8,400,000 

Btu/Hr. 

Input 

2  HP— 3  HP— 5  HP 

F10 

6,050,000 

Btu/Hr. 

Input 

1  HP— 14  HP— 2  HP— 3  HP 

FL10 

6,050,000 

Btu/Hr. 

Input 

1  HP— 14  HP— 2  HP— 3  HP 

F12 

8,400,000 

Btu/Hr. 

Input 

2  HP— 3  HP— 5  HP 

FL12 

8,400,000 

Btu/Hr. 

Input 

2  HP— 3  HP— 5  HP 

F14 

12,300,000 

Btu/Hr. 

Input 

3  HP— 5  HP— 74  HP 

FL14 

12,300,000 

Btu/Hr. 

Input 

3  HP— 5  HP— 74  HP 

F16 

18,480,000 

Btu/Hr. 

Input 

3  HP— 5  HP— 74  HP— 10  HP 

FL16 

18,480,000 

Btu/Hr. 

Input 

3  HP— 5  HP— 74  HP— 10  HP 

FI  8 

31,500,000 

Btu/Hr. 

Input 

74  HP  thru  30  HP 

FL18 

31,500,000 

Btu/Hr. 

Input 

74  HP  thru  30  HP 

Models  R6  and  R8  were  previously  approved.  Models  RIO 
and  R12  are  similar  to  R6  and  R8,  but  have  higher  capacities. 
The  RL  models  are  built  for  straight  oil  firing  only.  Models 
SR  and  S  are  similar  to  model  R  burners  except  blower 
housing  is  in  an  inverted  position  to  provide  clearance  on  the 
front  of  some  boilers.  Model  F  blower  housings  are  shaped 
and  positioned  differently  to  fit  various  boiler  styles.  FL 
models  are  arranged  to  fire  firebox  boilers  with  low  base 
height. 

INSPECTION  AND  TEST :  The  burners  have  been  ap¬ 
proved  by  Underwriters’  Laboratories  under  file  number 
MP2526. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  17,  1961  and 
amended  May  23,  1961  under  Calendar  Number  330-S9-SA  be 
reopened  and  amended  to  include  the  additional  gas,  gas-oil, 
and  oil  burners  listed  above,  on  condition  that  the  require¬ 
ments  of  the  original  resolution  and  previous  amendment 
be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
nnnroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 


Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

435-59-SM 

APPLICANT — Sprayon  Insulation  and  Acoustics,  Incorpo¬ 
rated,  owner. 

APPEARANCES— 

For  Applicant :  Joseph  Hammand. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

435-59-SM — Amendment  to  resolution  as  to  substitution  of 
Spray-Don  “Standard  J”  for  Spray-Don. 

Metropolitan  Spray  Incorporated  for  Spray  on  Insulation 
and  Acoustics  Incorporated  requested  that  the  resolution 
adopted  October  16,  1962  and  as  amended  through  March  15. 
1966  under  Cal.  435-59-SM  be  reopened  and  amended  so  as  to 
permit  the  substitution  of  Spray-Don  “Standard  J”  for  the 
material  known  as  Spray-Don. 


t 
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PROPOSED  USE:  Three  hour  fire  resistive  beam  con¬ 
struction. 

DESCRIPTION  :  The  material  Spray-Don  “Standard  J”  is 
an  asbestos  free  fire  proofing  media  and  has  been  approved 
under  Cal.  Nos.  286-71-SM  and  278-71-SM. 

The  original  approval  using  the  asbestos  type  of  fire¬ 
proofing  was  for  a  three  hour  fire  resistive  beam  when  the 
material  Spray-Don  was  applied  to  a  tamped  thickness  of  )4 
inch  and  having  a  density  of  14  lbs./cu.  ft. 

The  request  is  to  permit  the  substitute  the  asbestos  free 
material  to  be  used  under  the  same  conditions,  namely  y2 
inch  tamped  thickness  and  a  density  of  14  lbs./cu.  ft. 
INSPECTION  AND  TEST :  The  Underwriters’  Labora¬ 
tories  ran  a  series  of  tests  and  engineering  studies  to  deter¬ 
mine  if  the  asbestos  and  the  asbestos  free  materials  were 
interchangeable.  They  concluded  that  in  this  instance  that 
14  inch  tamped  thickness  of  Spray-Don  “Standard  J”  (as¬ 
bestos-free  material)  would  afford  three  hour  fire  resistive 
protection  to  beams.  The  Underwriters’  Laboratories  have 
assigned  their  designation  Design  No.  85-3  hour  to  this  pro¬ 
tected  beam  construction. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  16,  1962  and  as 
amended  through  March  15,  1966  under  Cal.  435-59-SM  be 
reopened  and  amended  so  as  to  permit  the  substitution  of 
Spray-Don  “Standard  J”  (asbestos-free)  for  Spray-Don 
(asbestos  type  material)  for  the  protection  of  steel  beams  on 
condition  that  the  substituted  material  be  applied  to  a  tamped 
thickness  of  J4  inch  and  have  a  density  of  14  lbs./cu.  ft.  in 
order  to  achieve  a  three  hour  fire  resistive  beam  protection 
classification  and  that  all  other  requirements  of  the  resolu¬ 
tion  adopted  October  16,  1962  and  as  amended  through  March 
15,  1966  under  Cal.  435-59-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
annroval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


286-71-SM 

APPLICANT — Sprayon  Research  Corporation,  owner.  . 
APPEARANCES— 

For  Applicant:  Joseph  Hammond. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  q 

THE  RESOLUTION— 


W hereas,  the  report  of  a  Committee  on  Test  reads : 


286-71-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  columns. 

Stanley  N.  Fonfa  for  Sprayon  Research  Corporation  re¬ 
quested  that  the  resolution  adopted  July  6,  1971  under  Cal. 
286-71-SM  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  fire  resistive  columns. 

PROPOSED  USE:  4  Hour,  3  Hour  and  2  Hour  sprayed 
fiber  fire  resistive  column  protection. 

DESCRIPTION  :  There  has  been  no  change  in  the  mate¬ 
rial  Spray-Don  “Standard  J”  from  that  presently  approved 
under  this  Calendar  Number. 

The  original  approval  covered  only  wide  flange  heavy 
weight  columns.  The  request  is  to  include  4,  3  and  2  hour 
fire  resistive  ratings  on  lighter-columns,  minimum  size  of 
column  being  8WF28. 

INSPECTION  AND  TEST :  The  Underwriters’  Labor¬ 
atories  conducted  a  series  of  tests  and  engineering  studies  to 
determine  the  required  thickness  of  the  sprayed  fireproofing 
to  achieve  the  required  fire  resistive  ratings. 

Full  scale  tests  were  conducted  on  a  column  protected  with 
1/4  inch,  tamped  thickness,  of  Spray-Don  “Standard  J”  hav¬ 
ing  an  average  density  of  15  lbs./cu.  ft.  to  achieve  a  2  Hour 
fire  resistive  rating  and  3)4  inch,  tamped  thickness  of  Spray- 
Don  “Standard  J”  having  an  average  density  of  13  lbs./cu.  ft. 
to  achieve  a  4  Hour  fire  resistive  rating.  The  proposed  2 
Hour  column  reached  its  end  point  at  1  Hour,  47  minutes 
and  the  4  Hour  column  reached  its  end  point  at  6  Hours 
42  minutes. 

From  the  results  of  the  two  tests,  the  Underwriters’  Lab¬ 
oratories  determined,  by  an  engineering  study,  the  thickness 
of  the  sprayed  fiber  that  would  be  required  to  achieve  4,  3 
and  2  Hour  fire  resistive  ratings. 

The  study  showed  that  to  achieve  the  4  Hour  fire  resistive 
rating  2  5/16  inches,  tamped  thickness  of  Spray-Don  “Stand¬ 
ard  J  having  a  density  of  11  lbs./cu.  ft.  is  required.  3  Hour 
fire  resistive  rating  requires  1  y8"  inches  tamped  thickness  of 
the.  same  material  having  the  same  density.  2  Hour  fire 
resistive  rating,  requires  1  7/16  inches  tamped  thickness  of 
the  same  material  having  the  same  density. 

The  complete  report  R365 5- 1 0-11  is  on  file  with  the  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  6,  1971  under  Cal. 
286-71-SM  be  reopened  and  amended  so  as  to  include  the 
additional  fire  resistive  columns  of  a  minimum  size  of  8WF28 
when  protected  with  Spray-Don  “Standard  J”  having  a  mini¬ 
mum  density  of  . 11  lbs./cu.  ft.  and  applied  to  a  tamped  thick¬ 
ness  of  2  5/16  inches  for  4  Hour  fire  resistive  rating;  1/4 
inches  for  3  Hour  .fire  resistive  rating  and  1  7/16  inches  for 
2  Hour  fire  resistive  rating  on  condition  that  the  require¬ 
ments  of  the  resolution  adopted  July  6,  1971  under  Cal. 
286-71-SM  be  complied  with.  The  Committee  further  recom¬ 
mends  that  all  columns  shall  be  protected  in  accordance  with 
the  requirements  of  the  Rules  of  the  Board  adopted  under 
Cal.  118-68-GR. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

.  Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

288-71-SA 

APPLICANT  Prime  Service  and  Equipment  Corporation, 

owner. 

APPEARANCES— 

For  Applicant:  Marvin  Sibner. 
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ACT  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

288-71-SA — Amendment  to  resolution  as  to  change  in  condi¬ 
tional  requirements  of  approval. 

„  Prime  Service  and  Equipment  Corporation,  Hicksville, 
New  York,  for  Hauck  Manufacturing  Company,  Lebanon, 
Pennsylvania,  requested  that  the  resolution  adopted  June  22, 
1971  under  Calendar  Number  288-71-SA  be  reopened  and 
amended  as  to  change  in  conditional  requirements  of  approval. 

PROPOSED  USE :  Gas  fired  salamander  for  setting  of 
concrete  and  drying  of  plaster. 

DESCRIPTION:  Condition  No.  7  of  the  approval  pres¬ 
ently  reads:  When  the  heaters  are  in  use,  a  standby  part 
time  licensed  plumber  and  a  fire  guard  with  a  Certificate  of 
Fitness  from  the  Fire  Department  shall  be  on  the  job  site. 
The  request  is  to  require  the  presence  of  a  journeyman 
plumber  instead  of  a  licensed  plumber  and  to  require  the 
presence  of  the  plumber  or  fire  guard,  but  not  both  simul¬ 
taneously.  Condition  No.  7  would  then  read :  When  the 
heaters  are  in  use,  a  standby,  part  time  journeyman  plumber 
or  a  fire  guard  with  a  Certificate  of  Fitness  from  the  Fire 
Department  shall  be  on  the  job  site. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  22,  1971  under  Cal¬ 
endar  Number  288-71-SA  be  reopened  and  amended  to 
change  the  conditional  requirements  of  approval,  as  described 
above,  on  condition  that  the  other  requirements  of  the  origi¬ 
nal  resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


702-61-SA 

APPLICANT — Graco,  Incorporated,  owner. 
APPEARANCES— 

For  Applicant:  None. 

ACT  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c; 

Negative :  . ’  ” .  q 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

702-61-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Graco  Incorporated,  Franklin  Park,  Illinois  requested  that 
the  resolution  adopted  November  23,  1965  under  Cal.  No. 
702-61-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Paint  spray  gun. 

DESCRIP  riON :  There  has  been  no  change  in  the  mate¬ 
rials  used  nor  in  the  method  of  manufacture  of  the  gun. 

Graco  Incorporated  have  submitted  an  affidavit  showing 
the  various  transactions  from  May  15,  1970  up  to  December 
31,  1970  on  which  date  Graco  Incorporated  became  the  last 
owner-manufacturer  of  record. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1965  under 
Cal.  702-61-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer  j  new  owner-manufacturer 
being  Graco  Incorporated,  Franklin  Park,  Illinois  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Novem¬ 
ber  23,  1965  under  Cal.  702-61-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board, _  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

259-65-SA  ' 

APPLICANT — Heinicke  Instruments  Company,  owner. 
SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madio-an  anri 


owner. 


377-65-SM 

APPLICANT — Central  Foundry  Company, 

SUBJECT — Withdrawal. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . \  \  ’  ’  [  ’  . .  q 


509-71-SA  - 

APPLICANT  Victor  Equipment  Company,  owner. 
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SUBJECT — Application  July  26,  1971 — Machine  Cutting 
Torches,  approval  of. 

APPEARANCES— 

For  Applicant:  Thomas  Mason. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


651-71-SM 

APPLICANT — Center-Tex  Division  for  Newburgh  Aloire 
Company  Incorporated,  owner. 

SUBJECT — Application  October  5,  1971- — Material  Rayon/ 
Cotton  Bengaline  Center-Tex  flameproof ed,  approval  of. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  S 

Negative:  .  0 


962-63-SM 

APPLICANT — E.  B.  Lanman,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


978-63-SM 


APPLICANT — Newark  Ladder  and  Bracket  Company,  In¬ 
corporated. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


987-63-SA 

APPLICANT — Norge  Sales  Corporation. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


407-71-BZ 

APPLICANT— Salvator  A.  Caradonna  for  The  St.  Francis 
Monastery,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  construction 
and  maintenance  of  an  off  site  accessory  parking  facility 
for  an  existing  catering  establishment. 

PREMISES  AFFECTED — 1651  Hancock  Street,  west  side, 
260.13  feet  south  of  Cypress  Avenue,  1658  to  1662  Jefferson 
Avenue,  Block  3548,  Lots  40,  43,  45  and  79,  Ridgewood, 
Borough  of  Queens. 

APEARANCES— 

For  Applicant:  S.  A.  Caradonna. 

For  Opposition :  Charles  W.  Ernst,  Rita  Fiore,  Sofie  Will- 


rine,  Harry  C.  Whelpley. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative : .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  29,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1971;  then  to  November 
9,  1971 ;  then  laid  over  to  November  23,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1971,  acting  on  Alt.  Applic.  535/1971,  reads: 

“1.  Proposed  off-site  parking  accessory  to  a  com¬ 
mercial  use  in  a  Residential  Zone  is  contrary  to  Sec. 
22-00  Z.  R.  and  Sec.  25-50  Z.  R.” 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  A,  B,  C  and  E 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  2,  1971,  acting  on  Alt.  Applic.  535/1971,  Objec¬ 
tion  No.  1  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  it  denied. 


577-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Cosmetology 
Publishing  Corporation,  owner. 

SUBJECT— Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  expansion 
of  an  existing  printing  establishment  previously  before  the 
Board  into  an  adjoining  building  and  the  erection  of  a 
second  floor  for  use  as  offices. 

PREMISES  AFFECTED— 3839  to  3851  White  Plains 
Road,  southwest  corner  of  East  221st  Street,  Block  4655, 
Lot  43,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  J,  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
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l| 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  then  laid  over  to  November  23,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  12,  1971,  acting  on  Alt.  Applic.  286/1971, 
reads : 

“L  Proposed  structural  alteration  in  order  to  ex¬ 
tend  a  non-conforming  use  (Printing  Establishment,  Use 
Group  17B,  located  on  C2-2  within  R6  District)  Violates 

(Section  52-22  of  Amended  Zoning  Resolution. 

2.  The  proposed  changes  Violates  the  Resolution  of 
the  B.  S.  A.,  Cal.  No.  464-64-BZ  and  therefore  this 
application  must  be  referred  back  to  B.  S.  A.  as  per 
Section  11-412  of  Amended  Zoning  Resolution. 

3.  Since  there  are  no  applicable  bulk,  parking  or 
loading  _  requirements  for  the  proposed  extension,  this 
application  is  referred  to  the  Board  of  Standards  and 
Appeals  for  its  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
'  .  Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

M  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
!  hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  a  C 2-2  destrict,  the  expansion  of  an  existing  printing 
establishment  previously  before  the  Board  into  an  adjoining 
building  and  the  erection  of  a  second  floor  for  use  as  offices. 

I  on  condition  that  all  work  shall  conform  to  drawings  marked 
!  “Received  August  25,  1971,”  11  sheets,  and  that  all  laws, 

■  rules  and  regulations  applicable  shall  be  complied  with  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


666-66-BZ — Vol.  II 


,  APPLICANT — Rathkopf  and  Rathkopf  for  Ford  Leasing 
Development  Company,  owner;  Robin  Ford,  lessee. 


SUBJECT — Application  reopened  as  Volume  II  June  1, 
1971 — decision  of  the  Borough  Superintendent,  under 


Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R3-2  district,  the  construction  of  an  automobile  sales  lot 
with  accessory  office  for  use  in  conjunction  with  a  new 
car  agency  previously  before  the  Board. 

PREMISES  AFFECTED — 2375  Richmond  Avenue,  south¬ 
east  corner  of  Nome  Avenue,  465  Nome  Avenue,  Block 
2380,  Lot  30,  New  Springville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant;  Daren  A.  Rathkopf. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative ;  .  0 

Negative;  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  reopened  as  Vol.  II  on 
June  1,  1971,  subject  to  regular  procedure;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1971;  then  laid  over 
to  November  23,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  N.  B.  Applic.  327/1971,  reads: 

“2.  Proposed  construction  of  an  automobile  sales 
office  (Use  Group  16)  in  an  R3-2  District  is  contrary 
to  Sect.  32-25  of  the  Zoning  Resolution  and  to  the  con¬ 
dition  of  the  Board  of  Standards  and  Appeals  Resolu¬ 
tion  No.  1152-64-BZ,  adopted  March  9,  1965. 

Note  ;  This  denial  re-issued  due  to  error  in  block  No. 
shown  on  original  denial  dated  April  14,  1971  as  filed 
with  the  Board  of  Stds.  and  Appeals.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  C  and  E  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  May  20,  1971,  acting  on  N.  B.  Applic  327/1971,  Ob¬ 
jection  No.  2,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


(Remaining  Minutes  of  the  Meeting  of  November  23, 
1971,  will  appear  in  the  issue  of  December  9,  1971.) 


CORRECTION 


^CORRECTION 

That  portion  of  the  minutes  of  the  meeting  of  the  Board 
of  Standards  and  Appeals  held  on  July  6,  1971,  as  they 
appeared  in  Bulletin  28,  Vol.  56  are  hereby  corrected  to 
read  as  follows : 

258-71-BZ 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Robro  Realty  Corporation,  owner. 

SUBJECT — Application  April  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  a  C6-4  district  on  a  plot  previously  before  the 
Board,  the  erection  of  a  34  story  mixed  building  that  ex¬ 
ceeds  the  permitted  floor  area  ratio  and  has  less  than  the 
required  lot  area  per  room. 

PREMISES  AFFECTED — 747  to  765  Second  Avenue,  west 
side,  from  40th  to  41st  Street,  237  to  245  East  40th  Street, 
242  East  41st  Street,  Block  1314,  Lots  21,  128,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  H.  Lindenbaum. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


N  egative :  .  0 

Absent :  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 


June  8,  1971,  after  due  notice  by  publication  in  the  Bulletin; 
laid  over  to  June  22,  1971 ;  then  to  July  6,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  13,  1971,  acting  on  N.B.  Applic.  6/1970,  reads: 

“C-7  Plans  filed  under  Amendment  of  April  13,  1971 
do  not  comply  with  plans  approved  by  the  B.S.A.  under 
Calendar  #213-70-BZ. 

C-8  Comply  with  Section  23-15  Z.R.  Floor  area  of 
non-residential  portion  of  building  is  in  excess  of  allow¬ 
able  floor  area  of  12  times”. 

C-9  Comply  with  Section  23-25  Z.R.  Provide  re¬ 
quired  lot  area  per  100  sq.  ft.  of  non-residential  use. 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical  diffi¬ 
culty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-4 
district,  on  a  plot  previously  before  the  Board,  the  erection 
of  a  34-story  mixed  building  that  exceeds  the  permitted  floor 
area  ratio  and  has  less  than  the  required  lot  area  per  room, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  April  20,  1971,”  6 
sheets ;  and  that  all  laws,  rules  and  regulations  applicable 
be  complied  with,  and  that  substantial  construction  be  com¬ 
pleted  within  one  year  from  the  date  of  this  resolution. 

*  Correction :  In  the  decision  of  the  Borough  Superin¬ 
tendent  the  matter  in  italics  has  been  inserted  to  correct. 
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New  Cases  Filed  up  to  November  30,  1971 

Cal.  No.  Dept.  Premises  Affected 

736-71-A — B.M. — 605  Hudson  Street,  west  side,  50.3  feet 
south  of  West  12th  Street,  Block  624,  Lot  17,  Borough 
of  Manhattan,  Alt.  No.  1540-69,  re-  sprinkler  system, 
Cl-6  district. 


737-71-BZ — B.Q. — 1666  Hancock  Street,  southeast  corner 
of  Cypress  Avenue,  Block  3549,  Lot  44,  Ridgewood,  Bor¬ 
ough  of  Queens,  N.B.  101-71,  re-  proposed  public  school, 
Ml-1  district. 


738-71-SM — Crown-Metre,  Incorporated,  Fyran  for 
flameproofing  of  textile  and  paper  materials,  manufac¬ 
tured  by  Crown-Metre,  Incorporated,  Material. 


739- 71-SA — Kenneth  E.  Rose  for  Columbus  Stove  Com¬ 
pany,  Royal  Rose,  domestic  gas  ranges  for  cooking  pur¬ 
poses,  manufactured  by  Columbus  Stove  Company,  Ap¬ 
pliance. 

740- 71-SM — Phillips  Products  Company,  Incorporated, 
Driscopipe  7000  Transition  Fitting,  manufactured  by 
Phillips  Products  Company,  Incorporated,  Material. 


741-71-BZ — B.Q. — 69-25  Cooper  Avenue,  northeast  corner 
of  69th  Place,  Block  3705,  Lot  10,  Glendale,  Borough  of 
Queens,  Community  Board  ff5,  Alt.  No.  655-71,  re-  pro¬ 
posed  enlargement  of  artists  brush  factory,  Cl-2,  R5 
district. 


742-71-BZ — B.B. — 173  to  177  Monroe  Street,  northside, 
325  feet  west  of  Nostrand  Avenue,  and  366  Gates  Avenue, 
Block  1812,  Lots  39,  139,  69,  70,  Borough  of  Brooklyn, 
Community  Board  #3,  Alt.  No.  1705-71,  re-  proposed 
accessory  parking  spaces,  R6  district. 


Restored  to  Docket 

1049-67-BZ — Vol.  II — B.M. — 244  East  60th  Street,  south 
side,  40  feet  west  of  Second  Avenue,  Block  1414,  Lot  30, 
Borough  of  Manhattan,  B.N.  2649-71  re-  proposed  sign, 
C2-8  and  R8  district. 

DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  11,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

713-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  December  11, 
1971  and  for  amendment  of  resolution — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e,  7h  and  7h  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
repairs  (hand  tools  only),  auto  washing  (non-automatic), 
office,  sales  and  storage  of  motor  accessories,  parking  for 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 181-01  to  181-11  (181-05  offi¬ 
cial)  Horace  Harding  Expressway  and  58-25  to  58-53 
Utopia  Parkway,  northeast  corner  and  58-28  to  58-52 


182nd  Street,  Block  7065,  Lot  8,  Fresh  Meadows,  Borough 
of  Queens. 


59-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Company, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  6, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  sales,  storage  room,  lubritorium,  car  washing,  minor 
auto  repairs,  parking  and  storage  of  motor  vehicles,  sign, 
and  show  window  within  75  ft.  of  residence  use  district. 

PREMISES  AFFECTED— 264-12  to  264-20  Hillside  Av¬ 
enue  and  84-02  to  84-10  265th  Street,  southwest  corner, 
Block  8794,  Lot  22,  Bellerose,  Borough  of  Queens. 


660-54-BZ 

APPLICANT — Arthur  Levine  for  Sylvia  Glicker,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  6,  1970 — decision  of 
the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7e,  7h  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
motor  vehicle  repairs  and  office,  with  business  entrances 
(curb  cuts)  and  signs,  and  to  permit  the  parking  of  motor 
vehicles. 

PREMISES  AFFECTED— 45-04  Bowne  Street  and  142-16 
45th  Avenue,  southwest  corner,  Block  5202,  Lots  6  and  7, 
Flushing,  Borough  of  Queens. 


946-61-BZ 

APPLICANT — Maxfield  Blaufeux  and  Haywood  Blaufeux 
for  Green  Park  Essex,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance,  which  expired  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  in  an  existing 
six  (6)  story  multiple  dwelling  and  accessory  garage,  the 
use  of  a  portion  of  the  cellar  for  offices. 

PREMISES  AFFECTED — 41-02  to  41-26  (41-10  official) 
Bowne  Street,  west  side,  from  41st  Avenue  to  Barclay 
Avenue,  142-34  to  142-52  41st  Avenue,  142-33  to  142-51 
Barclay  Avenue,  Block  5046,  Lot  20,  Flushing,  Borough 
of  Queens. 


473-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  July  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED — 31  Washington  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552. 
Lot  61,  Borough  of  Manhattan. 


512-71-BZ 

APPLICANT — Geoffrey  E.  Fulton  for  Bernstein  and  Bern¬ 
stein,  owner;  WNJU-TV  A  Division  of  Screen  Gems 
Stations,  Incorporated,  lessee. 
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SUBJECT  Application  July  26,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-30  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  on  the  existing  17 
story  multiple  dwelling,  the  installation  of  television  an¬ 
tennas  and  a  television  bulkhead  and  tower. 

PREMISES  AFFECTED — 1020  Grand  Concourse,  south¬ 
east  corner  of  East  165th  Street,  Block  2461,  Lot  94 
Borough  of  The  Bronx. 


547-71-BZ 


APPLICANT — Philip  P.  Agusta 
Benjamin  Ncdbor,  owner. 


and  Frank  J.  Meier  for 


SUBJECT— Application  August  16,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  warehouse  that  incroaches  on  the  required  yard 
along  a  district  boundary. 

P  AI<  FECTED — 61-10  Maurice  Avenue,  east  side, 

n°rt,i  of  61st  Street>  Block  2371,  Lots  112  and 
1-0,  Maspeth,  Borough  of  Queens. 


Melniker  for  The  Russo  Agency, 


592-71-BZ 

APPLICANT— Albert 

Incorporated,  owner. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
V  ork  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  and  R2  district,  the  erection  of  a 
second  door  to  an  existing  one  story  mixed  building  and  the 
change  in  occupancy  to  medical  and  professional  offices. 

PREMISES  AFFECTED— 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond. 


698-71-A 

APPLICANT — Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT— Application  October  28,  1971— review  of  Fire 
Department  Regulations  Covering  Pressurized  Products 
re-  (Jet-Start  Starting  Fluid  Injection  System). 


708-71-A  ~ 

APPLICANT — C  and  C  Laboratories,  owner. 

SUBJECT— Application  November  3,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com- 
bustible  mixture  known  as  Put-Away  in  4  ounce  Poly 
V  myl  Chloride  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 


712-71-A 


APPLICANT — Frank  A.  Vaccaro  for  Nat  Di  Martino 
owner. 


SUBJECT  Application  November  3,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

AFFECTED — 240  Sommer  Avenue,  south  side, 
1  j  U;  f^et„we.st  of  Graham  Avenue,  Block  2217,  Lots  10, 
and  52,  Bulls  Head,  Borough  of  Richmond. 


714-71-A 


APPLICANT — Penray  Company,  owner. 

SUBJECT— Application  November  5,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Nox-Ice  in  12  ounce  metal  cans 
with  rip- top  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York. 


615-71-BZ 

APPLICANT— Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erectior 
oi  a  one  story  enlargement  to  an  existing  automotive  service 
station  with  accessory  uses  previously  before  the  Board 
and  the  installation  of  new  tanks,  pumps  and  signs 

PREMISES  AFFECTED  8202  to  8212  7th  Avenue,  south- 
Brooklyn  °f  ^  StreCt’  B1°Ck  6°10,  Lot  47’  Borou^h 


THOMAS  F.  GALVIN,  Chairman 


JANUARY  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  11,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 


727- 71-A  ~ 

ABPBICANT— Maxfield  Blaufeux  and  Heywood  Blaufeux 
tor  Century  Villa  Incorporated,  owner. 

SUEJECT— Apphcation  November  17,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  full  time  paid 
^endant  for  thirteen  cars,  portion  of  building  is  less  than 
&yo  of  the  total  perimeter. 

AFFECTED— 9515  Avenue  N,  north  side, 
102.10^4  feet  west  of  East  96th  Street,  Block  8279,  Lot  6 
Borough  of  Brooklyn. 

728- 71-A  - - 

APPLICANT-Maxfield  Blaufeux  and  Heywood  Blaufeux 
tor  Century  Villa  Incorporated,  owner. 

SUBJECT— Application  November  17,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  full  time  paid 
attendant  for  thirteen  cars,  portion  of  building  is  less  than 
o  /o  of  the  total  perimeter. 

AFFECBED— 1 9516  Avenue  M,  south  side, 
103.5,4  feet  east  of  East  95th  Street,  Block  8279,  Lot  43 
Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 
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(Remaining  Minutes  of  November  23,  1971) 
347-70-SA 

APPLICANT— Clark  Control  Division,  A.  O.  Smith  Cor¬ 
poration,  owner. 

SUBJECT— Application  June  12,  1970— Clark  Fire  Pump 
Controller  for  electric  motors,  Bulletin  B 10620,  B 10630, 
B 10640,  B 10650,  B 10663. 

APPEARANCES— 

For  Applicant:  George  S.  Borgida. 

THE  VOTE  TO  DISAPPROVE  B-10620  and  B-10640— 

Affirmative :  0 

Negative:  Chairman  Galvin,  yice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  VOTE  TO  APPROVE  B-10630  and  B-10650— 
Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
347-70-SA — Clark  Control  Division  A.  O.  Smith  Corpora¬ 
tion,  Cleveland,  Ohio  filed  for  approval  of  the  appliance 
known  as  Clark  Fire  Pump  Controllers  Bulletin  B 10620, 
B10630,  B10640  and  B10650  under  the  provisions  of  Article 
17,  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Controllers  for  electric  fire  pumps. 
DESCRIPTION :  The  controllers  are  automatic  or  non¬ 
automatic  across-the-line  or  primary  resistance-reduced  volt¬ 
age  starting  types  for  control  of  3  phase  squirrel  cage  motors. 

The  Bulletin  B 10620  is  a  Across-the-line  nonautomatic 
B 10630  is  a  Across-the-line  automatic,  B 10640  is  Reduced 
voltage  (primary  resistance)  non- automatic  and  B 10650  is 
Reduced  voltage  (primary  resistance)  automatic. 

The  automatic  type  controllers  maintain  water  pressure 
automatically  through  the  action  of  a  pressure  switch.  When 
the  pressure  drops  below  a  set  point,  the  controller  starts 
and  runs  until  the  pressure  is  restored.  The  pressure  switch 
has  a  calibrated  dial  and  independent  adjustments  for  start 
and  stop  points. 

To  prevent  frequent  recycling  that  might  damage  the  pump 
motor,  a  motor-driven  running  period  timer  causes  the  pump 
to  run  for  at  least  a  set  period  before  stopping.  NFPA  in¬ 
structs  that  this  time  shall  be  one  minute  for  each  ten 
horsepower  up  to  a  maximum  of  seven  minutes. 

The  controller  can  also  be  started  manually,  independent 
of  any  automatic  means,  and  will  continue  running  until 
manually  stopped. 

The  non-automatic  type  controllers  are  similar  to  the 
automatic  type  except  that  the  operation  is  strictly  manual, 
either  by  push  button  or  the  use  of  the  manual  start  handle. 
The  motor  will  continue  operating  until  manually  stopped. 
Pressure  control  is  not  available  on  this  controller. 

The  method  of  starting  is  either  by  means  of  across-the- 
line  wherein  full  voltage  is  applied  to  the  motor  on  starting 
through  the  use  of  a  single  contactor  or  by  means  of  reduced 
voltage  starting  which  is  accomplished  by  using  a  primary 
resistor-type  start  with  timed  automatic  acceleration. 

INSPECTION  AND  TEST :  The  controllers  have  been 
approved  by  the  Underwriters’  Laboratories  under  Ex386 
and  the  complete  report  is  on  file  with  the  record. 

RECOMMENDATIONS:  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  appliance  known  as  Clark  Fire 
Pump  Controllers  Bulletin  B 10630  and  B 10650  under  the 
provisions  of  C26-l703.il  Building  Code  of  the  City  of 
New  York.  The  Committee  further  recommends  that  the 
request  for  the  non-automatic  controllers  B10620  and  B10640 
be  withdrawn  as  their  use  is  not  permitted  under  the  provi¬ 


sions  of  C26-1703.ll,  the  Building  Code  of  the  City  of  New 
York.  Each  controller  shall  bear  a  label,  permanently 
affixed,  reading  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  the  City  of  New  York  under  Cal. 

347-70-SA”  . 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report  on  Item  Nos.  B10630  and  B10650. 


446-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Paul  Lucido. 

SUBJECT— Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 460  to  474  Knickerbocker  Ave¬ 
nue,  southwest  corner  of  Bleecker  Street,  Block  3298,  Lot 
33,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Lt.  John  P.  Manfredi,  F.D.  and  Capt. 
John  F.  Petraglia,  F.D. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 

Wereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  24,  1971,  reads: 

“Application  is  hereby  respectfully  made  to  the  Board 
of  Standards  and  Appeals,  in  accordance  with  the  pro¬ 
visions  of  1804.4.C.6  of  the  City.  Charter,  to  modify 
Certificate  of  Occupancy  in  relation  to  the  following 
building : 

460-474  Knickerbocker  Avenue,  Brooklyn — Cer¬ 
tificate  No.  200677. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  cellar,  arranged  and  equipped  as  per 
Chapter  26,  Article  17,  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  auto¬ 
matic  sprinkler  system  throughout  the  cellar,  and  that  all 
other  laws,  rules  and  regulations  applicable  shall  be  complied 
with. 
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k 


500-71-A 


APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Eugene  Zimmerman. 

SUBJECT — Application  July  19,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 480  East  185th  Street,  south¬ 
east  corner  of  Washington  Avenue,  Block  3053,  Lot  78, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 
John  F.  Petraglia,  F.  D. 

For  Opposition:  Benjamin  Zlochower  and  Eugene  Zim¬ 
merman. 


ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 


!  Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  19,  1971,  reads : 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  1804.4.C.6  of  the  City  Charter,  to  modify  Cer¬ 
tificate  of  Occupancy  in  relation  to  the  following  build¬ 
ing: 

480  East  185th  Street,  Bronx — Certificate  No.  108. 

1.  Install  an  approved  automatic  sprinkler  system 
throughout  the  corridors  and  stairs,  3rd,  4th  and  5th 
floors,  arranged  and  equipped  as  per  Chapter  26,  Article 
17,  Administrative  Code.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be  granted 
under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner 
for  modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  fire  escapes  on  the 
Washington  Avenue  side  of  the  building,  as  shown  on  draw¬ 
ings  marked  “Received  November  9,  1971,”  3  sheets,  and 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

i 


525-71-A 

APPLICANT — Robert  H.  Higinbotham  for  Safety  Lines 
Marketing,  Incorporated,  owner. 

SUBJECT — Application  July  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Fire  Commissioner  re-  Heating  Kettles  for 
highway  pavement  markings. 


APPEARANCES— 

For  Applicant :  R.  H.  Higinbotham. 

For  Administration:  Lt.  John  P.  Manfredi,  Capt.  John  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

;  THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

W  hereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  23,  1971  on  Order  No.  B  814451,  reads: 


“3)  Heating  Unit  for  melting  Kettle  to  be  approved 
by  Bd.  of  S.  &  A. 

5)  Gas  Regulators  to  be  approved  by  Bd.  of  S.  &  A. 
or  Underwriters  Laboratories.” 

and 

W hereas,  the  device  was  inspected  by  a  committee  of  the 
Board  which  recommended  that  the  appeal  be  granted  under 
certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Fire  Commis¬ 
sioner,  dated  July  23,  1971,  acting  on  Order  No.  B  814451, 
Objection  Nos.  3  and  5,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  equip¬ 
ment  shall  conform  with  drawings  marked  “Received  July  30, 
1971,  1  sheet,  and  “August  6,  1971,”  1  sheet,  and  that  all 

other  laws,  rules  and  regulations  applicable  shall  be  com¬ 
plied  with. 


566-71-A 


APPLICANT — Leonard  F.  Rothkrug  for  Crist  Visich, 
owner. 

SUBJECT  Application  August  26,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  cellar  apartment. 

PREMISES  AFFECTED — 3311  Colden  Avenue,  west  side, 
100  feet  north  of  Duncan  Street,  Block  4634,  Lot  35,  Bor¬ 
ough  of  The  Bronx. 


APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1971  on  Alt.  Applic.  38-71,  reads : 

“A4 — Proposed  cellar  apt.  in  a  2  sty.  and  cellar 
brick  Class  A,  New  Law  Tenement  would  be  contrary 
to  Sec.  216,  subd.  2a,  b,  d,  e  and  Sec.  34  subd.  6a  M.  D.  L. 
and  Sec.  C-26-34.09,  subd.  a,  b  H.  M.  C. 

A5 — Cellar  partitions  are  contrary  to  Sec.  C26-664.0 
of  Adm.  Code,  and  is  hereby  denied.” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  dated  August  23.  1971,  acting  on  Alt.  Applic. 
38-71,  Objection  No.  A4  and  A5,  be  and  it  hereby  is  modi¬ 
fied  and  that  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  a  new  two-inch  water  main  be  installed,  and 
that  the  building  comply  with  drawings  received  November 
16,  1971,  2  sheets,  and  that  all  other  applicable  laws,  rules 
and  regulations  be  complied  with. 


573-71-A 

APPLICANT — Boron  Oil  Company,  owner. 

SUBJECT — Application  August  31,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Wm.  Penn  Anti-Freeze  and 
Summer  Coolant,  and  Cold  Guard  Anti-Freeze  and  Sum¬ 
mer  Coolant  in  one  quart  and  one  gallon  metal  sealed 
cans,  for  two  gallon  metal  sealed  can  and  plastic  gallon 
container  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York  City. 


MINUTES 


APPEARANCES— 

For  Applicant:  W.  B.  Chitty. 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt.  John 
F.  Petraglia,  Fire  Dept. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  19,  1971  on  Folder  No.  122-4211,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  products  1)  Wm.  Penn  Anti-Freeze  & 
Summer  Coolant  (F.  P.  250°F.)  2)  Cold  Guard  Anti- 
Freeze  &  Summer  Coolant  (F.  P.  250°F.)  in  containers 
as  follows:  for  #1 — Quart  and  Gallon  metal  sealed 
cans,  for  #2 — Gallon  metal  sealed  can  and  Plastic  gal¬ 
lon  container  is  disapproved.  Such  containers  are  not  in 
compliance  with  our  regulations  to  wit:  Section  C-19- 
62.0.b  NYC  Adm.  Code  requires  that  Combustible  Mix¬ 
tures  be  packaged  in  metal  or  glass  containers  equipped 
with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawings  and  samples  of  the  containers 
were  inspected  by  the  Board  and  it  was  decided  that  the 
appeal  should  be  granted  under  certain  conditions. 

Resolved ,  that  the  order  and  decision  of  the  Fire  Com¬ 
missioner,  dated  August  19,  1971,  acting  on  Folder  No.  122- 
4211,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  containers  sub¬ 
stantially  comply  with  drawings  filed  October  7,  1971,  3 
sheets,  and  that  the  label  on  the  quart  and  gallon  size  metal 
containers,  have  prominently  displayed  instructions  that  the 
entire  contents  are  to  be  emptied  upon  initial  openings,  and 
that  the  polyethylene  container  shall  have  a  screw  cap  top, 
and  that  the  label  be  in  such  style  as  is  satisfactory  to  the 
Fire  Commissioner,  and  that  in  all  other  respects,  all  other 
applicable  laws,  rules  and  regulations  shall  be  complied  with. 

596-71-A 

APPLICANT — Albert  Homer  Swanke,  for  Chase  Manhat¬ 
tan  Realty  Corporation,  owner,  Davis  Polk  and  Wardwell, 

lessee. 

SUBJECT — Application  September  2,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs. 

PREMISES  AFFECTED— 1  Chase  Manhattan  Plaza, 
southeast  corner  of  Nassau  Street  and  Liberty  Street, 
Block  45,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Albert  Homer  Swanke. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  26,  1971  on  Alt.  Applic.  1544-70,  reads : 

“Request  for  reconsideration  of  an  objection  to  the 
elimination  of  fire  separations  between  offset  open  con¬ 
venience  stairs  between  three  floors  has  been  reviewed. 

Previously,  the  convenience  stairs  between  three 
floors  had  been  authorized,  based  on  the  fact  they  were 
offset  horizontally  with  each  individual  stair  having  un¬ 


protected  openings  only  between  two  adjoining  floors; 
together  with  the  fact  that  smoke  cut  off  doors  were 
provided  in  the  corridors  so  as  to  prevent  the  possibility 
of  smoke  communicating  through  all  three  floors. 

The  applicant’s  request  to  delete  the  smoke  barrier 
doors  creates  an  open  unenclosed  shaft  through  two  or 
more  floors,  requiring  enclosure  pursuant  to  Section 
C26-638.0  of  the  Administrative  Code  (old  Building 
Code)  and  must  be  denied.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved ,  that  the  decision  of  the  Borough  Superintend¬ 
ent,  dated  July  26,  1971,  acting  on  Alt.  Applic.  1544-70,  be 
and  it  hereby  is  modified  and  that  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  September  2,  1971,”  3  sheets; 
and  that  all  laws,  rules  and  regulations  shall  be  complied 
with. 

618-71-A 

APPLICANT — Neil  W.  Tailing  for  Chrysler  Outboard 
Corporation,  owner. 

SUBJECT — Application  August  20,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Chrysler  Outboard  50/1  Pre¬ 
mium  2-cycle  Oil  in  16  ounce  sealed  metal  can  not  in  com¬ 
pliance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  Neil  W.  Tailing. 

For  Administration:  Lt.  John  P.  Manfredi  and  Capt.  John 
F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  . . .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
July  20,  1971  on  Folder  #122-4243,  reads: 

“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Chrysler  Outboard  50/1  Pre¬ 
mium  2-cycle  oil’  a  combustible  mixture  having  a  flash 
point  of  180°F.  (T.  O.  C.)  in  containers  as  follows: 
16  oz.  sealed  metal  can  is  Disapproved.  Such  containers 
are  not  in  compliance  with  our  regulations  to  wit :  Sec. 
C19.62.0.b.  Adm.  Code  City  of  N.  Y.  requires  that  Com¬ 
bustible  Mixtures  be  packaged  in  containers  with  top 
or  caps  so  made  that  the  container  will  be  air-tight  when 
closed.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions ;  and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  July  20,  1971,  acting  on  Folder  No.  122-4243,  be  and  it 
hereby  is  modified  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  shall  conform  to 
drawing  marked  “Received  August  20,  1971,”  one  sheet; 
that  the  label  have  prominently  displayed  instructions  that 
the  entire  contents  are  to  be  emptied  upon  initial  opening; 
thta  the  label  be  in  such  style  as  is  satisfactory  to  the  Fire 
Commissioner;  and  that  in  all  other  respects,  all  other 
applicable  laws,  rules  and  regulations  shall  be  compied  with. 
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621-71-A 

APPLICANT — Harold  E.  Diamond  for  Michael  Ferrante, 
owner. 

SUBJECT — Application  September  8,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 62  Cornelia  Street,  south  side, 
50.26  feet  west  of  North  Railroad  Avenue,  Block  3312, 
Lot  28,  Old  Town,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Harold  E.  Diamond. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  7,  1971  on  N.B.  Applic.  47-71,  reads : 

“1.  Street  giving  access  to  property  does  not  appear 
on  the  official  map  of  the  City  of  New  York  as  re¬ 
quired  by  Art.  3,  Sec.  36  of  the  General  City  Law. 

2.  A  permit  may  not  be  issued  for  a  building 

(fronting  on  an  unmapped  street  as  proposed  construc¬ 
tion  will  not  conform  to  C26-401.  of  the  Building 
Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  7,  1971,  acting  on  N.B.  Applic.  47-71, 
Objections  No.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  Gen¬ 
eral  City  Law,  and  that  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  the  building  shall  conform  to 
drawings  marked  “Received  September  8,  1971,”  3  sheets ; 
that  the  sidewalk,  curb,  curb  cut  and  paving  installed  to  the 
middle  of  the  street  be  in  accordance  with  the  requirements 
'  of  the  Department  of  Highways ;  and  that  all  other  appli- 
'  cable  laws,  rules  and  regulations  be  complied  with. 


622-71-A 

APPLICANT — Harold  E.  Diamond  for  Michael  Ferrante, 
owner. 

!  SUBJECT — Application  September  8,  1971 — filed  pursuant 
;  to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 66  Cornelia  Street,  southwest 
corner  of  North  Railroad  Avenue,  Block  3312,  Lot  29, 
Old  Town,  Borough  of  Richmond. 

APPEARANCES— 

r  For  Applicant:  Harold  E.  Diamond. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  7,  1971  on  N.B.  Applic.  46-71,  reads: 

“1.  Street  giving  access  to  property  does  not  ap¬ 
pear  on  the  official  map  of  the  City  of  New  York  as 
required  by  Art.  3,  Sec.  36  of  the  General  City  Law. 


2.  A  permit  may  not  be  issued  for  a  building  front¬ 
ing  on  an  unmapped  street  as  proposed  construction  will 
not  conform  to  C26-401.  of  the  Building  Code.” 
and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  7,  1971,  acting  on  N.B.  Applic.  46-71,  Ob¬ 
jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  building  shall  conform  to  drawings  marked 
“Received  September  8,  1971,”  3  sheets ;  that  the  sidewalk, 
curb,  curb  cut  and  paving  installed  to  the  middle  of  the 
street  be  in  accordance  with  the  requirements  of  the  Depart¬ 
ment  of  Highways;  and  that  all  other  applicable  laws,  rules 
and  regulations  be  complied  with. 


633-71-A 

APPLICANT — Harrison  and  Abramovitz  for  Rock-Cel- 
Time,  Incorporated,  owner. 

SUBJECT — Application  September  21,  1971 — appeal  from 
a  decision  of  the  Borough  Superintendent  re-  openings, 
passageways,  street  floor  lobbies,  corridor  walls. 
PREMISES  AFFECTED — 1201  to  1217  Avenue  of  the 
Americas,  west  side  Block  Front,  101  to  143  West  47th 
Street,  and  102  to  136  West  48th  Street,  Block  1000,  Lots  15, 
16,  17,  18,  20,  22,  24,  27,  28,  29,  30,  31,  32,  33,  34,  39, 
40,  41,  42,  45,  47,  126,  130,  137,  and  138,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Michael  M.  Harris  and  Tiido  Riirimae. 
ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  ...  4 


Negative :  .  0 

Not  Voting:  Commissioner  Klein  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971  on  N.B.  Applic.  50-70,  reads : 

“C-25  Comply  with  C26-604.3  par.  (h)  (3)  Exit 
Passageway  openings  in 

a)  Street  Floor  Lobbies 

b)  Corridor  Walls  on  Lower  Level  Concourse 
(C-1).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  August  25,  1971,  acting  on  N.B.  Applic.  50-70,  Objec¬ 
tion  No.  C-25,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  comply  with  drawings  marked  “Received  Septem¬ 
ber  21,  1971,”  14  sheets;  and  that  all  other  laws,  rules  and 
regulations  shall  be  complied  with. 


171-71-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owner. 

SUBJECT — Application  March  24,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  means  of  egress 
and  class  of  construction  contrary  to  the  Labor  Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st  Street, 
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207  to  237  42nd  Street,  Block  717,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  T.  Shapiro. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  2  P.M. 


266-71-A 

APPLICANT — Frank  A.  Vacarro  for  Donald  Lucente, 
owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 131  Jansen  Street,  north  side, 
259.35  feet  west  of  Holdridge  Avenue,  Block  6372,  Lot 
58,  Princess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Frank  Vacarro  and  Monica  Armour. 

ACTION  OF  BOARD — Laid  over  to  December  7,  1971, 
at  2  P.M. ;  applicant  to  furnish  additional  information  as 
to  water  supply;  previously  inspected. 


447-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39,  Bor¬ 
ough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  2  P.M.  at  the  request  of  the  applicant,  for  continued 
hearing,  with  the  occurrence  of  the  Fire  Department. 

Adjourned:  4:10  P.M. 


James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  NOVEMBER  30,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  morning  and  afternoon,  November  16,  1971, 
were  approved  as  printed  in  the  Bulletin  of  November  25, 
1971,  Vol.  56,  No.  47. 

753-27-BZ — Vol.  Ill 

APPLICANT— Charles  M.  Spindler  for  Shell  Oil  Com- 
pany,  long  term  lessee ;  Sam  Glenn,  owner. 

SUBJECT  Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  preyiously  granted  on  condition  under  Section 
7a  of  the  Zoning  Resolution,  to  permit  in  a  local  retail 
use  district,  the  increase  in  area  of  the  present  gasoline 
service  station  and  extend  the  service  building  enlarging 
the  office,  lubritorium  and  store  rooms,  install  an  addi¬ 
tional  pump  island  and  curb  cut. 


PREMISES  AFFECTED — 75-83  Ralph  Avenue,  east  side, 
50  feet  north  of  Putnam  Avenue,  Block  1483,  Lots  3  and 
7,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  June  6,  1961,  on  certain  conditions;  and 

Whereas,  the  resolution  was  amended  on  July  14,  1970; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June  6, 
1961,  as  amended  through  July  14,  1970,  by  adding  thereto: 
“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  4,  1971,’  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(B.N.  3577-71) 


82-51-BZ 


APPLICANT — Robert  Gottlieb  for  1600  Adams  Street 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  17, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  and  7h  of  the 
Zoning  Resolution,  permitting  in  the  residence  use  portion 
of  a  lot,  the  continuance  of  existing  frame  building  as  a 
motor  vehicle  repair  shop  and  the  parking  and  storage  of 
motor  vehicles  with  a  driveway  and  curb  cut  (site  partially 
in  a  business  use  and  partially  in  a  residence  use  district). 

PREMISES  AFFECTED — 1601  to  1609  Van  Buren  Street, 
south  side,  140  feet  west  of  East  Tremont  Avenue,  Block 
4018,  Lot  20,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Gerald  Levy. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
January  29,  1952,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1971,  after  due  notice  by  publication  in 
the  Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  January 
29,  1952  as  amended  through  March  14,  1967,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read: 

“granted  for  a  term  of  five  years  from  December  19, 
1971,  to  permit  .  .  .;  that  other  than  as  herein  amended 
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the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  780-50) 


618-55-BZ 

APPLICANT — Charles  M.  Spindler  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  May  22,  1971 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Sections  7f,  7i  and  7 A  of  the  Zoning  resolution 
permitting  in  a  retail  use  district,  the  erection  and  mainte¬ 
nance  of  a  gasoline  service  station,  lubritorium,  minor  auto 
repairs,  car  washing,  storage  room,  office  and  sales,  park¬ 
ing  and  storage  of  motor  vehicles,  with  proposed  show 
windows  and  signs  within  75'  of  the  residence  use  district. 

PREMISES  AFFECTED — 3902-3924  Avenue  U,  south 
side,  from  Ryder  Street  to  Kimball  Street,  2201 — 2211 
Ryder  Street  and  2202-2212  Kimball  Street,  Block  8556, 
Lot  37,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Qiairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  22,  1956,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  22,  1956,  as  amended  through 
;  October  29,  1957,  only  as  to  the  term  of  the  variance,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  May  22,  1971,  to 
permit  .  .  .  ;  on  condition  that  the  sidewalks  be  repaired 
where  required,  in  accordance  with  the  rules  and  regula¬ 
tions  of  the  Department  of  Highways;  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  1290-55) 


336-59-BZ — Vol.  II 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee ;  Stafac,  Incorporated,  owner. 

!  SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
;  7f  of  the  Zoning  Resolution  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
*  station  previously  granted  including  lubritorium,  car  wash¬ 
ing,  minor  auto  repairs,  office  and  sales,  storage  room  and 
the  parking  and  storage  of  motor  vehicles  in  the  open  area 
I  with  a  post  standard  sign. 

t  PREMISES  AFFECTED — 838-846  Fulton  Street  and  489- 
493  Vanderbilt  Avenue,  southeast  corner,  Block  2010,  Lots 
25,  27,  28  and  29,  Borough  of  Brooklyn. 

|  APPEARANCES— 

j  For  Applicant :  Charles  Spindler. 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  March  6,  1962,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March  6, 
1962,  as  amended  through  March  19,  1963,  by  adding  thereto: 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  4,  1971’,  two  sheets,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects.”  (B.N. 
3576-71) 


41-67-BZ 

APPLICANT — Norman  L.  Reiffman  for  Dr.  Stanley 
Dannenberg,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Superin¬ 
tendent  ;  previously  granted  on  condition,  under  Section 
72-21  of  the  Zoning  Resolution,  permitting  in  an  Rl-2  dis¬ 
trict,  at  an  existing  one  family  dwelling  with  a  doctor’s 
office,  the  erection  of  a  two  story  enlargement  that  en¬ 
croaches  on  the  required  side  yard  and  rear  yard,  eliminates 
accessory  parking  and  has  less  than  the  minimum  lot  area 
requirements. 

PREMISES  AFFECTED — 110-34  70th  Road,  south  side, 
250  feet  west  of  112th  Street,  Block  2233,  Lot  24,  Forest 
Hills,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Marvin  Wiener. 

ACTION  OF  BOARD — Request  to  reopen  and  amend  the 
resolution  denied. 


TO  VOTE  TO  REOPEN  AND  AMEND— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
October  10,  1967,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution;  and 

Whereas,  the  Board  considers  that  the  terms  and  con¬ 
ditions  of  the  resolution  should  be  complied  with. 

Resolved,  that  the  request  to  reopen  and  amend  the  resolu¬ 
tion  be  and  it  hereby  is  denied. 


905-68-BZ— Vol.  II 

APPLICANT — Anthony  T.  Nappi  for  Davidim,  A.  G.  Ltd. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  October  7, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  permitting  in  a  C5-3  district,  at  an  existing 
seven  story  and  penthouse  commercial  building,  the  erec¬ 
tion  of  three  additional  stories  that  penetrate  the  sky 
exposure  plane. 
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PREMISES  AFFECTED— 144  East  44th  Street,  south 
side,  155  feet  east  of  Lexington  Avenue,  Block  1298,  Lot 
45,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  II,  on  October  7,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  October  20,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
7,  1969  as  amended  through  October  20,  1970  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shal  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  October  7,  1971,  on  condition  that  no 
further  extension  of  time  will  be  considered  by  the 
Board.”  (Alt.  1421-68) 


647-69-BZ 

APPLICANT — Leonnard  F.  Rothkrug  for  Stuyvesant  Bi¬ 
cycle  and  Toy  #2  Corporation  and  Helan  Associates  Cor¬ 
poration,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete,  which  expired  July  21,  1971;  and  for 
amendment — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  R7-2  district,  the  erec¬ 
tion  of  a  two  story  enlargement  to  an  existing  bicycle  sales 
and  service  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 404  to  408  East  11th  Street, 
south  side,  94  feet  east  of  First  Avenue,  Block  438,  Lots 
10,  11  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  time  to  complete  work  extended  and  reso¬ 
lution  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  21,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work  and  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  21,  1970,  by  adding  thereto: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution;  and 
that  the  premises  shall  substantially  conform  to  revised 


drawings  of  proposed  conditions  marked  ‘Received  No¬ 
vember  3,  1971’,  six  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (Alt.  429-69) 


302-70-BZ 

APPLICANT — Atkin  and  Bassalino  for  Geronimo  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
72-21  of  the  Zoning  Resolution  permitting  in  an  R5  dis¬ 
trict,  the  change  in  occupancy  of  an  existing  lot  from  an 
amusement  center  to  an  off-site  accessory  storage  lot  for  a 
new  car  showroom. 

PREMISES  AFFECTED — 910  Morris  Park  Avenue,  south¬ 
east  corner  of  Bronxdale  Avenue,  Block  4094,  Lot  1, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Harry  Atkin. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  6,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
6,  1970,  by  adding  thereto: 

“that  the  premises  shall  substantially  conform  to  re¬ 
vised  drawing  of  proposed  conditions  marked  ‘Received 
November  12,  1971’,  one  sheet,  on  condition  that  other 
than  as  herein  amended  the  resolution  above  cited  shall 
be  complied  with  in  all  respects.”  (Alt.  181-70) 


1049-67-BZ— Vol.  II 

APPLICANT — McGee  and  Morsellino  for  Morris  A.  Paley, 
et  al,  owner ;  and  A.  H.  Villepigue,  lessee. 

SUBJECT — Application  for  consideration — reopening  as 
Volume  II,  subject  to  regular  procedure — decision  of  the 
Borough  Superintendent;  previously  denied  under  Section 
72-21  of  the  Zoning  Resolution,  to  permit  in  R8  district,  the 
maintenance  of  an  advertising  sign. 

PREMISES  AFFECTED — 244  East  60th  Street,  south 
side,  40  feet  west  of  Second  Avenue,  Block  1414,  Lot  30, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Application  reopened  as  Vol.  II, 
subject  to  the  regular  procedure. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  o 


261-71-BZ 

APPLICANT — Philip  P.  Agusta  for  Roberta  Aguilar, 
owner. 
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SUBJECT — Application  April  27,  1971 — decision  of  the  Bor- 
,  ougli  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a 
two  story  and  basement  two  family  dwelling  that  exceeds 
the  permitted  floor  area  ratio,  has  less  than  the  required 
open  space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  with  accessory  parking 
within  the  front  yard. 

PREMISES  AFFECTED — 55-33  Hamilton  Place,  north¬ 
east  corner  of  Queens  Midtown  Expressway,  Block  2379, 
Lot  49,  Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Philip  P.  Agusta. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE — 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


I  Whereas,  a  public  hearing  was  held  on  this  application  on 
October  19,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  9,  1971;  then  to  November  16, 
1971;  then  to  November  30,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  20,  1971,  acting  on  N.B.  Applic.  284/1971,  reads: 

“1)  Lot  area  under  minimum  required  is  contrary  to 
Sec.  23-32  of  the  Zoning  Resolution. 

2)  Proposed  construction  in  required  front  yard  is 
contrary  to  Sec.  23-45  of  Z.  R. 

3)  Proposed  construction  in  required  side  yard  is 
contrary  to  Sec.  23-462  of  Z.  R. 

4)  Lot  area  per  room  is  contrary  to  Sec.  23-222 
of  the  Z.  R. 

5)  Floor  area  ratio  in  contrary  to  Sec.  23-141  of 
the  Z.  R. 

6)  Parking  in  front  yard  is  contrary  to  Sec.  23-44 
of  the  Z.  R. 

7)  Dwelling  of  more  than  1  family  on  small  lot  is 
contrary  to  Sec.  23-33  of  the  Zoning  Resolution.” 

f  md 

Whereas,  the  premises  and  surrounding  area  were  in- 
;  spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
ihe  record  supports  the  findings  required  to  be  made  under 
►Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
lereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
md  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
;  district,  the  erection  of  a  two-story  and  basement,  two-family 
dwelling  that  exceeds  the  permitted  floor  area  ratio,  has  less 
han  the  required  open  space  ratio  and  lot  area  per  room, 
'ncroaches  on  the  required  front  and  side  yards  and  with 
,  iccessory  parking  within  the  front  yard,  on  condition  that 
ill  work  shall  conform  to  drawings  filed  with  this  application 
narked  “Received  April  27,  1971,”  8  sheets,  and  “September 
<\  1971,”  2  sheets;  and  that  all  laws,  rules  and  regulations 
ipplicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
"esolution. 

152-71-BZ 

APPLICANT — Otto  J.  Sambach  for  Cirillo  Brothers  Ter- 
I  minal  Incorporated,  owner. 

f 


SUBJECT — Application  June  24,  1971 — decision  of  the  De¬ 
partments  of  Ports  and  Terminals,  under  Section  72-21  of 
the  Zoning  Resolution  to  permit  in  an  M3-1  district,  the 
conversion  of  existing  fuel  oil  tanks  to  gasoline  tanks 
that  encroach  on  the  minimum  distance  to  a  zoning  bound¬ 
ary. 

PREMISES  AFFECTED — 1060  to  1066  Zerega  Avenue, 
2401  Black  Rock  Avenue,  northeast  corner  and  2400  Wat¬ 
son  Avenue,  Block  3837,  Lot  1,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Otto  J.  Sambach. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  November  30,  1971;  and 

Whereas,  the  decision  of  the  Department  of  Ports  and 
Terminals,  dated  June  7,  1971,  Applic.  710064,  reads: 

“1.  Proposed  work  is  contrary  to  Section  42-275 
(c)  (1)  of  Zoning  Resolution  re:  distance  from  Ml-1, 
M2-1,  and  C3-1  districts.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made 
under  Section  72-21  of  the  Zoning  Resolution,  and  that  the 
applicant  is  therefore  entitled  to  relief  on  the  grounds  of 
practical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  M3-1 
district,  the  conversion  of  existing  fuel  oil  tanks  to  gasoline 
tanks  that  encroach  on  the  minimum  distance  to  a  zoning 
boundary,  on  condition  that  all  work  shall  conform  to  draw¬ 
ings  marked  “Received  June  24,  1971,”  7  sheets,  and  “No¬ 
vember  24,  1971,”  4  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  applicable  be  complied  with  and  that  substantial 
construction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


273-71-B  Z 

APPLICANT — Fredric  R.  Grae  for  Jerry  Sherman,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-1  district,  in  an  existing 
one  story  and  basement  building,  the  conversion  of  the  first 
floor  to  include  medical  offices. 

PREMISES  AFFECTED — 25  Forest  Avenue,  northwest 
corner  of  Oxford  Place,  Block  120,  Lot  1,  Silver  Lake, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Arthur  Eccleston,  Nick  De  Joy,  Leon  and 
Betty  Groskin,  Alice  E.  Olsson,  Virginia  Mitchell,  Nelly 
Sehgman,  Eleanor  F.  Mintz,  Mary  Ford,  Elizabeth 
McCarthy  and  others. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 
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THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  19,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin;  laid  over  to  November  16,  1971 ;  then  to  November  30, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  2,  1971,  acting  on  Alt.  Applic.  44/1970,  reads: 

“2.  Proposed  conversion  from  residence  to  medical 
offices,  Use  Group  4,  located  above  the  first  story  ceiling 
is  contrary  to  Sec.  22-14  of  the  Zoning  Res.” 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  withdraw  this  application  at  the  request  of  the  appli¬ 
cant. 

335-71-BZ 

APPLICANT — Robert  F.  Germain  for  Bayside  Fuel  Oil 
Corporation,  owner. 

SUBJECT — Application  May  25,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing  one 
story  garage  and  auto  repair  shop  previously  before  the 
Board,  the  installation  of  a  4000-gallon  gasoline  tank  and 
pump. 

PREMISES  AFFECTED— 1820  to  1832  Cropsey  Avenue, 
southwest  corner  of  Bay  19th  Street,  Block  6464,  Lot  16, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Robert  F.  Germain. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
October  12,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  26,  1971;  then  to  November 
30,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  February  11,  1971,  acting  on  Misc.  Applic.  38/1971, 
reads : 

“1.  Proposed  installation  of  4000  gallon  gasoline 
tank  and  pump  in  premises  subject  to  B.  S.  A.  Cal.  No. 
1051-21-BZ  and  located  in  a  Cl-2  Zone  is  referred  back 
to  the  Board.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  existing  one-story  garage  and  auto  repair  shop  pre¬ 
viously  before  the  Board,  the  installation  of  a  4000  gallon 
gasoline  tank  and  pump,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked 
“Received  May  25,  1971,”  6  sheets,  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


567-71-BZ 

APPLICANT — Stephen  B.  Jacobs  for  Hudson  House  Asso¬ 
ciation  Theatre  Group,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-20  and 
73-42  of  the  Zoning  Resolution,  to  permit  in  a  C4-7,  Cl-8 
and  R10  district,  the  conversion  of  a  portion  of  the  first 
floor  and  mezzanine  of  an  existing  hotel  from  a  ballroom 
to  a  theatre. 

PREMISES  AFFECTED — 353  to  361  West  57th  Street, 
north  side,  20  feet  east  of  Ninth  Avenue,  Block  1048,  Lot 
2,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Stephen  B.  Jacobs. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1971;  then  to  November 
30,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1971,  acting  on  Alt.  Applic.  783/1971,  reads: 

“A1 — The  proposed  theater  (Use  Group  8)  located 
partly  in  a  Cl-8  district  and  partly  in  a  R10  district  is 
not  a  use  permitted  as  of  right  and  is  contrary  to  Sec. 
22-10  and  Sec.  32-10  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence 
in  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning  Reso¬ 
lution,  and  that,  the  application  be  and  it  hereby  is  granted 
under  Section  72-21  of  the  Zoning  Resolution,  to  permit 
in  a  C4-7,  Cl-8  and  R10  district,  the  conversion  of  a  portion 
of  the  first  floor  and  mezzanine  of  an  existing  hotel  from  a 
ballroom  to  a  theatre,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  26,  1971,”  1  sheet,  “September  22,  1971,”  1 
sheet,  and  “November  12,  1971,”  3  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellerose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  I.  Louis  Winokun,  Susan  M.  Noreika, 


1160 


MINUTES 


- 


Community  Board  #13  and  Barney  Mante. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.,  for  decision;  hearing  closed;  previously  in¬ 
spected. 

554-71-BZ 

APPLICANT — Norman  Reiffman  for  Joseph  Prisco,  Pamela 
Prisco  and  Pasquale  Prisco  Gerard  Operating  Corporation, 
owner. 

SUBJECT — Application  August  19,  1971- — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  signs. 

PREMISES  AFFECTED— 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Howard  Miller. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant. 

768- 70-BZ 

APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT — Application  December  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R7-1  district,  in  an  existing 
two  story  and  cellar  building  previously  before  the  Board, 
the  change  in  use  from  public  garage  to  mirror  assembly 
and  the  manufacture  of  plastic  and  wood  products. 
PREMISES  AFFECTED — 823  to  829  Classon  Avenue,  east 
|  side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy  and  F.  D.  Carbone. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.,  for  decision;  hearing  closed;  previously  inspected. 
Applicant  to  submit  revised  plans. 

769- 70-A 

APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT — Application  December  28,  1970 — Appeal  from  a 
;  decision  of  the  Borough  Superintendent  re-  two  means  of 
egress. 

PREMISES  AFFECTED — 823  to  829  Classon  Avenue, 
east  side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot 
3,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy  and  F.  D.  Carbone. 
ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.,  for  decision;  hearing  closed;  previously  inspected. 
Applicant  to  submit  revised  plans. 

497-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Oriental  Quilting 
and  Novelty  Corporation,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
;  Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 


one  story  enlargement  to  an  existing  buildiqg  occupied 
as  a  textile  manufacturing  establishment. 

PREMISES  AFFECTED— 27  to  35  Dean  Street,  and  104 
to  118  Boerum  Place,  northwest  corner,  Block  279,  Lots 

1  and  5,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug,  Max  E.  Ungar- 
leider  and  Alfred  Miznir. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 

2  P.M.,  for  decision ;  hearing  closed ;  previously  inspected. 


501-71-BZ 

APPLICANT — Walter  L.  Kent  for  Oliver  Manor,  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the 
Zoning  Resolution,  to  permit  in  a  C2-2  district,  the  change 
in  occupancy  of  an  existing  one  story  building  from  repair 
shop  to  a  commercial  vehicle  storage  establishment  with 
accessory  repairs. 

PREMISES  AFFECTED — 78-11  51st  Avenue,  north  side, 
42.24  feet  east  of  Hillyer  Street,  Block  2493,  Lot  3,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Walter  L.  Kent. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
10  A.M.,  at  the  request  of  the  applicant,  for  hearing. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-20  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  retail 
store  building  and  the  addition  to  the  uses  to  include  cater¬ 
ing  establishment  and  restaurant  with  cabaret  that  has  less 
than  the  required  accessory  parking  and  loading  and  en¬ 
croaches  on  the  required  yard  long  a  district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  Nathaniel  Zelikow,  Marie  H.  Pascarello, 
Antonio  C.  Atha,  Matilda  Charle,  Mary  Atha  and  Esther 
Horn. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the  ap¬ 
plicant  submitting  additional  information ;  previously  in¬ 
spected. 


575-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Arizona  Oil  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-1 1  Cg) 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-1  dis¬ 
trict,  the  reconstruction  of  an  automotive  service  station 
with  accessory  uses  and  accessory  parking  previously  be¬ 
fore  the  Board. 

PREMISES  AFFECTED — 958  to  980  Nostrand  Avenue, 
southwest  corner  of  Montgomery  Street,  Block  1305,  Lot 
40,  Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.,  for  decision ;  applicant  to  submit  revised  drawings ; 
previously  inspected ;  hearing  closed. 


581-71-BZ 

APPLICANT — Larry  Meltzer  for  Mrs.  J.  Serpico,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  enlarge¬ 
ment  in  area  of  the  second  floor  of  a  one  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  encroachment  into  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 3581  Bedford  Avenue,  east  side, 
300  feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough 
of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition:  Jacob  H.  Zamore. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Planning 
Board  No.  14,  Brooklyn;  previously  inspected. 


1290-66-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein  and  Cyrus 
Gebber,  owners. 

SUBJECT — Application  reopened  as  Volume  II,  September 
28,  1971 — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one  story  building  for  use 
as  a  retail  store. 

PREMISES  AFFECTED — 1836  to  1846  Rockaway  Park¬ 
way,  and  9625  Avenue  M,  northwest  corner,  Block  8261, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  Alan  C.  Glassman. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.,  for  decision ;  previously  inspected ;  hearing  closed. 


404-71-BZ 

APPLICANT — Edwin  Storch  for  Sam  Glickman,  owner. 

SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  previously 
before  the  Board  for  use  as  accessory  parking  and  loading. 


PREMISES  AFFECTED— 23-69  to  23-71  38th  Street,  east 
side,  137.21  feet  north  of  Astoria  Boulevard,  Block  803,  Lot 
13,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  to  modify  the  plans ;  previously  inspected. 


453-71-BZ 

APPLICANT — Aaron  Halpern  for  Benedict.  L.  Lurie, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-01  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
addition  to  the  uses  of  an  existing  hospital  to  include  laun¬ 
dry  service  for  an  affiliated  hospital. 

PREMISES  AFFECTED — 80-02  Kew  Gardens  Road, 
northwest  corner  of  80th  Road,  Block  3348,  Lot  37,  Kew 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Alphonse  J.  Russo. 

For  Opposition :  Harry  J.  Levine. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P .M.,  for  decision ;  hearing  closed ;  previously  inspected. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  for  continued  hearing ;  previously  inspected ; 
applicant  to  submit  additional  plans. 

Adjourned:  12:25  P.M. 

James  P.  Mulroy,  Secretary 


(The  Minutes  of  November  30,  1971,  2  P.M.  will  appear 
in  the  issue  of  December  16,  1971.) 
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New  Cases  Filed  up  to  December  7,  1971 
Cal.  No.  Dept.  Premises  Affected 

743-71-A — B.  M. — 9  East  10th  Street,  north  side,  200 
feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough  of 
Manhattan,  Alt.  No.  1276-71,  re-  cellar  apartment,  R7-2 
district. 


744-71-SM — Construction  Products  Division,  W.  R. 
Grace  &  Company,  Darex  Pumping  Aide,  manufactured 
by  Construction  Products  Division,  W.  R.  Grace  & 
Company,  Material. 


745-71-BZ — B.M. — 1871  to  1879  Broadway,  and  38  to  40 
West  62nd  Street,  southwest  corner,  Block  1114,  Lot  5, 
Borough  of  Manhattan,  Community  Board  #7,  N.B. 
5-70,  re-  proposed  residential  and  commercial  building, 
C4-7  district. 


746-71-A — B.M. — 160  to  162  Lexington  Avenue,  north¬ 
west  corner  of  30th  Street,  Block  886,  Lot  21,  Borough 
of  Manhattan,  Alt.  No.  1259-71,  re-  stair  at  center  of 
building  to  be  enclosed,  Cl-8  district. 


747-71-BZ — B.R. — 1547  to  1551  Richmond  Road,  west 
side,  224.25  feet  north  of  Four  Corners  Road,  Block 
870,  Lot  13,  Dongan  Hills,  Borough  of  Richmond,  Com¬ 
munity  Board  #3,  Alt.  No.  178-71,  re-  enlargement  of 
existing  gasoline  service  station,  Cl-1  district. 


748-71-SA — Grinnell  Corporation,  Grinnell  Butterfly 
Valve,  various  models,  for  controlling  pipeline  flow, 
manufactured  by  Grinnell  Corporation,  Appliance. 


749-71-A — F.D. — 141  East  34th  Street,  north  side,  115 
feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan,  F.D.  letter  of  12/6/71,  re-  modifi¬ 
cation  of  Certificate  of  Occupancy,  New  York  City 
Charter,  Administrative  Code. 


750-71-BZ — B.B. — 2501  Cropsey  Avenue,  northeast  cor¬ 
ner  of  25th  Avenue,  Block  6907,  Lot  10,  Borough  of 
Brooklyn,  Community  Board  #11,  N.B.  341-71,  re-  two 
family  and  doctors  office,  10'  yard,  lot  coverage  excessive, 
R5  district. 


751-71-BZ — B.R. — 1235  Richmond  Avenue,  northeast 
corner  of  Deppe  Place,  Block  1495,  Lot  20,  Port  Rich¬ 
mond,  Borough  of  Richmond,  Community  Board  #1, 
N.B.  1701-71,  re-  Drive-in  Bank,  R3-2  district. 


752-71-SA — National  Vendors,  Division  of  UMC  Indus¬ 
tries  CDM-72A  (Golden  Cooler  Cold  Drink  Merchan¬ 
diser)  manufactured  by  National  Vendors,  Appliance. 


753-71-A — B.M. — 231  East  34th  Street,  northside,  200 
feet  west  of  2nd  Avenue,  Block  915,  Lot  20,  Borough 
of  Manhattan,  Alt.  No.  666-71,  re-  No  yard  egress, 
Multiple  Dwelling  Law. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B... — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  18,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

163-49-BZ 

APPLICANT — Jack  Poms  for  Jomar  Realty,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  29,  1970— decision  of 
the  Borough  Superintendent ;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  parking  of  more  than 
five  motor  vehicles  (no  fee  to  be  charged)  for  customers 
and  employees  of  adjacent  stores. 

PREMISES  AFFECTED— 61-12  to  61-22  186th  Street, 
west  side,  100  feet  south  of  Horace  Harding  Boulevard,' 
Block  7074,  Lot  11,  Flushing,  Borough  of  Queens. 


437-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Corpor¬ 
ation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  11, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  21  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use,  E-l  area 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubrication,  office  and  accessory 
sales,  minor  repairs  with  hand  tools  only. 

PREMISES  AFFECTED — 148-20  Cross  Island  Parkway, 
west  side,  102.67  feet  south  of  14th  Avenue,  Block  4645, 
Lot  3,  Whitestone,  Borough  of  Queens. 


906-50-BZ-Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Martin  Siegel, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  11, 
1971 — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  7f,  7i  and  7A  of  the  Zoning  Resolution,  permitting  in 
a  retail  use  district,  the  proposed  change  of  use  from 
parking  and  storage  of  motor  vehicles  to  auto  showroom, 
new  and  used  cars,  gasoline.  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  office  and  sales,  storage, 
parking  and  storage  of  motor  vehicles,  proposed  show 
windows,.  signs,  curb  cuts  within  75  feet  of  the  residence 
use  district. 

PREMISES  AFFECTED — 8101-8111  3rd  Avenue  and  302- 
312  81st  Street,  southeast  corner,  Block  5997,  Lot  7  (form¬ 
erly  Lots  7  and  11),  Borough  of  Brooklyn. 


1085-61-BZ 

APPLICANT — Louis  B.  Santangelo  for  Ralph  Giannone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  21, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Resol¬ 
ution,  permitting  in  a  residence  use  district,  the  mainten¬ 
ance  of  a  parking  area  for  the  non-transient  parking  and 
storage  of  pleasure  type  automobiles. 

PREMISES  AFFECTED — 3523  Hull  Avenue,  west  side, 
133.4  feet  south  of  East  211th  Street,  Block  3356,  Lots  101 
and  103,  Borough  of  The  Bronx. 
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527-71-BZ 

APPLICANT — Dominick  T.  Farruggio  for  Guy  Volpe, 
owner. 

SUBJECT- — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  a  two  family  dwelling  that  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED — 1760  57th  Street,  south  side, 
200.0  feet  west  of  18th  Avenue,  Block  5498,  Lot  30,  Borough 
of  Brooklyn. 

Laid  over  from  December  7,  1971,  for  hearing,  at  the 

request  of  the  applicant;  previously  inspected. 


595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
establishment  with  accessory  repairs. 

PREMISES  AFFECTED — 5312  21st  Avenue,  west  side,  100 
feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

Laid  over  from  December  7,  1971,  for  hearing,  at  the 
request  of  the  community  planning  board;  previously 
inspected. 


597-71-BZ 


APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 
SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED — 1598  East  98th  Street,  west  side. 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 

Laid  over  from  December  7,  1971,  for  hearing,  at  the 
request  of  the  community  planning  board;  previously 
inspected. 


275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
«  owner. 

I  SUBJECT — Application  April  29,  1971 — decision  of  the  Bor- 
\  ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  within  the 
|  rear  yard. 

PREMISES  AFFECTED — 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 


546-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Robert  P.  Marrone 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  catering  establish¬ 
ment  previously  before  the  Board. 


PREMISES  AFFECTED— 5305  to  5317  Avenue  N,  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 


585-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Alphonse  and  Catherine  Licata,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
\ork  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  maintenance  of  an 
accessory  garage  to  a  two  family  dwelling  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED— (1216  to  1218  official)  1226 
East  92nd  Street,  west  side,  264.13/8  feet  north  of  Avenue 
J,  Block  8199,  Lot  59,  Borough  of  Brooklyn. 


674-71-BZ 

APPLICANT — George  Fuchs  for  White  Castle  Systems 
Incorporated,  owner. 

SUBJECT — Application  October  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  at  an  exist¬ 
ing  drive-in  refreshment  stand  the  installation  of  accessory 
business  signs  that  exceed  the  surface  area  along  a  district 
boundary. 

PREMISES  AFFECTED — 446  Utica  Avenue,  northwest 
corner  of  East  New  York  Avenue,  Block  1430,  Lot  34,  Bor¬ 
ough  of  Brooklyn. 


737-71-BZ 

APPLICANT — Joseph  C.  Schmitt  for  New  York  City  Board 
of  Education  Office  of  School  Building,  owner. 

SUBJECT  Application  November  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

PREMISES  AFFECTED — 1666  Hancock  Street,  southeast 
corner  of  Cypress  Avenue,  Block  3549,  Lot  44,  Ridgewood, 
Borough  of  Queens.  Community  Board  #5. 


408-71-BZ 

APPLICANT— Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT  Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  S.ection  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville.  Borough  of  Richmond. 

Laid  over  from  December  7,  1971,  for  inspection  and 
continued  hearing;  applicant  to  file  additional  inform¬ 
ation. 


457-71-BZ 

APPLICANT— Dominick  Salvati  and  Son  for  Ment  Broth¬ 
ers  Iron  Works,  owner. 

SUBJECT— Application  June  29,  1971— decision  of  the  Bor¬ 
ough  Sueprintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
steel  produce  manufacturing  and  fabrication  plant,  the 
storage  of  finished  products  in  the  open  area. 
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PREMISES  AFFECTED — 144  Pilling  Street,  east  side,  100 
feet  south  of  Central  Avenue,  Block  3458,  Lot  32,  Borough 
of  Brooklyn. 

Laid  over  from  December  7,  1971,  for  continued  hear¬ 
ing;  applicant  to  file  additional  information;  previously 
inspected. 

THOMAS  F.  GALVIN,  Chairman 


JANUARY  18,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  18,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette.  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

228-71-BZ 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


924-68- A — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 47  to  49  West  14th  Street,  north 
side,  220  feet  east  of  Avenue  of  the  Americas,  Block  816, 
Lot  13,  Borough  of  Manhattan. 


652-71-A 

APPLICANT — Hectro  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 515  Oder  Avenue.  east  side. 

195.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 


653-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT — Application  October  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 517  Oder  Avenue,  east  side, 

223.46  feet  south  of  Baltic  Avenue,  Block  3170.  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 


654-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 

SUBJECT — Application  October  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 521  Oder  Avenue,  east  side, 

251.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  15, 
Fox  Hills,  Borough  of  Richmond. 


670-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Haredi  Realty  Corporation. 

SUBIECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re;-  sprinkler  system. 

PREMISES  AFFECTED — 108-02  Otis  Avenue,  northeast 
corner  of  Van  Cleef  Street,  Block  1962,  Lot  1,  Corona, 
Borough  of  Queens. 


67 1-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissoner. 

OWNER  OF  PREMISES — J.  Eis  and  Sons  Appliances  In¬ 
corporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 539  to  541  East  6th  Street, 
north  side  90  feet  west  of  Avenue  B,  Block  402,  Lots  45 
and  46,  Borough  of  Manhattan. 


672-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 753  to  755  Grand  Street,  north 
side,  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


JANUARY  25,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  25,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

234-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 


749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Franklin  Associates. 
SUBJECT — Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 
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PREMISES  AFFEC1  ED — 141  East  34th  Street,  north  side, 
■  115  feet  east  of  Lexington  Avenue.  Block  890,  Lot  30, 

Borough  of  Manhattan. 

743-71-A 

APPLICANI — Leonard  F.  Rothkrug  for  Albert  M.  Lyons, 
owner. 

SUBJECT — Application  November  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart- 
I  ment. 

PREMISES  AFFECTED — 9  East  10th  Street,  north  side, 

;  200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 

L  of  Manhattan. 

733-71-A 

,  APPLICAN  T — Leonard  F.  Rothkrug  for  Mission  Cristiana 
.  Bethesda,  owner. 


SUBJECT — Application  November  22,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  church. 

PREMISES  AFFECTED — 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 
Brooklyn. 


736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT  Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 


MINUTES 


REGULAR  MEETING 

TUESDAY  AFTERNOON 
NOVEMBER  30,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

379-71-BZ 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  June  4,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-11  (g)  and  73-65 
of  the  Zoning  Resolution,  to  permit  in  a  C2-3  and  R6  dis¬ 
trict,  the  erection  of  2  additional  stories  to  an  existing  3 
story  telephone  exchange  that  increases  the  degree  of  non- 
compliance  in  floor  area  ratio,  open  space  ratio,  rear  yard, 
inner  court  and  penetrates  the  sky  exposure  plane. 
PREMISES  AFFECTED — 4101  14th  Avenue,  southeast 
corner  of  41st  Street,  Block  5344,  Lot  6,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant :  David  L.  Sohn. 

For  Opposition:  Lillian  Wechsler. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
September  8,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  laid  over  to  October  5,  1971 ;  then  to  October  19, 
1971 ;  then  to  November  16,  1971 ;  then  to  November  30, 
1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  21,  1971,  acting  on  Alt.  Applic.  394/1971,  reads: 

“1.  Proposed  enlargement  of  a  non-conforming  use 
in  a  structure  situated  in  an  R6  Residence  District  is 
contrary  to  Sec.  52-41  of  the  Zoning  Resolution. 

2.  Proposed  structural  alteration  in  a  building  oc- 
upied  by  a  non-conforming  use  is  contrary  to  Sec.  52-22 
of  the  Zoning  Resolution. 

3.  Proposed  enlargement  of  existing  building  in¬ 
creases  the  degree  on  non-compliance  with  respect  to 
maximum  floor  area  ratio  and  is  contrary  to  Sec.  54-31 
of  the  Zoning  Resolution. 

4.  Proposed  enlargement  of  existing  building  in¬ 
creases  the  degree  on  non-compliance  with  respect  to 
minimum  open  space  ratio  and  is  contrary  to  Sec.  54-31 
of  the  Zoning  Resolution. 

5.  Proposed  enlargement  of  existing  building  in¬ 
creases  the  degree  of  non-compliance  with  respect  to 
maximum  height  of  front  walls  and  is  contrary  to  Sec. 
54-31  of  the  Zoning  Resolution. 

6.  Proposed  enlargement  of  existing  building  in¬ 
creases  the  degree  of  non-compliance  with  respect  to 
minimum  required  rear  yard  100'  from  14th  Avenue  and 
is  contrary  to  Sec.  54-31  of  the  Zoning  Resolution. 

7.  Proposed  enlargement  of  existing  building  in¬ 
creases  the  degree  of  non-compliance  with  respect  to 
inner  court  requirements  and  is  contrary  to  Sec.  Z.  R. 
23-83  and  23-85  of  the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-ll(g)  and  73-65  of  the  Zoning  Resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-1 1(g)  and  73-65  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  a  C2-3  and  R6  district,  the  erection  of  two 
additional  stories  to  an  existing  three  story  telephone  ex¬ 
change  that  increases  the  degree  of  non-compliance  in  floor 
area  ratio,  open  space  ratio,  rear  yard,  inner  court  and 
penetration  of  the  sky  exposure  plane,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  June  4,  1971,”  12  sheets,  and  “November 
9,  1971,”  11  sheets;  and  that  all  laws,  rules  and  regulations 
applicable  be  complied  with,  and  that  substantial  construc¬ 
tion  be  completed  within  one  year  from  the  date  of  this 
resolution. 


644-71-A 

APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT — Application  September  29,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  use  of  compressed 
gas  cylinders. 

PREMISES  AFFECTED — 38-54  Vernon  Boulevard,  west 
side,  from  36th  Avenue  to  40th  Avenue,  Block  357,  Lot  1, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration:  Lt.  John  P.  Manfredi,  Capt.  John  F. 
Petraglia ;  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing. 


552-71-A 

APPLICANT — -Office  of  Alfred  Easton  Poor  for  Sixty  Wall 
Tower  Incorporated,  owner,  Cities  Service  Company, 

lessee. 

SUBJECT — Application  August  17,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  shaft  in  class 
one  building. 

PREMISES  AFFECTED — 2  to  18  Cedar  Street,  and  66  to 
78  Pine  Street,  northwest  corner,  and  117  to  181  Pearl 
Street,  Block  41,  Lot  1,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Albert  Homer  Swanke. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971  on  Alt.  Applic.  790-70,  reads : 

“C-2  Shaft  in  Class  I  building  should  be  enclosed 
3  hrs.  rating  materials.  Sec.  C26-638,  sub.  (6).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971,  acting  on  Alt.  Applic.  790-70,  Objection 
No.  C-2,  be  and  it  hereby  is  modified  and  that  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
conform  to  drawings  marked  “Received  August  17,  1971,”  3 
sheets,  and  “November  24,  1971,”  one  sheet;  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 
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572-71-A 

APPLICANT — Arthur  Edelstein  for  Croydon  Country  Day 
School,  owner. 

SUBJECT — Application  August  26,  1971  — review  of  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  use  violation  of 
use. 

PREMISES  AFFECTED — 173-53  Croydon  Road,  north¬ 
east  corner  Homelawn  Street,  Block  9892,  Lot  19,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  T.  J.  Canavan  and  A.  Edelstein. 

For  Opposition:  Arnold  Berger  and  Robert  B.  Kramer. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  20,  1971  on  Compl.  No.  2432-70,  reads: 

“An  inspection  of  the  above  premises  was  made  on 
July  14,  1971.  The  occupancy  of  the  premises  was  the 
same  as  reported  by  the  District  Inspector  as  a  result 
of  inspection  on  July  1,  1970.  The  premises  are  occupied 
as  a  nursery  school  and  kindergarten,  for  children  up  to 
the  age  of  6  or  7. 

There  is  displayed  on  the  premises  a  charter  by  the 
State  Education  Department  (Absolute  charter  #10291, 
issued  July  1970)  for  the  purpose  of  conducting  a  pre¬ 
school  elementary  school.  This  charter  is  based  on  a 
previous  charter  (#8763,  issued  November  20,  1964) 
issued  for  the  same  purpose.  There  is  also  a  permit, 
issued  by  the  Department  of  Health,  to  conduct  a  day 
care  center.  Also  displayed  was  Voluntary  Registration 
#244,  issued  by  the  State  Education  Department,  per¬ 
mitting  a  nursery  school  and  kindergarten. 

The  operation  is  under  the  direction  of  Mr.  Robert 
Kramer,  who  is  licensed  in  early  education.  There  is  a 
licensed  teacher,  with  two  assistants,  in  charge  of  each 
group  of  about  15  children.  There  is  a  reading  program 
for  the  older  children. 

Since  the  occupancy  is  the  same  as  described  in 
Commissioner  O’Neill’s  memorandum  of  July  22,  1970, 
(a  copy  of  which  was  sent  to  you  on  July  31,  1970), 
there  is  no  cause  for  action  by  this  Department.” 

ind 

Whereas,  the  premises  and  surrounding  area  were  in- 
pected  by  a  committee  of  the  Board  which  recommended 
j  hat  the  appeal  be  denied. 

i  Resolved,  that  the  decision  of  the  Borough  Superintendent, 
lated  July  20,  1971,  acting  on  Compl.  No.  2432-70.  be  and  it 
'  lereby  is  affirmed  and  that  the  appeal  be  and  it  hereby  is 
’enied. 


38-71-A 

\.PPLICATION — Gabriel  Nathan  for  Carbar  Realty  Cor¬ 
poration,  owner. 

iUBJECT — Application,  September  27,  1971 — appeal  from  a 
decision  of  the  Borongh  Superintendent  re-  public  buildings 
(adult  homes). 

’REMISES  AFFECTED — 436  Beach  36th  Street,  east  side, 
155.35  feet  south  of  Norton  Avenue,  Block  15952,  Lot  19, 
Edgemere,  Borough  of  Queens. 

tPPEARANCES — 

For  Applicant:  Gabriel  Nathan,  James  Carr  and  Eileen 
!  Carr. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  22,  1971  on  Alt.  Applic.  670-71,  reads : 

“1.  Proprietary  homes  for  adult,  constitutes  the 
public  building  and  as  such  being  located  in  a  3-story 
class  3  structure  is  contrary  to  Sec.  4.2.1  (Tabular 
Limit).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  22,  1971,  acting  on  Alt.  Applic.  670-71,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  conform  to  drawings  marked  “Received  September  27, 
1971,”  10  sheets ;  on  further  condition  that  an  approved  auto¬ 
matic  sprinkler  system  with  central  office  connection  be  in¬ 
stalled  throughout  the  building;  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


649-71-A 

APPLICANT — X  Laboratories,  owner. 

SUBJECT— Application  October  4,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixtures  known  as  “Super  X  Engine  Tune  Up”  in 
15  ounce  metal  sealed  cans  not  in  compliance  with  the  reg¬ 
ulations  of  the  Administrative  Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  John  P.  Manfredi,  Capt.  Tohn 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  13,  1971  on  Folder  #122-Pending  Gen.,  reads: 
“We  regret  to  inform  you  that  your  application  to 
register  your  product  ‘Super  X  Engine  Tune  Up’  a  com¬ 
bustible  mixture  (F.  P.  188°F.)  in  containers  as  fol¬ 
lows 15  ounce  metal  sealed  cans  is  Disapproved.  Such 
containers  are  not  in  compliance  with  our  regulations  to 
wit:  Sec.  C-19.62.0b  NYC  Adm.  Code  requires  that  con¬ 
tainers  for  packaging  combustible  mixture  be  equipped 
with  replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board,  and  it  was  decided  that  the  Appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  13,  1971,  acting  on  Folder  #122-Pending 
Gen.,  be  and  it  hereby  is  modified  and  that  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  container  comply 
with  drawing  marked  “Received  October  4,  1971,”  one  sheet; 
that  the  label  have  prominently  displayed  instructions  that 
the  entire  contents  are  to  be  emptied  upon  initial  opening; 
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that  the  label  be  in  such  style  as  is  satisfactory  to  the  Fire 
Commissioner;  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with. 


643-71-A 

APPLICANT — Hector  Ferreras  for  Frank  Krause,  owner. 
SUBJECT — Application  September  29,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 52  Coventry  Road,  southwest 
corner  of  Northentry  Road,  Block  892,  Lot  6,  Todt  Hill, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  27,  1971  on  N.  B.  Applic.  1278-69,  reads : 

“1.  Certificate  of  Occupancy  will  not  be  issued  as 
the  street  giving  access  to  this  new  building  is  not  in¬ 
cluded  in  the  official  map  of  the  City  of  New  York  and 
is  contrary  to  Art.  Ill,  Paragraph  36  of  the  General 
City  Law  as  amended. 

2.  Proposed  construction  does  not  have  at  least  8% 
of  the  total  perimeter  of  the  building  fronting  directly 
upon  legally  mapped  street  or  frontage  space  contrary  to 
C26-401.1  of  the  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  27,  1971,  acting  on  N.  B.  Applic.  1278-69, 
Objections  No.  1  and  2,  be  and  it  hereby  is  modified  under 
the  powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted ,  on 
condition  that  the  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the'  standards  of  the 
Department  of  Highways ;  that  the  building  shall  conform 
with  drawings  marked  “Received  September  29,  1971,”  one 
sheet,  and  “October  19,  1971,”  one  sheet;  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


549-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superinteiident  re-  change  of  oc¬ 
cupancy  to  philanthropic  institution  enlargement  re-  pub¬ 
lic  usage  in  a  frame  structure. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  196,  Lot  1 ; 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Gabriel  Nathan. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.  M.  for  continued  hearing,  at  the  request  of  the 
applicant. 


610-71-A 

APPLICANT — R.  L.  Harry-Product  Engineer  American 
Oil  Company,  owner. 

SUBJECT — Application  September  3,  1971 — appeal  from  a 
decision  of  tbe  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Amoco  Outboard  Motor  Oil 
in  16  ounce  metal  containers  with  pop-top  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 

APPEARANCES— 

For  Applicant:  David  P.  Darling. 

For  Administration:  Lt.  John  P.  Manfredi,  Capt.  John 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  for  continued  hearing;  applicant  to  file  drawing. 


Adjourned:  3:10  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  7,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

The  minutes  of  the  regular  meetings  of  the  Board  held  on 
Tuesday  morning  and  afternoon  November  23,  1971,  were 
approved  as  printed  in  the  Bulletin  of  December  2,  1971, 
Vol.  56,  No.  48. 

620-45- A— Vol.  II 

APPLICANT — Paul  Feldman  for  Yeshiva  Chofetz  Chaim 
of  Radun,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  rules  of  procedure,  reopening  for  extension  of  term  of 
variance,  which  expired  December  19,  1966;  and  for 
amendement — Appeal  from  a  decision  of  the  Borough 
Superintendent  re-  construction  and  exits ;  previously 
granted  on  condition. 

PREMISES  AFFECTED— 346  West  89th  Street  and  170 
Riverside  Drive,  southeast  corner,  Block  1250,  Lot  61, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Leonard  Tagliavia  and  Rabbi  Emerich 
Feigelstock. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 


THE  RESOLUTION— 

Whereas,  this  application  was  amended  by  the  Board  as 
Vol.  II,  on  July  3,  1956,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1971,  after  due  notice  by  publication. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  October  23,  1945,  as  amended 
through  December  19,  1961,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  five 
years  from  the  date  of  this  amended  resolution ;  and  that 


1172 


MINUTES 


- —  ■  ■  -  ""  ■  : 

tne  number  of  ^  persons  permitted  on  each  floor  shall  be 
as  shown  on  drawings  of  existing  and  proposed  condi¬ 
tions  marked  ‘Received  November  9,  1971’,  two  sheets 
and  ‘Received  November  12,  1971’,  one  sheet,  on  con¬ 
dition  that  other  than  as  herein  amended  the  resolution 
above  cited  shall  be  complied  with  in  all  respects;  and 
that  a  new  Certificate  of  Occupancy  shall  be  obtained.” 
(Alt.  195-71). 


135-46-BZ 

APPLICANT — Lama  and  Vassalotti  for  Morben  Proper- 
p  ties,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  29, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  business  use  district,  the  erection  of 
»  a  building  on  present  existing  gasoline  service  station 
(vacant)  and  proposed  parking  for  more  than  five  motor 
vehicles,  minor  repairs,  brake  testing  and  wheel  alignment. 

PREMISES  AFFECTED — 3802-3824  Avenue  U  and  2201  - 
2211  East  38th  Street,  southeast  corner,  Block  8555,  Lots 
i  37  and  43,  Borough  of  Brooklyn. 

i  APPEARANCES— 

For  Applicant :  James  E.  Vassalotti. 

ACTION  Oh  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

... 


|  Whereas,  this  application  was  granted  by  the  Board  on 
July  16,  1946,  on  certain  conditions;  and 
|  Whereas,  a  public  hearing  was  held  on  this  application  on 
December  7,  1971,  after  due  notice  by  publication  in  the 
j  Bulletin. 

f  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
i-  hereby  reopen  and  amend  the  resolution  adopted  on  July  16, 
’  1946,  as  amended  through  July  5,  1967,  only  as  to  the  term  of 
j  variance,  so  that  as  amended  this  portion  of  the  resolution 
shall  read  : 

“granted  for  a  term  of  ten  years  from  January  29,  1972, 
to  permit  .  .  .;  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all  re¬ 
spects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.” 


1022-55-BZ 

i  APPLICANT — Charles  M.  Spindler  for  Theodore  Tannor, 
owner. 

[  SL  BJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  10,  1971 — decision  of 

i  the  Borough  Superintendent ;  previously  granted  on  con¬ 
dition,  under  Sections  7f  and  7i  of  the  Zoning  Resolution, 
permitting  in  a  business  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  minor  repairs  (hand 
tools  only),  auto  laundry  (non-automatic),  office,  storage 
and  sale  of  auto  accessories  and  parking  for  more  than 
5  cars  waiting  to  be  serviced. 

f  PREMISES  AFFECTED — 305-319  McGuiness  Boulevard 
(formerly  Oakland  Street)  west  side,  from  India  Street 
to  Huron  Street.  222-226  Huron  Street  and  193-197  India 
Street,  Block  2533,  Lot  33,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  10,  1956,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application  on 
December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  10,  1956,  as  amended  through 
October  16,  1956,  only  as  to  the  term  of  the  variance,  so 
that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  ten  years  from  July  10,  1971,  to 
permit  .  .  . ;  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects ; 
and  that  a  new  Certificate  of  Occupancy  shall  be  ob¬ 
tained.”  (N.  B.  2728-55). 


363-56-BZ 

APPLICANT — Arthur  Levine  for  Sidney  Esikoff,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  26, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  local  retail  and  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
lubritorium,  office,  sales  and  storage  of  auto  accessories, 
car  washing  (non-automatic)  and  ground  signs,  parking 
of  cars  waiting  to  be  serviced,  show  window  and  signs 
within  75  feet  of  the  residence  use  district;  building  within 
the  required  20  ft.  setback. 

PREMISES  AFFECTED— 228-12  to  228-20  Linden  Boule¬ 
vard  amM  17-02  to  117-10  229th  Street,  southwest  corner, 
Block  12745,  Lot  6,  Springfield,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Arthur  Levine. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative  :  .  q 

THE  RESOLUTION— 


Whereas,  this_  application  was  granted  by  the  Board  on 
February  26,  1957,  on  certain  conditions  ;  and 
W hereas.  a  public  hearing  was  held  on  this  application  on 
December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby^  reopen  and  amend  the  resolution  adopted  on  February 
26,  1957,  as  amended  through  May  27,  1958,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the  reso¬ 
lution  shall  read : 

“granted  for  a  term  of  ten  years  from  February  26,  1972, 
to  permit  .  .  . ;  on  condition  that  all  extraneous  material 
be  removed  from  the  premises ;  that  other  than  as  herein 
amended  the  resolution  above  cited  shall  be  complied 


i 
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with  in  all  respects ;  and  that  a  new  Certificate  of  Oc¬ 
cupancy  shall  be  obtained.”  (N.  B.  755-66). 


741-59-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee ;  Stafac,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution— decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Sections 
7f,  7e  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
business  use  district,  the  erection  and  maintenance  of  a 
gasoline  service  station,  lubritorium,  minor  auto  repairs, 
car  washing,  office,  sales  and  storage  and  parking  of  motor 
vehicles. 

PREMISES  AFFECTED— 112-118  Atlantic  Avenue  and 
321-327  Henry  Street,  southeast  corner,  Block  285,  Lots 
6,  7,  8  and  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
March  22,  1960,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  June  9,  1970; 
and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  March 
22,  1960,  as  amended  through  June  9,  1970,  by  adding  thereto: 
“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  4,  19/T,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(B.  N.  3366-71). 


908-67-BZ 

APPLICANT — Ferrenz  and  Taylor  for  St.  Mary’s  Hos¬ 
pital,  ownep. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  December  5, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  73-641  of  the  Zoning 
Resolution,  permitting  in  an  R6  district,  the  erection  of  a 
fifteen  story  hospital  that  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 170  Buffalo  Avenue,  east  side, 
from  Prospect  Place  to  St.  Marks  Avenue,  1290  St.  Marks 
Avenue,  Block  1362,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Matthew  E.  Saitta. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  5,  1967,  on  certain  conditions ;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
5,  1967,  as  amended  through  January  12,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  5,  1971  (N.  B.  669-67). 


290-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  Bentley  Knit¬ 
wear  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expires  November 
25,  1971— decision  of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition,  under  Section  72-21  of  the 
Zoning  Resolution,  permitting  in  an  Ml-1  district,  the 
erection  of  a  two  story  enlargement  to  an  existing  factory 
that  encroaches  on  the  required  yard  along  a  district 
boundary,  has  a  loading  berth  within  60  feet  of  the  resi¬ 
dence  district  and  without  the  accessory  parking. 

PREMISES  AFFECTED — 1703-1731  McDonald  Avenue, 
1733-1753  McDonald  Avenue,  northeast  corner  of  Avenue 
O,  Block  6608,  Lots  1  and  79,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Howard  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  25,  1969,  on  certain  conditions;  and 

Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  8,  1970;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  November 
25,  1969,  as  amended  through  December  8,  1970,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this  por¬ 
tion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  25,  1971.”  (Alt.  476-69) 


217-70-BZ 

APPLICANT — Albert  Melniker  for  Dorfgood  Realty  Com¬ 
pany,  Incorporated  and  Morris  Beck,  owners. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  October  27, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  72-21  and  73-44  of  the 
Zoning  Resolution,  permitting  in  a  C4-2  district,  in  con¬ 
junction  with  the  erection  of  a  seven  story  office  and  store 
building,  the  reduction  in  the  number  of  accessory  parking 
spaces  and  with  spaces  that  have  less  than  the  minimum 
size. 

PREMISES  AFFECTED — 120  Stuyvesant  Place,  west  side, 
150  feet  south  of  Wall  Street,  Block  8,  Lot  60,  St.  George, 
Borough  of  Richmond. 
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APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  27,  1970,  on  certain  conditions ;  and 

Whereas,  time  to  obtain  permits  and  complete  the  work 
was  extended  on  December  7,  1971. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
27,  1970,  only  as  to  the  time  to  complete  the  work,  so  that 
as  amended  this  portion  of  the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  October  27,  1971.” 


766-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Alfonso  Ciervo,  owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  in  an  existing  one 
story  building  occupied  as  a  new  and  used  car  sales  estab¬ 
lishment,  the  addition  to  the  uses  to  include  auto  repairs. 

PREMISES  AFFECTED — 102-29  Jamaica  Avenue,  north 
side,  262.29  feet  east  of  102nd  Street,  Block  9187,  Lot  44, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Morton  S.  Cahn. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


269-71-BZ 

a 


APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  an  R3-2  district,  on  a  plot  with  greenhouses, 
the  addition  to  the  uses  to  include  the  sale  of  agricultural 
products  grown  off-site. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant  ;  previously  inspected. 

270-71-A 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 


SUBJECT — Application  April  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  building  area  ex¬ 
ceeds  the  tabular  limits. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
10  A.M.,  in  conjunction  with  Cal.  No.  269-71-BZ. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New  York, 
Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of  the 
Zoning  Resolution,  to  permit  in  an  Ml-1  district  the  erec¬ 
tion  of  a  four  story  intermediate  school  that  encroaches  on 
the  rear  yard  and  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant. 


408-71-BZ 

APPLICANT — Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 
ville,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Hector  Ferreras  and  Bartholomeo  Taranto. 
For  Opposition:  James  J.  Wedick,  Robert  T.  McHugh, 
Catherine  F.  Rosano,  Laura  M.  Ellen,  James  J.  Orefrie, 
Doris  M.  Rohwetter  and  Carl  B.  Rohwetter. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  inspection  and  continued  hearing;  applicant 
to  file  additional  information. 


457-71-BZ 

APPLICANT — Dominick  Salvati  and  Son  for  Ment  Broth¬ 
ers  Iron  Works,  owner. 

SUBJECT — Application  June  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
steel  produce  manufacturing  and  fabrication  plant,  the 
storage  of  finished  products  in  the  open  area. 

PREMISES  AFFECTED — 144  Pilling  Street,  east  side, 
100  feet  south  of  Central  Avenue,  Block  3458,  Lot  32, 
Borough  of  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Anthony  M.  Salvati  and  Harriet  R.  Jacobs. 
For  Opposition:  George  Feller. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  additional 
information ;  previously  inspected. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner ;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT- — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED— 118-09  to  118-15  Atlantic 
Avenue,  northwest  corner  of  Lefferts  Boulevard,  Block 
9350,  Lots  32,  34,  35,  and  36,  Richmond  Hill,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino,  Joseph  M.  Mattaeo 
and  James  J.  Mannix. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
plans;  previously  inspected. 


504-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Electro-Knit 
Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971- — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml -2  district,  on  a  plot  previ¬ 
ously  before  the  Board,  the  enlargement  in  area  of  the 
second  floor  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2824  to  2840  West  20th  Street, 
west  side,  175  feet  south  of  Neptune  Avenue,  and  2831 
to  2839  West  21st  Street,  Block  7018,  Lot  18,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  for  continued  hearing;  applicant  to  submit 
additional  information ;  previously  inspected. 


522-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT— Application  July  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  erec¬ 
tion  of  a  two  story  and  cellar  multiple  dwelling  that  ex¬ 
ceeds  the  permitted  floor  area  ratio,  has  less  than  the  re¬ 
quired  open  space  ratio  and  lot  area  per  room,  encroaches 
on  the  required  front  and  side  yards  and  minimum  distance 
between  buildings  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and 

121-10  New  York  Boulevard,  northwest  corner,  Block 
12253,  Lot  26,  Rochdale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 


ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  community 
planning  board ;  applicant  concurs ;  previously  inspected. 


523-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  front  and  side 
yard,  provide  access  to  entrance  hall  for  wheel  chair 
individuals. 

PREMISES  AFFECTED— 161-31  122nd  Avenue,  and 

121-10  New  York  Boulevard,  northwest  corner,  Block 
12253,  Lot  26,  Rochdale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  10  A.M.,  in  conjunction  with  Cal.  No.  522-71-BZ. 


526- 71-BZ 

APPLICANT — Sidney  Goldhammer  for  320  East  Realty 
Corporation,  owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  nine 
story  and  penthouse  multiple  dwelling,  the  conversion  of 
portion  of  the  first  floor  and  basement  from  private  club 
to  offices. 

PREMISES  AFFECTED — 320  to  326  East  53rd  Street, 
south  side,  218.4  feet  east  of  Second  Avenue,  Block  1345, 
Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Sidney  Goldhammer  and  Jess  Abramson. 
For  Opposition:  None. 

AC  FION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings. 

527- 71-BZ 

APPLICANT — Dominick  T.  Farruggio  for  Guy  Volpe, 
owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
\  ork  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  enlargement  to  a  two  family  dwelling  that  encroaches 
on  the  required  rear  yard. 

PREMISES  AFFECTED — 1760  57th  Street,  south  side, 
200.0  feet  west  of  18th  Avenue,  Block  5498,  Lot  30,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Dominick  T.  Farruggio. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant;  pre¬ 
viously  inspected. 


529-71-BZ 

APPLICANT — Leo  D.  Fakler  for  DGGV  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  cellar  supermarket  with  accessory  parking  in 
the  open  area. 
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PREMISES  AFFECTED — 84-12  97th  Avenue,  southeast 
corner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings ;  previously  inspected. 

544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M.  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff  and  Rudolph  Caroled. 
For  Opposition :  Eldon  K.  Whittall. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
10  A.M.,  for  continued  hearing;  applicant  to  file  revised 
drawings ;  previously  inspected. 


595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  and  mezzanine  building  for  use  as  a  contrac¬ 
tors  establishment  with  accessory  repairs. 

PREMISES  AFFECTED — 5312  21st  Avenue,  west  side, 
100  feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Howard  Miller. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  community 
planning  board ,'  previously  inspected. 


597-71-BZ 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 1598  East  98th  Street,  west 
side,  180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot 
84,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition :  Stephen  Sauter  and  Kathleen  Normandy. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  community  plan¬ 
ning  board ;  previously  inspected. 


614-71-BZ 

APPLICANT — Charles  M.  Spindler  for  John  Scaglione, 
Antonnia  Caccia  and  Janet  M.  Jaffin,  owners. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  combining  and  rehabilitation  of  two  automotive 
service  stations  previously  before  the  Board  into  one 
facility  with  accessory  signs. 

PREMISES  AFFECTED — 2944  Avenue  U,  southwest  cor¬ 
ner  of  Haring  Street,  Block  7363,  Lots  5,  67,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


434-71-BZ 

APPLICANT — Peter  R.  Gray  for  Henry  J.  Meyers,  owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution, 
to  permit  in  an  R5  district,  the  enlargement  in  area  of  an 
existing  group  medical  center  that  encroaches  on  the  re¬ 
quired  front  and  side  yard. 

PREMISES  AFFECTED — 83-91  Woodhaven  Boulevard, 
east  side,  70.73  feet  north  of  Parkland  South,  Block  8890, 
Lots  6  and  10,  Woodhaven,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Mrs.  Roy  A.  Kazz,  William  FI.  Fiedler 


and  Elizabeth  Geis. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  .  0 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  9,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  7,  1971;  and 

Whereas,  the  district  maps  accompanying  the  Zoning 
Resolution  show  that  the  site  is  in  an  R5  district ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1971,  acting  on  Alt.  Applic.  771/1969,  reads: 

“1.  The  proposed  extension  of  the  group  Medical 
Center  is  contrary  to  Section  24-34  and  24-35  Z.R.  in 
that  the  required  front  yard  setback  and  side  yard  are 
not  provided.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  findings  b,  c,  e,  under 
Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  8,  1971,,  acting  on  Alt.  Applic.  771/1969,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  applica¬ 
tion  be  and  it  hereby  is  denied. 

545-71-BZ 

APPLICANT — Lama  and  Vassalotti  for  Rownet  Incorpo¬ 
rated,  owner. 

SUBJECT— Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the 
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Zoning  Resolution,  to  permit  in  a  C2-4  district,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 4109  to  4119  Third  Avenue  and 
4115  Official,  523  Cross  Bronx  Expressway,  northwest 
corner,  Block  2923,  Lot  37,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Alfred  A.  Lama  and  James  E.  Vassalotti. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  7,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  30,  1971,  acting  on  N.B.  Applic.  124/1971,  reads: 

“1.  Proposed  construction  of  an  automotive  serv¬ 
ice  station  in  C2-4  in  R6  zoning  district  is  contrary  to 
Sec.  32-25  of  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-211  of  the  Zoning  Resolution,  to  per¬ 
mit  in  a  C2-4  district,  the  erection  and  maintenance  of  an 
automotive  service  station  with  accessory  uses,  on  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  appli¬ 
cation  marked  “Received  August  16,  1971,”  3  sheets;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


Adjourned:  2:20  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  7,  1971,  2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan. 

331-71-BZ 

APPLICANT — George  J.  Rusciano  for  Mary  M.  Peschell, 
owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the 
Borough  Superintendent;  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  on  a  plot 
presently  developed  with  an  automobile  sales  lot,  the  erec¬ 
tion  and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 2740  Bruckner  Boulevard, 
southeast  corner  of  Huntington  Avenue,  Block  5536,  Lots 
1,  3  and  7,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Sy  Weinstein. 


For  Opposition:  Frank  J.  D’Amato,  A.  Capzzoli,  P.  M. 
Miller,  M.  Deinettes  and  Andrew  J.  D’Amato. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Commissioner  Klein  .  1 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  4 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
September  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  October  12,  1971;  then  to  November 
9,  1971 ;  then  to  December  7,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1971,  acting  on  N.  B.  Applic.  41/1971,  reads: 

“1.  Proposed  Automotive  Service  Station,  Use 
Group  13,  in  an  R4  District,  is  contrary  to  22-00  of  the 
Zoning  Resolution. 

Since  there  is  no  applicable  bulk,  parking  nor  loading 
regulations  for  the  proposed  use  in  residence  zoning 
district,  this  application  is  referred  to  the  Board  of 
Standards  and  Appeals  for  its  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  the  findings  (a,  b,  c  &  e) 
required  under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1971,  acting  on  N.  B.  Applic.  41/1971,  Ob¬ 
jection  .No.  1,  be  and  it  hereby  is  affirmed  and  that  the 
application  be  and  it  hereby  is  denied. 


464-71-BZ 

APPLICAN1 — Kenneth  H.  Koons  for  J.  Martin  and  Son, 
Incorporated,  owner. 

SUBJECT— Application  July  1,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  /under  Section  73-241  of  the  Zoning 
Resolution,  to  permit  in  a  C2-3  district,  in  an  existing  one 
story  commercial  building,  the  addition  to  the  uses  of  the 
restaurant  portion  to  include  cabaret. 

PREMISES  AFFECTED — 5540  Broadway,  northeast  cor¬ 
ner  of  Kimberly  Place,  Block  3266,  Lot  155,  Borough  of 
The  Bronx. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 

APPEARANCES— 

For  Applicant:  Kenneth  H.  Koons. 

For  Opposition:  None. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  q 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
October  26,  1971,  after  due  notice  by  publication  in  the  Bul¬ 
letin  :  laid  over  to  November  23,  1971 ;  then  to  December 
7,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  24,  1971,  acting  on  Alt.  Applic.  254/1971,  reads: 

‘G.  Proposed  Eating  &  Drinking  Establishment, 
Use  Group  12,  in  a  C2  District,  is  contrary  to  32-21  of 
the  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
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W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-241  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Anneals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Section  73-241  of  the  Zoning  Resolution,  to  permit 
for  a  term  of  five  years  in  a  C2-3  district,  in  an  existing 
one-story  commercial  building,  the  addition  to  the  use  of  the 
restaurant  portion  to  include  cabaret,  ort  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  July  1,  1971,”  5  sheets,  and  “September 
22,  1971,”  one  sheet ;  and  that  all  laws,  rules  and  regula¬ 
tions  applicable  be  complied  with;  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 


539-67-SM 

APPLICANT — Safway  Steel  Products,  Division  of  Auto¬ 
matic  Sprinkler  Corporation  of  America,  owner. 

APPEARANCES— 

For  Applicant:  Alexander  James  Cox. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
539-67-SM — Safway  Steel  Products,  Division  of  Automatic 
Sprinkler  Corporation  of  America,  Milwaukee,  Wisconsin, 
filed  for  approval  of  Safway  Steel  Scaffolding  under  the 
provisions  of  C26-1904.0  and  C26-1907.0  of  the  Building  Code 
of  the  City  of  New  York. 

PROPOSED  USE:  Scaffolding  and  shoring  for  construc¬ 
tion,  maintenance,  repair,  and  demolition. 

DESCRIPTION :  The  assemblies  consist  of  steel  frames, 
braces,  and  accessores  which  are  formed  into  scaffolding  or 
1  shoring  towers.  The  frames  are  connected  to  each  other  on 
each  side  by  pairs  of  diagonal  cross  braces.  Connectors, 
called  coupling  pins,  set  into  the  upper  ends  of  the  frame 
tubes,  permit  other  sections  to  be  added.  Adequate  sill  at  the 
bottom  and  suitable  tie-ins  to  the  building  for  the  structure 
are  provided.  Shoring  heads  and  screw  jacks  are  used  as 
required.  The  frame  is  the  basic  unit  and  consists  of  two  end 
nosts,  a  cross  tube,  and  stiffening  braces,  all  of  steel  tubing. 
The  ends  of  the  cross  tubes  and  stiffing  braces  are  cut  out  to 
accommodate  the  curvature  of  the  tubes  to  which  they  are 
secured  by  arc  welding.  The  end  post  is  1.69"  o.d.  x  0.095" 
I  wall  steel  tubing.  The  upper  and  lower  cross  tubes  in  each 
frame  are  the  same  size  tubing.  The  braces  are  0.84"  o.d.  x 
0.076"  wall  steel  tubing.  Shore  “X”  frames  are  2.375"  o.d.  x 
0.154",  with  extensions  with  dimensions  of  1.90"  o.d.  x 
.190".  The  cross  braces  are  also  of  tubing,  flattened  at  the 
ends,  to  form  a  flat  surface  for  the  connection  to  the  end 
post.  The  base  plate  has  incorporated  into  it  a  socket  for 
the  legs  of  the  .  bottom  frame.  Frames  are  manufactured 
from  tubing  having  a  minimum  carbon  content  of  45%  mini¬ 
mum  yield  point  of  55,000  psi,  and  ultimate  tensile  strength 
of  75.000  psi. 


Recommended  loads  for  scaffolding  are  as  follows : 


Type  of  Frame 

Height 
of  Frame/ 
Per  Tier 

No.  of 
Tiers 

Recommended 

Load/ 

Per  Leg 

Standard 

4' 

1 

4,600 

Standard 

4' 

2 

4,000 

Standard 

4' 

3 

3,800 

Standard 

5' 

1 

4,500 

Type  of  Frame 

Height 
of  Frame/ 

No.  of 

Recommended 

Load/ 

Per  Tier 

Tiers 

Per  Leg 

Standard 

5' 

2 

3,600 

Standard 

5' 

3 

3,200 

Standard 

6' 

1 

2.900 

Standard 

6' 

2 

2,200 

Standard 

6' 

3 

2,100 

Mason 

4' 

1 

4,800 

Mason 

4' 

2 

4,200 

Mason 

4' 

3 

4,000 

Mason 

5' 

1 

4,100 

Mason 

5’ 

2 

3,400 

Mason 

5' 

3 

3,100 

Mason 

6' 

1 

3,500 

Mason 

6' 

2 

2,400 

Mason 

6' 

3 

2,200 

Open  End 

6' 

1 

5,000 

Open  End 

6' 

2 

3,700 

Open  End 

6' 

3 

3,600 

Light  Open  End 

6' 

1 

3,800 

Light  Open  End 

6' 

2 

2,700 

Light  Open  End 

6' 

3 

2,400 

Ladder 

5' 

1 

4,200 

Ladder 

5' 

2 

3,500 

Ladder 

5' 

3 

3,100 

Ladder 

6' 

1 

3,600 

Ladder 

6' 

2 

2,300 

Ladder 

6' 

3 

2,100 

INSPECTION  AND  TEST :  The  above  recommendations 
represent  a  safety  factor  of  4,  as  determined  from  load  tests 
conducted  by  Pittsburgh  Testing  Laboratory. 


RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Safway  Steel  Scaffolding  for  use  as 
scaffolding  and  shoring  in  accordance  with  the  above  table 
under  the  provisions  of  C26-1904.0  and  C26-1907.0  of  the 
Building  Code  of  the  City  of  New  York.  When  used  as 
shoring,  the  load  per  leg  shall  not  exceed  the  loads  as  shown 
in  the  above  table  multiplied  by  1.6,  which  represents  a  factor 
of  safety  of  2.5.  The  scaffolding  and  shoring  shall  be  per¬ 
manently  labeled :  “Approved  by  the  Board  of  Standards  and 
Appeals  for  use  in  New  York  City  under  Calendar  Number 
539-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


540-67-SM 

APPLICANT — Safway  Steel  Products,  Division  of  Auto¬ 
matic  Sprinkler  Corporation  of  America,  owner. 
APPEARANCES— 

For  Applicant — :  Alexander  James  Cox. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 


MINUTES 


THE  VOTE— 

Affrmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
540-67-SM — Safway  Steel  Products,  Division  of  Automatic 
Sprinkler  Corporation  of  America,  Milwaukee,  Wisconsin, 
filed  for  approval  of  Shore  “X”  Shoring  System  under  the 
provision  of  C26-1904.0  of  the  Building  Code  of  the  City  of 
New  York. 

PROPOSED  USE:  Shoring  for  construction,  maintenance, 
repair  and  demolition. 

DESCRIPTION :  The  system  is  similar  to  the  Safway 
saffolding  system,  but  is  made  of  larger  tubing.  It  consists 
of  steel  frames,  braces,  and  accessories.  The  frames  are 
connected  to  each  other  on  each  side  by  pairs  of  diagonal 
cross  braces.  Connectors,  called  coupling  pins,  set  into  the 
upper  ends  of  the  frame  tubes,  permit  other  sections  to  be 
added.  Adequate  sill  at  the  bottom  and  suitable  tie-ins  to 
the  buildings  for  the  structure  are  provided.  Shoring  heads 
and  screw  jacks  are  used  as  required.  The  frame  is  the  basic 
unit  and  consists  of  two  end  posts,  a  cross  tube,  and  stiffen¬ 
ing  braces,  all  of  steel  tubing.  The  ends  of  the  cross  tubes 
and  stiffening  braces  are  cut  out  to  accommodate  the  curva¬ 
ture  of  the  tubes  to  which  they  are  secured  by  arc  welding. 
The  end  post  is  2.375"  o.d.  x  0.154"  wall  steel  tubing  with 
extension  frames.  The  upper  and  lower  cross  tubes  in  each 
frame  are  the  same  size  tubing.  The  cross  braces  are  also 
tubing,  flattened  at  the  ends,  to  form  a  flat  surface  for  the 
connection  to  the  end  post.  The  base  olate  has  incorporated 
into  it  a  socket  for  the  legs  of  the  bottom  frame.  Frames 
are  manufactured  from  tubing  having  a  minimum  carbon 
content  of  45%,  a  minimum  yield  point  of  55,000  psi,  and  an 
ultimate  tensile  strength  of  75,000  psi. 

INSPECTION  AND  TEST :  The  shoring  system  was  load 
tested  by  the  Pittsburgh  Testing  Laboratory.  Variables  in¬ 
cluded  type  of  frame  (ladder  or  standard),  type  of  base 
frame,  type  of  screw  jack  on  the  top  and  bottom  of  the 
frame,  and  extension  provided  by  the  screw  jack.  The  load 
capacities  of  the  four  leg  assemblies  were  found  to  be 
between  80,000  lb.  and  120,000  lb. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Shore  “X”  Shoring  System  for  use 
in  accordance  with  the  above  tests  with  a  safety  factor  of 
2.5  (between  8,000  lb.  and  12,000  lb.  per  log)  under  the 
provisions  of  C26-1904.0  of  the  Building ‘Code  of  the  City  of 
New  York.  The  shoring  system  shall  be  permanently  labeled: 
‘‘Approved  by  the  Board  of  Standards  and  Appeal's  for  use 
in  New  York  City  under  Calendar  Number  540-67-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
anproval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


266-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Donald  Lucente, 

owner. 

SUBJECT — Application  April  29,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 131  Jansen  Street,  north  side, 
259.35  feet  west  of  Holdridge  Avenue,  Block  6372,  Lot  58, 
Princess  Bay,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1971  on  N.B.  Applic.  945-61,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Cetificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not 
included  on  the  official  map  of  the  City  of  New  York.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  April  24,  1971,  acting  on  N.B.  Applic.  945-61,  Objec¬ 
tion  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  comply 
with  drawings  marked  “Received  October  1,  1971,”  2  sheets, 
and  “December  3,  1971”  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


646-71-A 

APPLICANT — Frank  A.  Vaccaro  for  John  Stallona,  owner. 
SUBJECT — Application  October  1,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 97  Douglas  Road,  east  side, 
209.07  feet  north  of  Ocean  View  Section  of  Douglas  Road 
and  Right  of  Way,  Block  831,  Lot  170,  Emerson  Hill, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971  on  N.B.  Applic.  892-70,  reads: 

“1.  According  to  Section  36  of  the  General  City 
Law,  no  Certificate  of  Occupancy  may  be  issued  for  the 
above  residence  since  the  street  giving  access  is  not 
included  on  the  official  map  of  the  City  of  New  York. 
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2.  Street  width  is  contrary  to  definition,  frontage 
space  as  per  C26-201.0  Administrative  Building  Code. 

3.  Proposed  building  shall  front  on  a  street  or 
frontage  space  as  per  C26-401.0  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administrative  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  23,  1971,  acting  on  N.B.  Applic.  892-70, 
Objections  No.  1,  2,  3,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways;  and  that  the  building  shall  con¬ 
form  with  drawings  marked  “Received  October  1,  1971,”  2 
A  sheets  and  December  3,  1971,  one  sheet,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


647-71-A 

APPLICANT — Frank  A.  Vaccaro  for  A.  J.  Carrier,  owner. 

SUBJECT — Application  October  1,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 2  Whitewell  Place,  south  side, 
127.34  feet  east  of  Todt  Hill  Road,  Block  881,  Lot  161, 
Todt  Hill,  Borough  of  Richmond. 

APPEARANCES— 


For  Applicant :  Monica  Armour. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  28,  1971  on  N.B.  Applic.  754-71,  reads: 

“1.  A  certificate  of  occupancy  will  not  be  granted 
for  a  building  created  on  a  street  which  does  not  appear 
on  the  official  map  of  the  City  of  New  York,  according 
to  Art.  3,  Sect.  36  of  the  General  City  Law. 

2.  Proposed  building  shall  front  on  a  street  or 
frontage  space  a  per  C26-401.1  and  as  defined  by  Sub 
Article  C26-201.0  of  the  Administration  Code.” 

•  and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  September  28,  1971,  acting  on  N.B.  Applic.  754-71, 
Objections  No.  1,  2,  be  and  it  hereby  is  modified  under  the 
'  powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
,  condition  that  the  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
‘  Department  of  Highways:  that  the  building  shall  conform 
with  drawings  marked  “Received  October  1,  1971,”  2  sheets, 
and  “November  3,  1971,”  one  sheet;  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


SUBJECT — Application  reopened  as  Volume  II  October  19, 
1971 — appeal  from  a  decision  of  the  Fire  Commissioner  re- 
105,000  gallon  number  2  fuel  oil  tank. 

PREMISES  AFh  ECTED — 7-02  to  7-68  36th  Avenue,  and 

36-04  to  36-46  Vernon  Boulevard,  southwest  corner,  Block 
356,  Lot  1,  Ravenswood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration:  Lt.  John  Manfredi,  Capt.  John  F. 
Petraglia,  F.  D. 

ACT  ION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  for  inspection  and  continued  hearing. 


163-71-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED — Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Arthur  Gussaroff. 

For  Administration :  Capt.  John  Petraglia,  Lt.  John  Man¬ 
fredi,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.  for  continued  hearing,  at  the  request  of  the  appli¬ 
cant  ;  previously  inspected. 

171-71-A 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owner. 

SUBJECT  Application  March  24,  1971 — appeal  from  a  de¬ 
cision  of  the  Borough  Superintendent  re-  means  of  egress 
and  class  of  construction  contrary  to  the  Labor  Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st  Street, 
207  to  2o7  42nd  Street,  Block  717,  Lot  1,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  for  decision ;  hearing  closed. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 

Petraglia,  F.  D. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.  for  continued  hearing;  Board  awaiting  decision 
of  Corporation  Counsel. 


588-69-A— VII 

APPLICAN  1 — Charles  A.  Muller  for  Consolidated  Edison 
Company  of  New  York,  Incorporated. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner 
OWNER  OF  PREMISES — Irving  Borenstein. 
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SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

For  Opposition:  Irving  Borenstein. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972, 
at  2  P.M.  for  continued  hearing,  at  the  request  of  the  owner. 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Board  of  Higher  Education. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

APPEARANCES— 

For  Applicant:  Capt.  John  F.  Petraglia  and  Lt.  John  P. 
Manfredi,  F.  D. 

For  Opposition:  George  R.  Sergeant,  Jr. 

ACTION  OF  BOARD- — Laid  over  to  January  25,  1972,  at 
2  P.M.  for  continued  hearing,  for  the  purpose  of  receiving 
a  further  progress  report. 


662-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 270  to  271  West  Street,  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot 
9,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia. 

For  Opposition :  William  J.  Williams  and  Angelo  J. 
Ponte. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
2  P.M.  for  continued  hearing,  for  the  purpose  of  the  owner 
and  his  representative  submitting  a  signed  agreement  for 
the  installation  of  a  sprinkler  system  in  these  premises. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES  :  Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11,  and  12,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia. 

For  Opposition:  William  J.  Williams  and  Angelo  I. 
Ponte. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
2  P.M.  for  continued  hearing,  for  the  purpose  of  ’the 
owner  and  his  representative  submitting  a  signed  agree¬ 


ment  for  the  installation  of  a  sprinkler  system  in  these 
premises. 


709-71-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York  for  Department  of  Correction,  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Tabular  Limits, 
sprinkler  system. 

PREMISES  AFFECTED — Adult  Housing  Wing,  Rikers 
Island,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Bernard  W.  Gunther,  Herb  Lackner, 
D.  P.  W.,  Ben  Malcolm,  Dept.  Correction,  Deputy  Com¬ 
missioner,  Francis  R.  Buono,  Super.  Warden,  John  M. 
Buchholz,  Director  B.  F.  G.  Div.,  Louis  Miraglia, 
B.  G.  B.,  John  Caiazzo,  B.  G.  B.  and  John  Geroski, 
D.  P.  W. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971, 
at  2  P.M.  for  decision;  previously  inspected;  hearing 
closed. 


710-71-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York  for  Department  of  Correction,  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Tabular 
Limits,  sprinkler  system. 

PREMISES  AFFECTED — Rikers  Island  N.  B.  25  Support 
Facility,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  W.  Gunther,  Herb  Lackner, 
D.  P.  W.,  Ben  Malcolm,  Dept.  Correction,  Deputy 
Comm.,  Francis  R.  Buono,  Supervising  Warden,  John  M. 
Bucholz,  Director,  B.  F.  G.,  Louis  Miraglia,  B.  G.  B., 
John  Caiazzo,  B.  G.  B.  and  John  Geroski,  D.  P.  W. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  14,  1971,  at 
2  P.M.  for  decision;  previously  inspected;  hearing  closed. 


711-71-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York  for  Department  of  Correction,  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  Tabular  Limits, 
sprinkler  system. 

PREMISES  AFFECTED — Adolescent  Housing  Wing, 
Rikers  Island,  Block  2760,  Lot  4,  Borough  of  the  Bronx. 

APPEARANCES— 

For  Applicant:  Bernard  W.  Gunther,  Herb  Lackner, 
D.  P.  W.,  Ben  Malcolm,  Dept.  Correction,  Deputy  Com¬ 
missioner,  Francis  R.  Buono,  Supervising  Warden,  John 
M.  Bucholz,  Director,  B.  F.  G.,  Louis  Miraglia,  B.  G.  B., 
John  Caiazzo,  B.  G.  B.  and  John  Geroski,  D.  P.  W. 
For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  14,  1971, 
at  2  P.M.  for  decision ;  previously  inspected ;  hearing 
closed. 

Adjourned:  3:40  P.M. 

James  P.  Mulroy,  Secretary 
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[Tilt  LI 


Docket. 


FEB  3 


THOMAS  F.  GALVIN,  Chairman 


Notice  of  Hearing  of  CalenM&J.VtK-ol  i  r  ui  n 

AT  urbana-champaign 

Minutes  of  Regular  Meeting,  Tuesday  Morning,  Decem- 


Samuel  L.  Becker.  Vice  Chairman 

ber  14,  1971, 

Affecting  Calendar 

Numbers — 

Joseph  B.  Klein 

604-55-A 

166-71-BZ 

574-71-BZ 

117-67-A 

443-71-BZ 

578-71-BZ 

Francis  V.  Madigan 

576-56-BZ 

451-71-BZ 

713-71-BZ 

William  A.  Nolan 

88-59-BZ 

485-71-BZ 

554-71-BZ 

500-61-BZ 

517-71-BZ 

404-71-BZ 

Commissioners. 

885-61-BZ 

518-71-BZ 

405-71-BZ 

241-67-BZ 

544-71-BZ 

501-71-BZ 

422-69-BZ 

555-71-BZ 

607-71-BZ 

95-70-BZ 

556-71-A 

678-71-BZ 

395-70-BZ 

Minutes  of  Regular  Meeting  Tuesday  Afternoon,  Decern- 

Solomon  Sheer,  P.  E.,  Director 

ber  14,  1971, 

Affecting  Calendar 

Numbers — 

Herman  M.  Karson,  R.  A.,  Deputy  Director 

815-39-SM 

702-70-SA 

657-46-SA — 

816-39-SM 

376-71-SA 

Vols.  I  &  II 

James  P.  Mulroy,  Secretary 

798-39-SM 

475-71-SA 

611-66-SA 

288-43-SA 

640-71-SA 

612-66-SA — 

718-47-SM 

658-71-SA 

Vols.  I  &  II 

391-52-SM 

661-71-SA 

613-66-SA 

844-55-SM 

559-64-SM 

1290-66-BZ — 

892-59-SA 

616-64-SM 

Vol.  II 

John  B.  Cincotta.  Chief  Clerk 

280-63-SM 

649-64-SA 

190-71-BZ 

711-64-SM 

744-64-SM 

453-71-BZ 

1255-64-SA 

745-64-SM 

497-71-BZ 

194-65-SM 

766-64-SA 

526-71-BZ 

605-65-SM 

487-65-SA 

575-71-BZ 

630-65-SA 

555-65-SM 

614-71-BZ 

221-67-SA 

567-65-SM 

768-70-BZ 

288-70-SA 

769-70-A 

Office — 80  Lafavette  Street.  9th  Floor,  Manhattan,  New 

York,  N.  Y.  10015. 

Remaining  Minutes  of  December  14,  1971  will  appear 

Telephone — 566-5174. 

in  the  issue  of  December  30,  1971. 
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New  Cases  Filed  up  to  December  14,  1971 

Cal.  No.  Dept.  Premises  A  ffected 

754-71-BZ — B.B. — 1780  60th  Street,  and  6002  to  6010  18th 
Avenue,  southwest  corner,  Block  5518,  Lot  38,  Borough 
of  Brooklyn,  Community  Board  #12,  N.  B.  466-71,  re¬ 
proposed  automotive  service  station,  Cl-2  within  R5 
district. 


755-71-SA — Potter  Electrical  Signal  Company,  vane  type 
waterflow  switch  model  VSR-A,  manufactured  by  Potter 
Electric  Signal  Company,  Appliance. 


756-71-SA — Save-Fuel  Corporation,  vent-o-matic,  heat¬ 
ing  and  air  conditioning  machine,  manufactured  by  Save- 
Fuel  Corporation,  Appliance. 


757-71-A — B.M. — 58  East  34th  Street,  south  side,  142 
feet,  4 y2"  west  of  Park  Avenue,  Block  863,  Lot  51, 
Borough  of  Manhattan,  Alt.  No.  1012-71,  re-  two  means 
of  egress,  C5-2  district. 


758-71-BZ — B.M. — 204  to  220  East  71st  Street,  north 
side,  80  feet  east  of  Third  Avenue,  and  205  to  215  East 
70th  Street,  Block  1425,  Lot  5,  Borough  of  Manhattan, 
Community  Board  #8,  N.  B.  85-71,  re-  multiple  dwell¬ 
ing,  Cl-9  an  R8  district. 


759-71-SA— Ramset  Fastening  Systems,  Winchester 
Group  Olin  Corporation,  explosive  actuated  low  velocity 
piston  tools  models  7200  and  7220,  manufactured  by 
Ramset  Fastening  Systems,  Winchester  Group  Olin 
Corporation,  Appliance. 


760-71-A — -B.M. — 31  to  33  West  12th  Street,  north  side, 
325  feet  west  of  Fifth  Avenue,  Block  576,  Lot  56, 
Borough  of  Manhattan,  Alt.  No.  1078-71,  re-  cellar  apart¬ 
ment,  R6  district. 


761-71-BZ — B.R. — 100  North  Cannon  Avenue,  north  side, 
100  feet  west  of  Gower  Street,  Block  714,  Lot  100, 
Cloves  Lake,  Borough  of  Richmond,  Community  Board 
#1,  _N.  B.  1721-71,  ,  re-  proposed  office  building,  R3-2 
district. 


762-71-SA— -Ferrari  &  Rossi  Equipment  Corporation, 
Starlite  dry  cleaning  machine,  manufactured  by  Ferrari 
&  Rossi  Equipment  Corporation,  Appliance. 


763-71-SA — Pyrotronics  Incorporated,  T487A&B  auto¬ 
matic  fire  detector,  TC18A  ionization  fire  detector, 
W924A&B  control  panels,  LA419D  airstat  fan  safety 
cutoff  control,  manufactured  by  Pyrotronics  Incorpor¬ 
ated,  Appliance. 


764-71-SA— The  Hobart  Manufacturing  Company,  Kitch- 
enAid  various  models  for  household  food  waste  dis¬ 
posers,  manufactured  by  The  Hobart  Manufacturing 
Company,  Appliance. 


765-71-SM — SSP  Construction  Equipment,  Incorporated, 
Miller  High  Lift  Block  314-F-18-2,  manufactured  by 
SSP  Construction  Equipment,  Incorporated,  Material. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

4381-BZY — Vol.  IX — B.Q. — 28-08  Bayside  Lane,  formerly 
162-15  Bayside  Lane,  Block  4889,  Lot  44,  N.  B.  5925-61. 


1163-BZY — Vol.  VIII — B.Q. — 39-60  54th  Street,  south¬ 
west  corner  of  39th  Drive,  N.  B.  2057-61.  (Block  1238, 
Lot  40). 


2768-BZY— Vol.  IX— B.Q.— 98-11  44th  Avenue,  Block 
1628,  Lot  21,  N.  B.  8303-61. 


385-BZY— Vol.  VIII— B.Q.— 151-51  138th  Avenue,  north¬ 
west  corner  of  Cranton  Street,  Block  12134,  Lots  31,  33, 
35,  42,  9,  12,  14,  26,  28,  N.  B.  7721-61. 


1688-BZY— Vol.  VIII— B.Q.— 118-17  Union  Turnpike, 
Block  3334,  Lot  151,  N.  B.  1579-61. 


1687-BZY— Vol.  VIII— B.Q.— 118-18  Union  Turnpike, 
Block  3335,  Lot  23,  N.  B.  1580-61. 


4372-BZY— Vol.  VIII— B.Q.— 67-07  Burns  Street,  Block 
3234,  Lots  1,  3,  N.  B.  7063-61. 


3609-BZY— Vol.  IX— B.Q.— 157-17  129th  Avenue,  Block 
12266.  Lot  59,  N.  B.  7580-61. 


4059-BZY— Vol.  IX— B.Q.— 58-30  76th  Street,  Block 
2822,  Lot  30,  N.  B.  1222-61. 


4233-BZY — Vol.  IX — B.B. — 3030  Emmons  Avenue,  Block 
7515,  Lot  42,  N.  B.  3088-61. 


4277-BZY — Vol.  II — -B.R. — 67  Olympia  Boulevard,  Block 
3231,  Lot  10,  Alt.  No.  19-61. 


3997-BZY — Vol.  IX — B.R. — 690  Castleton  Avenue,  Block 
134,  Lot  53,  N.  B7  3261-61. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn;  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  25,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  25,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

31-51-BZ— Vol.  I 

APPLICANT — Max  Wechsler  for  Canal-Randolph  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  6,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  and  Section  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district  the 
erection  and  maintenance  of  a  storage  garage  for  more 
than  five  motor  vehicles ;  and  to  permit  the  open  parking 
and  storage  of  motor  vehicles  on  the  roof  of  proposed 
building  and  on  the  roof  of  the  substructure  at  grade 
level. 

PREMISES  AFFECTED — 2425  Sedgewick  Avenue,  west 
side,  459.77  feet  north  of  Landing  Road  and  West  Fordham 
Road,  Block  3226,  Lot  193,  Borough  of  The  Bronx. 


326-41-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Margharita 
Boccia,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  17, 
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1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  continued 
use  of  a  frame  building  for  7  car  garage. 


PREMISES  AFFECTED — 2222  Homecrest  Avenue,  west 
side,  180  feet  south  of  Avenue  V,  Block  7372,  Lot  16,  Bor¬ 
ough  of  The  Bronx. 

137-56-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Frank  Ward, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  30, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  dis¬ 
trict,.  the  maintenance  of  a  parking  lot  for  the  non  transient 
parking  of  motor  vehicles,  pleasure  car  type. 

PREMISES  AFFECTED — 238-240  McDougal  Street,  south 
side,  100  feet  east  of  Rockaway  Avenue,  Block  1534,  Lot 
7,  Borough  of  Brooklyn. 

J  - 

502-71-BZ 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 

SUBJECT — Application  July  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement 
in  area  of  the  first  floor  of  a  two  story  building  and  the 
change  in  occupancy  from  store  and  one  family  dwelling 
to  store. 

PREMISES  AFFECTED— 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 


503-71-A 

APPLICANT — Harold  Weinberg  for  Maxim’s  Incorporated, 
owner. 

SUBJECT — Application  July  20,  1971 — appeal  from  a  de- 

Icision  of  the  Borough  Superintendent  re-  class  4,  frame 
building,  extension  and  enlargement. 

PREMISES  AFFECTED — 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 


560-71-BZ 

^  APPLICANT — Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Corpora- 
f  tion,  owners. 

SUBJECT — Application  August  24,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  food  products 
I  processing  establishment  (bakery). 

PREMISES  AFFECTED — 209  to  213  Elizabeth  Street,  16 
to  18  Prince  Street,  southwest  corner,  and  232  Mott 
Street,  Block  493,  Lots  11,  19,  21,  and  20,  Borough  of 
p  Manhattan. 


606-71-BZ 

i  APPLICANT — McGee  and  Morsellino  for  Spring  Belt 
Realty  Corporation,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 

I. 


and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 

PREMISES  AFFECTED — 221-14  South  Conduit  Avenue, 
southwest  comer  of  222nd  Street,  Block  13491,  Lots  38, 
40,  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 


608-71-BZ 

APPLICANT — Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED— 5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38, 
Borough  of  Brooklyn. 


609-71-BZ 

APPLICANT — Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
of  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 
ratio. 

PREMISES  AFFECTED — 5410-  15th  Avenue,  west  side, 
75  z/s  ’  south  of  54th  Street,  Block  5678,  Lot  39,  Borough 
of  Brooklyn. 


745-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT — Application  December  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceed  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West  62nd  southwest  corner,  Block  1114,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #7. 


761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT — Application  December  13,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond.  Community 
Board  #1. 


414-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 


1187 


CALENDAR 


that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED — 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 
hearing. 


415-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  IS,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  IS,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued  hear¬ 
ing. 


417-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 
hearing. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 
hearing. 


421-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 


422-71-BZ 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 
hearing. 


423-71- A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  -re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 

544-71-BZ 

APPLICANT — Buckley  and  Kisselof?  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  December  14,  1971,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 
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385-BZY — Vol.  VIII— B.Q. — 151-51  138th  Avenue,  north¬ 
west  corner  of  Cranton  Street,  Block  12134,  Lots  31,  33, 
35,  42,  9,  12,  14,  26,  28,  N.  B.  7721-61. 


CALENDAR 


JANUARY  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
1  ucsday  afternoon,  January  11, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters  : 

720-71-BCR 

APPLICANT— -Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT— Request  by  letter  dated  October  21,  1971,  Re¬ 
ceived  October  27,  1971  to  modify  Section  504.  (a)  Refer¬ 
ence  Standard  RS  10-3.  Letter  of  November  12,  1971, 
Received  November  16,  1971  requesting  that  letter  of 
October  21,  1971  be  set  aside  at  this  time.  Letter  of 
November  26,  1971  Received  November  29,  1971  requesting 
JtSectoi  5°4.(a)  Reference  Standard  RS  10-3  (ACI 
6 io-1963,  Building  Code  requirements  for  reinforced  con¬ 
crete)  be  modified. 

THOMAS  F.  GALVIN,  Chairman 


JANUARY  25,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
/  uesday  afternoon,  January  25, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

4381-BZY — Vol.  IX — B.Q. — 28-08  Bayside  Lane,  form¬ 
erly  162-15  Bayside  Lane,  Block  4889,  Lot  44,  N.  B. 
5925-61. 


234-71-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

0\\  NER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT  Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

I  REMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 

749-71-A 

APPLICANT  Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Franklin  Associates. 

SUBJECT— Application  December  6,  1971 — Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFFECTED — 141  East  34th  Street,  north  side, 
115  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30, 
Borough  of  Manhattan. 

743-71-A  ' 

APPLICANT— Leonard  F.  Rothkrug  for  Albert  M.  Lyons 
owner. 

SUBJECT  Application  November  30,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 9  East  10th  Street,  north  side, 
200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 
of  Manhattan. 


1163-BZY  Vol.  VIII — B.Q. — 39-60  54th  Street,  south¬ 
west  corner  of  39th  Drive,  N.  B.  2057-61.  (Block  1238, 
Lot  40)  ’ 


Vol.  IX — B.Q. — 98-11  44th  Avenue,  Block 
1628,  Lot  21,  N.  B.  8303-61. 


733-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mission  Cristiana 
Bethesda,  owner. 

SUBJECT  Application  November  22,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  church. 

PREMISES  AFFECTED — 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 
Brooklyn. 


1688-BZY — Vol.  VIII — B.Q. — 118-17  Union  Turnpike, 
Block  3334,  Lot  151,  N.  B.  1579-61. 


1687-BZY — Vol.  VIII — B.Q. — 118-18  Union  Turnpike, 
Block  3335,  Lot  23,  N.  B.  1580-61. 


736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT— Application  November  24,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17’ 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 
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REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  14,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and  Com¬ 
missioner  Nolan. 


The  minutes  of  the  regular  meeting  of  the  Board  held  on 

Tuesday  morning  November  30,  1971,  were  approved  as 

printed  in  the  Bulletin  of  December  9,  1971,  Vol.  56,  No.  49. 

604-55-A 

APPLICANT — Leonard  F.  Rothkrug  for  Arthur  Maling, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November 
30,  1971 — Appeal  from  a  decision  of  the  Borough  Super¬ 
intendent,  re-  trailer  camp — construction,  height  of  floor — 
sanitary  drain,  etc.;  previously  granted  on  condition. 

PREMISES  AFFECTED— 134-26  157th  Street,  west  side, 
230  feet  south  of  134th  Avenue,  Block  12295,  Lot  19, 
Jamaica,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  27,  1956,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  last  extended  on 
December  3,  1968;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  27,  1956,  as  amended  through  December  3,  1968,  only 
as  to  the  term  of  variance,  so  that  as  amended  this  portion 
of  the  resolution  shall  read : 

“granted  for  a  term  of  five  years  from  November  30, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1043-55) 


117-67- A 

APPLICANT — Lichtner  Associates  for  Cardinal  Lumber 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  variance  which  expired  October  3,  1970 — 
Appeal  from  an  order  of  the  Fire  Commissioner  re- 
prinl-der  system;  previously  granted  on  condition. 

PREMISES  AFFECTED — 450  Front  Street,  northwest 
corner  of  Thompson  Street,  Block  494,  Lot  30,  Stapleton, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  William  B.  Lichtner. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 


Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  3,  1967,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Novem¬ 
ber  25,  1969;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
the  term  of  variance. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 
3,  1967,  as  amended  through  November  25,  1969,  only  as  to 
the  term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  two  years  from  the  date  of  this 
amended  resolution,  to  permit  .  .  .  ;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects.”  (F.  D.  No.  227-7) 


576-56-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Petrina  Franzone,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
7e  of  the  Zoning  Resolution,  permitting  in  a  residence  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  lubritorium,  non  automatic  auto  laundry,  minor 
auto  repairs  shop  with  hand  tools  only  and  the  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 49-05  Astoria  Boulevard  North, 
northeast  corner  of  49th  Street,  Block  1000,  Lot  35,  Jack- 
son  Heights,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
February  19,  1957,  on  certain  conditions;  and 

Whereas,  the  resolution  was  last  amended  on  June  16, 
1970;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  February 
19,  1957,  as  amended  through  June  16,  1970,  by  adding 
thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  18,  1971’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(B.N.  2162-71) 


88-59-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Wall  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent;  previously  granted  on  condition  under  Section 
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7e  of  tlie  Zoning  Resolution,  permitting  in  a  local  retail  use 
district,  the  erection  and  maintenance  of  a  gasoline  serv¬ 
ice  station ;  lubritorium  auto  laundry,  minor  auto  repairs 
with  hand  tools  only,  office,  sale  of  accessories  and  parking 
of  more  than  five  (5)  motor  vehicles,  on  a  lot  which  will 
contain  two  buildings  not  accessory  to  each  other. 

PREMISES  AFbECTED — 254-05  Horace  Harding  Ex¬ 
pressway,  northeast  corner  of  254th  Street,  Block  8256,  Lot 
114,  Little  Neck,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


THE  VOTE— 


Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative  . 


5 

0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
April  26,  1960,  on  certain  conditions;  and 
Whereas,  the  resolution  was  last  amended  on  July  7 
1970;  and  ’ 

\\  hereas,  the  applicant  requested  a  further  amendment  of 
the  resolution. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  April  26, 
1960,  as  amended  through  July  7,  1970,  by  adding  thereto: 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  18,  1971’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  reso¬ 
lution  above  cited  shall  be  complied  with  in  all  respects  ” 
(B.N.  2253-71)  ' 


500-61-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Chestnut  Realty 
Company,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7h  of  the  Zoning  Resolution,  permitting  the  parking  and 
storage  of  new  passenger  motor  vehicles  awaiting  delivery, 
with  no  transit  parking,  on  a  lot  located  in  a  residence  use 
district. 

PREMISES  AFFECTED— 1520-1524  Avenue  K,  south 
side,  152  feet,  1  inch  east  of  East  15th  Street  and  1519- 
1523  Avenue  L,  Block  6726,  Lot  9,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 


10,  1961,  as  amended  through  November  3,  1971,  by  adding 
thereto : 

"that  the  premises  shall  substantially  conform  to  revised 
drawing  of  proposed  conditions  marked  ‘Received  No¬ 
vember  26,  1971’,  one  sheet,  on  condition  that  the  drain¬ 
age  shown  thereon,  shall  be  permitted  only  until  a  public 
sewer  is  installed  in  Avenue  L,  at  which  time  drainage 
shall  be  by  connection  to  such  sewer  in  accordance  with 
the  rules  and  regulations  of  the  Department  of  Build¬ 
ings  ;  and  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects  ” 
(Alt.  608-61) 


885-61-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Johnad  Realty 
Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  8, 
1971— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7c  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  retail  and  residence  use  district,  the 
extension  of  a  proposed  parking  lot  for  more  than  five  (5) 
motor  vehicles  into  the  residence  portion  of  the  premises. 

PREMISES  AFFECTED— 2490-2494  (2492  official)  Bel¬ 
mont  Avenue,  east  side,  90  feet  north  of  East  189th  Street, 
Block  3091,  Lots  5  and  6  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  :  . !!....  0 

THE  RESOLUTION— 


Whereas,  this  application  wras  granted  by  the  Board  on 
November  8,  1961,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  8,  1961,  only  as  to  the  term  of  variance,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“granted  for  a  term  of  five  years  from  November  8, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  371-61) 


241-67-BZ 


THE  VOTE— 

Affirmative:  Chairman  Galvin.  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative  . ’ .  [  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
October  10,  1961,  on  certain  conditions;  and 

Whereas,  the  term  of  variance  was  extended  on  Novem¬ 
ber  3,  1971 ;  and 

Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  October 


APPLICANT — John  J.  Tudda  for  Brookdale  Hospital 
Center,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
time  to  complete,  which  expired  May  2,  1969— decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition  under  Section  73-641  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  C2-3  and  R6  district  the  erection  of  a  twelve 
story  building  at  an  existing  hospital  complex  that  en¬ 
croaches  on  the  required  rear  yard  equivalent  and  pene¬ 
trates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1275-1309  Linden  Boulevard, 
541-597  Rockaway  Parkway,  northeast  corner,  506-612  East 
98th  Street,  Block  4718,  Lot  1  (tentative)  Borough  of 
Brooklyn. 
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APPEARANCES— 

For  Applicant:  John  J.  Tudda. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
May  2,  1967,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  2,  1967,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.” 
(N.B.  905-66) 


422-69-BZ 

APPLICANT — Samuel  H.  Lindenbaum  for  New  York  Uni¬ 
versity,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November 
18,  1971 — decision  of  the  Borough  Superintendent ;  pre¬ 
viously  granted  on  condition,  under  Section  73-68  of  the 
Zoning  Resolution,  permitting  in  a  C5-5  district,  the  erec¬ 
tion  of  a  14  story  university  structure  that  exceeds  the 
height  of  the  front  wall  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED — 90  Trinity  Place,  southwest 
corner  of  Thames  Street,  Block  51,  Lot  15,  Borough  of 
Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  A.  Zipser. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
November  18,  1969,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
extended  on  December  1,  1970;  and 
Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  18,  1969,  as  amended  through  May  4,  1971,  only  as  to  the 
time  to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  November  18,  1971.”  (N.B.  58-69) 


95-70-BZ 

APPLICANT — Keith  M.  Scott  for  City  of  New  York,  De¬ 
partment  of  Real  Estate,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of  time 


to  complete,  which  expired  May  12,  1971 — decision  of  the 
Borough  Superintendent;  previously  granted  on  condition, 
under  Section  72-21  of  the  Zoning  Resolution,  permitting 
in  an  R7-2  district,  the  erection  of  a  three  story  and  base¬ 
ment  enlargement  to  a  multiple  dwelling  that  encroaches  on 
the  required  rear  yard  and  creates  a  non-complying  outer 
court. 

PREMISES  AFFECTED — 145  West  94th  Street,  north 
side,  335  feet  east  of  Amsterdam  Avenue,  Block  1225,  Lot 
114,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Keith  M.  Scott. 

ACTION  OF  BOARD— Rules  of  procedure  waived,  appli¬ 
cation  reopened  and  time  to  complete  work  extended. 

THE  VOTE— 

Affirmative  :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
May  12,  1970,  on  certain  conditions;  and 
Whereas,  the  applicant  requested  an  extension  of  time 
to  obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  May  12,  1970,  only  as  to  the  time 
to  complete  the  work,  so  that  as  amended  this  portion  of 
the  resolution  shall  read : 

“that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  amended  resolution.”  (Alt. 
1784-69) 

395-70-BZ 

APPLICANT — Larry  Meltzer  for  Humble  Oil  and  Re¬ 
fining  Company,  owner. 

SUBJECT— Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  November 
24,  1971 — decision  .of  the  Borough  Superintendent;  pre¬ 
viously  granted  on  condition  under  Section  11-412  of  the 
Zoning  Resolution,  permitting  in  a  Cl-3  district  the  en¬ 
largement  in  lot  area  and  rearrangement  of  any  automo¬ 
tive  service  station  with  accessory  uses  previously  before 
the  Board. 

PREMISES  AFFECTED — 6737-6749  4th  Avenue,  and  402- 
410  Senator  Street,  southeast  corner,  Block  5855,  Lots 
6  and  8,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . 0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
November  24,  1970,  on  certain  conditions;  and 

Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Novem¬ 
ber  24,  1970,  only  as  to  the  time  to  complete  the  work,  so 
that  as  amended  this  portion  of  the  resolution  shall  read : 
“that  substantial  construction  shall  be  completed  within 
one  year  from  November  24,  1971.”  (Alt.  341-70) 
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j 


166-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Larry 
Lawrence,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  RS  district,  in  an  existing 
one  story  auto  repair  shop  previously  before  the  Board,  the 
addition  to  the  uses  to  include  body  repairs. 

PREMISES  AFFECTED — 3413  to  3415  Fort  Hamilton 
Parkway,  southside,  150  feet  east  of  Chester  Avenue,  Block 
5303,  Lot  15,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Elliot  J.  Shapiro. 

For _  Opposition :  Jean  De  Simone,  Joan  Tozzo  and  Pearl 
Liebman. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


443-71-BZ 

* 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Stanley  H.  Klein. 

For  Opposition :  Stephen  Andretta. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  9.  Queens ;  previously  inspected. 

f  _ 

451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner ;  Carl  Kuntzler,  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 

PREMISES  AFFECTED— 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  Ronald  Tutrone,  Dr.  Pease  Wiesen,  Frank 
Fannella,  Minnie  Mammano,  Giovanni  Circignotta,  Pietra 
Stabile,  Joseph  Pezzia,  Filomena  Di  Liberti,  Flora  Fur- 
tado,  Cono  Ciuffo,  Elizabeth  Lorenzo  and  others. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.,  for  decision ;  hearing  closed ;  previously  inspected. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d/b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 


that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  Susan  M.  Noreika. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  continued  hearing;  applicant  to  submit  addi¬ 
tional  data;  previously  inspected. 


517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  exten¬ 
sion  in  use  of  an  existing  plastics  manufacturing  establish¬ 
ment  and  the  erection  of  a  second  floor  for  residential  use 
that  creates  non-compliance  in  floor  area  ratio  and  en¬ 
croachment  into  the  front  and  side  yards. 

PREMISES  AFFECTED — 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo. 

For  Opposition:  Joseph  Thornton,  Reuben  H.  Avery, 
Robert  Jones,  Mrs.  David  Clemmons,  Mrs.  Charles 
Fleming  and  Audrey  Robertson. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  hearing,  at  the  request  of 
Community  Board  No.  12,  Queens;  previously  inspected. 


518-71-BZ 

APPLICANT — Maurice  G.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Maurice  G.  Uslan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  8,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant;  pre¬ 
viously  inspected. 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane, 
owner. 

SUBJECT — Application  August  13,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 


MINUTES 


PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-89  East  56th  Street, 
Block  7854,  Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  J.  Kisseloff. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
10  A.M.,  for  continued  hearing,  for  the  purpose  of  the 
applicant  submitting  independent  applications  for  remain¬ 
ing  thirty-seven  houses  that  comprise  this  development; 
previously  inspected. 


555-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  Cl-2  district,  the  erection  of  a  one 
story  enlargement  to  an  existing  tailoring  and  dry  cleaning 
establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  John  A.  Fusco. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  1,  Richmond;  previously  inspected. 


556-71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 

SUBJECT — Application  August  19,  1971 — filed  pursuant  to 
Section  35  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  No.  1,  Richmond;  previously  inspected. 


574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

SUBJECT— Application  August  31,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-20  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  th  e  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED — 112-47  to  113-15  Queens  Boule¬ 
vard,  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the  appli¬ 


cant;  previously  inspected.  Applicant  to  submit  additional 
data. 


578-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Felicia  Schenkel, 
owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  on  a  plot  with  two  existing  automotive  service 
stations,  the  reconstruction  to  provide  for  one  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED— 833  to  847  4th  Avenue,  south¬ 
east  corner  of  30th  Street,  Block  673,  Lots  1  and  5,  Bor¬ 
ough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition :  Andrew  DiOrio. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  Com¬ 
munity  Board  No.  7,  Brooklyn;  previously  inspected. 


713-71-BZ 

APPLICANT — Edward  J.  Hurley  for  A.  Feltz  and  Sons, 
Incorporated,  owner. 

SUBJECT— Application  November  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R6  district,  the 
enlargement  in  area  of  an  existing  food  manufacturing  and 
freezing  establishment  previously  before  the  Board. 

PREMISES  AFFECTED — 1241  to  1249  Randall  Avenue, 
628  Barretto  Street,  northwest  corner  and  615  Manida 
Street,  Block  2765,  Lots  232,  228  and  227,  Borough  of  The 
Bronx. 

APPEARANCES — 

For  Applicant:  Edward  J.  Hurley,  Frank  Fariwella  and 
Rupert  Colon. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


554-71-BZ 


APPLICANT — Norman  Reiffman  for  Joseph  Prisco,  Pa¬ 
mela  Prisco  and  Pasquale  Prisco  Gerard  Operating  Cor¬ 
poration,  owner. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C4-4  district, 
the  erection  and  maintenance  of  an  automotive  service  sta¬ 
tion  with  accessory  signs. 

PREMISES  AFFECTED — 271  East  149th  Street,  north 
side,  120  feet  east  of  Morris  Avenue,  Block  2331,  Lots  1,  3, 
and  74,  Borough  of  The  Bronx. 


APPEARANCES— 

For  Applicant :  Howard  Miller. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn  at  the  re¬ 
quest  of  the  applicant. 


THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 
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404-71-BZ 

APPLICANT — Edwin  Storch  for  Sam  Glickman,  owner. 
SUBJECT — Application  June  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  warehouse  previously 
before  the  Board  for  use  as  accessory  parking  and  loading. 

PREMISES  AFFECTED— 23-69  to  23-71  38th  Street,  east 
side,  137.21  feet  north  of  Astoria  Boulevard,  Block  803, 
Lot  13,  Astoria,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

ACTION  OF  BOARD — Application  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


.  THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  then  laid  over  to  December  14,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  May  3,  1971,  acting  on  Alt.  Applic.  403/1971,  reads: 

“1.  Proposed  alteration  in  a  building  occupied  by  a 
non-conforming  use  is  contrary  to  Sec.  52-22  of  the  Z.R. 

2.  Proposed  enlargement  is  contrary  to  B.  S.  &  A. 
case  144-19-BZ  and  referred  to  Board  for  determination. 

3.  Floor  area  ratio  and  open  space  ratio  is  con¬ 
trary  to  Sec.  23-142  of  the  Z.  R. 

4.  Proposed  Use  Group  16  in  a  residential  zone  is 
contrary  to  Sec.  22-00  of  the  Z.  R.” 

I  and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
in  an  R5  district,  the  erection  of  a  one-story  enlargement  to 
an  existing  warehouse  previously  before  the  Board  for  use 
1  as  accessory  parking  and  loading,  on  condition  that  all  work 
shall  conform  to  drawings  filed  with  this  application  marked 
i  “Received  June  1,  1971,”  2  sheets,  and  “December  7,  1971,” 
3  sheets ;  and  that  all  laws,  rules  and  regulations  shall  be 
complied  with  and  that  substantial  construction  be  com- 
K  pleted  within  one  year  from  the  date  of  this  resolution. 

L  _ ; _ 

405-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Nicastri, 
owner. 

I  SUBJECT — Application  June  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-21,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  and 
R4  district,  the  erection  and  maintenance  of  an  automotive 
service  station  with  accessory  uses  extending  into  the 
residence  district. 

PREMISES  AFFECTED — 3355  East  Tremont  Avenue, 
northeast  corner  of  Baisley  Avenue,  Block  5311,  Lot  7, 
Borough  of  The  Bronx. 

1  APPEARANCES— 

For  Applicant :  Charles  M.  Spindler. 

For  Opposition:  None. 

i  ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  3,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  November  16,  1971;  then  laid  over  to 
December  14,  1971  ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  3,  1971,  acting  on  N.  B.  Applic.  3/1971,  reads: 

“1.  Since  the  proposed  automotive  service  station 
(U.  G.  16)  in  a  C2  district  is  permitted  only  by  special 
permit  of  the  Board  of  Standards  &  Appeals  (Sec.  32-21 
N.  "V.  C.  Zoning  Res.),  this  application  is  referred  to 
the  Board  for  its  determination. 

2.  Proposed  automotive  service  station  (U.  G.  16) 
in  an  R4  district  is  contrary  to  Art.  II,  Chap.  2  N.  Y.  C. 
Zoning  Res.  Note:  Sec.  77-21  is  applicable. 

3.  Since  there  are  no  bulk  regulations  for  proposed 
building  in  a  residence  district,  this  application  is  re¬ 
ferred  to  the  Board  of  Standards  &  Appeals  for  its 
determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211,  73-225  and  73-52,  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211,  73-225  and  73-52,  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  and  R4  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with  acces¬ 
sory  uses  extending  into  the  residence  district,  on  condition 
that  all  work  shall  conform  to  drawings  marked  “Received 
June  3,  1971,”  2  sheets,  and  “November  15,  1971,”  2  sheets; 
and  on  fitrther  condition  that  the  present  bus  stop  on  Tre¬ 
mont  and  Baisley  Avenues  be  relocated  to  a  point  north  of 
Haskin  Street,  as  described  in  a  letter  from  the  Department 
of  Traffic,  dated  November  15,  1971  ;  and  that  all  laws,  rules 
and  regulations  applicable  be  complied  with  and  that  sub¬ 
stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


501-71-BZ 

APPLICANT — Walter  L.  Kent  for  Oliver  Manor,  Incor¬ 
porated,  owner. 

SUBJECT — Application  July  19,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-413  of  the  Zoning 
Resolution,  to  permit  in  a  C2-2  district,  the  change  in 
occupancy  of  an  existing  one  story  building  from  repair 
shop  to  a  commercial  vehicle  storage  establishment  with 
accessory  repairs. 

PREMISES  AFFECTED — 78-11  51st  Avenue,  north  side, 
42.24  feet  east  of  Hillyer  Street,  Block  2493,  Lot  3,  Elm¬ 
hurst,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Walter  L.  Kent  and  James  Tighe. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


MINUTES 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  and  laid  over  to  December  14,  1971;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1971,  acting  on  Alt.  Applic.  563/1971,  reads: 

“1.  Proposed  change  from  Automobile  Repair  Shop 
U.  G.  17  to  Commercial  Vehicle  Storage  and  minor  re¬ 
pairs  U.  G.  16  is  contrary  to  previously  granted  Vari¬ 
ance  #151-48-BZ — application  is  referred  to  B.  S.  A. 
for  their  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Sections  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-413  of  the  Zoning  Resolu¬ 
tion,  for  a  term  of  five  years,  in  a  C2-2  district,  the  change 
in  occupancy  of  an  existing  one-story  building  from  a  repair 
shop  to  a  commercial  vehicle  storage  establishment  without 
accessory  repairs,  on  condition  that  the  premises  be  only  for 
the  storage  of  the  Telephone  Company  vehicles  and  that  no 
vehicles  be  parked  outside  the  premises ;  on  further  condition 
that  all  work  shall  conform  to  drawings  filed  with  this  ap¬ 
plication  marked  “Received  July  19,  1971,”  4  sheets ;  and 
that  all  laws,  rules  and  regulations  applicable  be  complied 
with,  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


607-71-BZ 

APPLICANT — Fred  E.  Hertan  for  Fisher  Brothers  47th 
Company,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  a  C6-7T  and  C6-6T 
district,  in  a  42  story  office  building  presently  under  con¬ 
struction,  the  conversion  of  portions  of  the  mechanical 
equipment  space  to  offices  that  creates  non-compliance  in 
'  floor  area  ratio. 

PREMISES  AFFECTED — 1181  to  1197  Avenue  of  the 
Americas,  and  101  to  115  West  46th  Street,  northwest 
corner,  and  100  to  112  West  47th  Street,  Block  999,  Lots 
24,  29,  129,  30,  31,  36,  39,  40,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Fred  E.  Hertan,  Max  Siegel  and  Lester 
Fisher. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
December  14,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  2,  1971,  acting  on  Amended  N.  B.  Applic. 
33/1968,  reads : 

“47;  The  proposed  conversion  of  space  used  for 
mechanical  equipment  to  be  occupied  for  office  use  on  the 
30th  floor  and  the  42nd  floor  will  result  in  a  Floor  Area 
Ratio  of  20.8  when  the  existing  buildings,  on  the 
zoning  lot,  situated  at  110  W.  47th  St.  and  112  W.  47th 
St.  are  demolished. 


A  Floor  Area  Ratio  of  20.8  under  the  conditions 
stated  above  is  contrary  to  the  City  Planning  Commission 
Resolution  Calendar  No.  7  of  1968  and  the  Board  of 
Estimate  Resolution  Calendar  No.  29  of  1968.” 
and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  applicant 
is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  a  C6-7T 
and  C6-6T  district,  in  a  42-story  office  building  presently 
under  construction,  the  conversion  of  portions  of  the  me¬ 
chanical  equipment  space  to  offices  that  creates  non-compli¬ 
ance  in  floor  area  ratio,  on  condition  that  all  work  shall  con¬ 
form  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  September  3,  1971,”  13  sheets;  and  that  all  laws,  rules 
and  regulations  applicable  shall  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 


678-71-BZ 

APPLICANT — William  H.  Ince  for  Lucid  Operating  Cor¬ 
poration,  owner;  Chester  J.  Trumbo,  lessee. 

SUBJECT — Application  October  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-27  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -4  district,  the  maintenance 
of  a  funeral  establishment  without  the  required  loading 
berth. 

PREMISES  AFFECTED — 100  St.  Nicholas  Avenue, 
northeast  corner  of  West  115th  Street,  Block  1825,  Lot  1, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  William  H.  Ince,  Chester  J.  Trumbo  and 
Milton  W.  Williams. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  December  14,  1971,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  6,  1971,  acting  on  Alt.  Applic.  1211/1971, 
reads : 

“C-l  File  a  key  plan. 

C-2  Before  approval  of  Bldg.  Dept.,  Special  Permit 
of  B.  S.  &  A.  is  required.  Z.  R.  73-27. 

C-3  Provide  off-street  parking  space  as  per  Z.  R.  36-21.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  73-27  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Section  73-27  of  the  Zoning  Resolution,  to  permit  in 
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a  Cl-4  district,  the  maintenance  of  a  funeral  establishment 
without  the  required  loading  berth,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  application 
marked  “Received  October  19,  1971,”  3  sheets ;  and  that  all 
laws,  rules  and  regulations  applicable  be  complied  with  and 
that  substantial  construction  be  completed  within  one  year 
from  the  date  of  this  resolution. 


Adjourned:  12 :35  P.M. 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 


James  P.  Mulroy,  Secretary  Resolved,  that  the  Board  of  Standards  and  Appeals  does 

hereby  amend  the  above  cited  resolution  in  accordance  with 
-  the  above  report. 


REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  14,  1971,  2  P.M.  816'39-SM 


Present:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

815-39-SM 

APPLICANT — Celotex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  William  J.  Miller. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads : 

815-39-SM — Amendment  to  resolution  as  to  additional  sizes 
of  gypsum  board. 

The  Celotex  Corporation,  Subsidiary  of  J.  Walters  Corp., 
Tampa,  Florida,  requested  that  the  resolution  adopted  May 
10,  1949  and  amended  through  July  1,  1969  under  Calendar 
Number  815-39-SM  be  reopened  and  amended  as  to  addi¬ 
tional  sizes  of  gypsum  board. 

PROPOSED  USE:  Gypsum  backer  board  used  as  a  tile 
base. 

DESCRIPTION :  The  request  is  to  increase  the  size  of  the 
gypsum  board  from  2'x8'xA"  to  2'  in  width,  lengths  as 
required,  and  thicknesses  up  to  1".  An  additional  request  is 
to  include  gypsum  studs  in  widths  of  6"  and  8",  lengths  as 
required,  and  thicknesses  of  A"  to  l  A,"  in  A"  increments, 
with  no  single  piece  of  the  laminated  stud  to  exceed  1". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  10,  1949  and  amended 
through  July  1,  1969  under  Calendar  Number  815-39-SM  be 
reopened  and  amended  to  include  the  additional  sizes  of 
gypsum  board  stated  above  on  condition  that  the  gypsum 
board  shall  be  used  in  fire  resistance  rated  assemblies  in  only 
the  same  sizes  as  the  gypsum  board  used  in  the  fire  test  to 
attain  the  fire  resistance  rating  and  on  condition  that  the 
requirements  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 


APPLICANT — Celotex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  William  J.  Miller. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

816-39-SM — Amendment  to  resolution  as  to  additional  sizes 
of  gypsum  board. 

The  Celotex  Corporation,  Subsidiary  of  J.  Walters  Corp., 
Tampa,  Florida,  requested  that  the  resolution  adopted  Novem¬ 
ber  21,  1939  and  amended  through  April  22,  1969  under 
Calendar  Number  816-39-SM  be  reopened  and  amended  as 
to  additional  sizes  of  gypsum  board. 

PROPOSED  USE:  Gypsum  wallboard. 

DESCRIPTION :  The  request  is  to  increase  the  size  of  the 
gypsum  board  from  2'  x  8'  x  A"  to  2'  in  width,  lengths  as 
required,  and  thicknesses  up  to  1".  An  additional  request 
is  to  include  gypsum  studs  in  widths  of  6"  and  8",  lengths 
as  required,  and  thicknesses  of  A"  to  1A"  in  A"  increments, 
with  no  single  piece  of  the  laminated  stud  to  exceed  1". 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  21,  1939  and 
amended  through  April  22,  1969  under  Calendar  Number 
816-39-SM  be  reopened  and  amended  to  include  the  addi¬ 
tional  sizes  of  gypsum  board  stated  above  on  condition  that 
the  gypsum  board  shall  be  used  in  fire  resistance  rated 
assemblies  in  only  the  same  sizes  as  the  gypsum  board  used 
in  the.  fire  test  to  attain  the  fire  resistance  rating  and  on 
condition  that  the  requirements  of  the  original  resolution 
and  previous  amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


798-39-SM 

APPLICANT — Celotex  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  H.  M.  Cole  and  William  J.  Miller. 
ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
798-39-SM — Amendment  to  resolution  as  to  additional  gyp¬ 
sum  board. 

The  Celotex  Corporation,  subsidiary  of  J.  Walter  Corp. 
Tampa,  Florida,  requested  that  the  resolution  adopted  Jan¬ 
uary  9,  1940  and  amended  through  December  5,.  1967  under 
Calender  Number  798-39-SM  be  reopened  and  amended  as 
to  additional  gypsum  board. 

PROPOSED  USE:  Gypsum  board. 

DESCRIPTION :  The  presently  approved  gypsum  board  is 
3/&"  or  Yz"  deep  and  16"  wide  x  48"  long.  The  additional 
products,  Jumbo  Baseboard  and  Backerboard,  are  available 
in  the  same  depths  and  are  4'  x  8'  and  2'  or  4'  x  8'  respec¬ 
tively.  The  new  products  differ  from  the  previously  approved 
gypsum  board  only  in  cross-sectional  dimensions  and  paper 
facings.  All  three  facings  resemble  “chip  paper'’.  The  new 
facings  are  made  of  news  stock  supplemented  with  sulfite 
screenings  and  slight  amounts  of  starch,  alum,  or  resin. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  January  9,  1940  and 
amended  through  December  5,  1967  under  Calendar  Number 
798-39-SM  be  reopened  and  amended  as  to  additional  gypsum 
board,  Jumbo  Baseboard  and  Backerboard,  on  condition  that 
the  requirements  of  the  original  resolution  and  previous 
amendments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Shee£,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


288-43-SA 

APPLICANT — Chemetron  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  J.  H.  Krallmann. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommenda¬ 
tion  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
288-43-SA — Amendment  to  resolution  as  to  delete  the  limit¬ 
ing  size  units  for  fire  extinguishing  systems. 

Chemetron  Corporation,  Chicago,  Illinois  requested  that 
the  resolution  adopted  November  9,  1943  and  as  amended  at 
various  times  through  April  30,  1963  under  Cal.  No.  288-43- 
SA  be  reopened  and  amended  so  as  to  delete  the  limiting  size 
of  unit  when  used  for  fire  extinguishing  systems. 
PROPOSED  USE:  C02  Storage  unit. 

DESCRIPTION :  The  original  approval  did  not  limit  the 
size  of  the  unit  when  it  was  to  be  used  to  act  as  a  source  of 
supply  for  fire  extinguishing  system.  On  a  subsequent  amend¬ 
ment,  the  approval  was  extended  to  permit  the  storage  unit 
to  be  used  as  a  source  of  supply  of  COs  for  carbonated  bever¬ 
ages,  for  filling  1.  C.  C.  cylinders  and  for  special  low  temper¬ 
ature  work  in  a  variety  of  fields  and  the  approval  also  stated 
that  the  capacities  ranged  from  *4  to  12  ton  liquid  capacity. 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  9,  1943  and  as 
amended  at  various  times  through  April  30,  1963  under 
Cal.  288-43-SA  be  reopened  and  amended  so  as  to  delete  the 
reference  to  the  size  of  the  unit  when  the  unit  is  used  to 
supply  CO2  to  fire  extinguishing  systems  but  to  limit  the 
size  to  a  maximum  of  12  tons  liquid  capacity  when  the  units 
are  used  for  the  other  uses  as  permitted  by  the  approval  on 
condition  that  all  other  requirements  of  the  resolution  adopted 
November  9,  1943  and  as  amended  at  various  times  through 
April  30,  1963  under  Cal.  288-43-SA  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


718-47-SM 

APPLICANT — Parkway  Block  Company,  owner. 
APPEARANCES— 

For  Applicant:  George  Barnes  and  Sam  Roggelli. 


1198 


MINUTES 


ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

i  THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

718-47-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name. 

Parkway  Block  Corporation,  Brooklyn,  New  York  re¬ 
quested  that  the  resolution  adopted  July  18,  1950  and  as 
amended  at  various  times  through  September  13,  1966  under 
Cal.  No.  718-47-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  corporate  name. 

PROPOSED  USE:  Concrete  masonry  units. 
DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  or  in  the  method  of  manufacture  of  the  units. 
The  request  is  to  show  a  change  of  name  from  Parkway 

j  Cinder  Block  Company  to  Parkway  Block  Company. 

RECOMMENDATION  :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  July  18,  1950  and  as 
amended  at  various  times  through  September  13,  1966  under 
Cal.  718-47-SM  be  reopened  and  amended  so  as  to  show  a 
change  of  corporate  name,  change  from  Parkway  Cinder 
Block  Company  to  Parkway  Block  Company  on  condition 
that  the  requirements  of  the  resolution  adopted  July  18,  1950 
and  as  amended  at  various  times  through  September  13,  1966 
under  Cal.  No.  718-47-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
i  Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr.. 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
I  hereby  amend  the  above  cited  resolution  in  accordance  with 
>  the  above  report. 

391-52-SM 

APPLICANT — National  Gypsum  Company,  owner. 

APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

1  THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
391-52-SM — Amendment  to  resolution  as  to  additional  panel. 


National  Gypsum  Company,  Buffalo,  New  York  requested 
that  the  resolution  adopted  October  21,  1952  and  as  amended 
at  various  times  through  September  15,  1970  under  Cal.  No. 
391-52-SM  be  reopened  and  amended  so  as  to  include  an 
additional  size  panel. 

PROPOSED  USE:  Incombustible  acoustical  tile  or  panel. 
DESCRIPTION :  The  requested  panels  are  composed  of 
the  same  material  as  the  presently  approved  Tectum  Tiles; 
the  only  change  is  in  the  final  shape.  The  Semi-Concealed 
Panels  are  1  inch  thick,  up  to  30  inches  wide.  The  ends 
(short  dimensions)  are  square  to  rest  on  the  exposed  carry¬ 
ing  tees  and  the  long  edges  are  beveled,  kerfed  and  rabbeted 
to  receive  tee-splines. 

INSPECTION  AND  TEST:  The  applicant  has  submitted 
a  report  of  test  conducted  by  Pittsburgh  Testing  Laboratory. 
As  the  panels  only  support  their  own  weight;  1.7  lbs./sq.  ft. 
an  additional  load  of  5.9  lbs./sq.  ft.  was  applied  without  any 
permanent  set.  The  tee-splines  was  loaded  to  19%  lbs./lin. 
ft.  without  any  effect. 

RECOMMENDATION:  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  October  21,  1952  and  as 
amended  through  September  15,  1970  under  Cal.  No.  391-52- 
SM  be  reopened  and  amended  so  as  to  include  the  additional 
panel,  as  herein  described,  on  condition  that  the  requirements 
of  the  resolution  adopted  October  21,  1952  and  as  amended 
through  September  15,  1970  under  Cal.  391-52-SM  be  com¬ 
plied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 

844-55-SM  " 

APPLICANT — Certain-Teed  Saint  Gobain  Insulation  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant:  W.  A.  Jensen. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  o 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

844-55-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name  and  additional  trade  names. 

Certain-Teed  Saint  Gobain  Insulation  Corporation,  Bala 
Cynwyd,  Pennsylvania,  requested  that  the  resolution  adopted 
December  1,  1959  under  Calendar  Number  844-55-SM  be 
reopened  and  amended  as  to  change  in  corporate  ownership 
and  additional  trade  names. 

PROPOSED  USE:  Thermal  and  accoustical  insulating 
material. 

DESCRIPTION :  The  original  applicant,  Gustin-Bacon 
Manufacturing  Company,  Kansas  City,  Missouri,  has  merged 
with  the  Certain-Teed  Saint  Gobain  Insulation  Corporation, 
with  the  latter  as  the  surviving  corporation.  An  affidavit 
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has  been  submitted  by  the  Certain-Teed  Saint  Gobain  In¬ 
sulation  Corporation  to  confirm  the  merger. 

The  products  approved  under  this  Calendar  Number  are 
being  marketed  under  new  trade  names,  Universal  Blanket, 
Standard  Duct  Wrap,  Industrial  Insulation  Board,  Ultra¬ 
liner,  and  Ultralite  Coated  Duct  Liner,  by  the  Certain-Teed 
Saint  Gobain  Insulation  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  1,  1959  under 
Calendar  Number  844-55-SM  be  reopened  and  amended  as 
to  change  in  corporate  name  to  Certain-Teed  Saint  Gobain 
Insulation  Corporation  and  the  additional  trade  names  listed 
above  on  condition  that  the  requirements  of  the  original 
resolution  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


892-59-SA 

APPLICANT — Sahara  Products,  Division  of  McGraw- 
Edison  Company,  owner. 

APPEARANCES  — 

For  Applicant:  Edward  F.  Murray. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
amended  in  accordance  with  the  report  and  recommendation 
of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

892-59-SA — Amendment  to  resolution  as  to  change  in  owner - 
manufacturer  from  Sahara  Manufacturing  Division  of 
Schmidt  Manufacturing  Company  to  The  McGraw-Edison 
Company. 

Sahara  Products,  Division  of  The  McGraw-Edison  Com¬ 
pany,  Milwaukee,  Wisconsin,  requested  that  tjie  resolution 
adopted  May  10,  1960  under  Calendar  Number  892-59-SA 
be  reopened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Gas-heated  Commercial  Type  Clothes 
Dryer  (water  wash  clothes). 

DESCRIPTION :  There  has  been  no  change  in  the  material 
used  nor  in  the  manufacture  of  the  dryer. 

The  request  is  to  show  a  change  of  ownership.  Huebsch 
Originators,  American  Laundry  Machinery  Industries,  Divi¬ 
sion  of  McGraw-Edison  Company  has  submitted  an  affidavit 
from  Sahara  Products,  Division  of  McGraw-Edison  Company 
showing  that  all  manufacturing  rights,  patents,  trademarks 


and  approvals  of  Sahara  Manufacturing  Division  of  the 
Schmidt  Manufacturing  Company  have  been  purchased  by 
Sahara  Products,  Division  of  McGraw-Edison  Company. 

Further,  Schmidt  Manufacturing  Company  has  submitted 
an  affidavit  showing  that  the  McGraw-Edison  Company  pur¬ 
chased  the  Sahara  Manufacturing  Division  of  Schmidt  Manu¬ 
facturing  Company  and  the  present  owner-manufacturer  is 
Sahara  Products,  Division  of  McGraw-Edison  Company. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  10,  1960  under  Calen¬ 
dar  Number  892-59-SA  be  reopened  and  amended  so  as  to 
show  a  change  of  owner-manufacturer,  new  owner-manufac¬ 
turer  being  Sahara  Products,  Division  of  McGraw-Edison 
Company,  on  condition  that  the  requirements  of  the  resolution 
adopted  May  10,  1960  under  Calendar  Number  892-59-SA 
are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  process  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  of 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Thomas  W.  Farricker,  Jr., 
Asst.  Arch’t., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


280-63-SM 

APPLICANT — Certain-Teed  Saint  Gobain  Insulation  Cor¬ 
poration,  owner. 

APPEARANCES— 

For  Applicant:  W.  A.  Jensen. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

280-63-SM — Amendment  to  resolution  as  to  change  of  cor¬ 
porate  name  and  additional  trade  names. 

Certain-Teed  Saint  Gobain  Insulation  Corporation,  Bala 
Cynwyd,  Pennsylvania,  requested  that  the  resolution  adopted 
June  2,  1964  and  amended  June  7,  1966  under  Calendar  Num¬ 
ber  280-63-SM  be  reopened  and  amended  as  to  change  in  cor¬ 
porate  ownership  and  additional  trade  names. 

PROPOSED  USE:  Air  conditioning  duct  system. 

DESCRIPTION :  The  original  applicant,  Gustin-Bacon 
Manufacturing. Company  ,  Kansas  City,  Missouri,  has  merged 
with  the  Certain-Teed  Saint  Gobain  Insulation  Corporation, 
with  the  latter  as  the  surviving  corporation.  An  affidavit  has 
been  submitted  by  the  Certain-Teed  Saint  Gobain  Insulation 
Corporation  to  confirm  the  merger. 

The  products  approved  under  this  Calendar  Number  are 
being  marketed  under  new  trade  names,  CSG  Round  Duct 
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and  CSG  Rectangular  Duct,  by  the  Certain-Teed  Saint  Go- 
bain  Insulation  Corporation. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  2,  1964  and  amended 
June  7,  1966  under  Calendar  Number  280-63-SM  be  re¬ 
opened  and  amended  as  to  change  in  corporate  ownership  to 
the  Certain-Teed  Saint  Gobain  Insulation  Corporation  and 
additional  trade  names,  CSG  Round  Duct  and  CSG  Rec¬ 
tangular  Duct,  on  condition  that  the  requirements  of  the 
original  resolution  and  previous  amendment  be  complied 
with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
.  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts. 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 


Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


711-64-SM 

APPLICANT — National  Wire  Products  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  None. 

■  ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
711-64-SM — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer.  National  Wire  Products  Corporation,  Balti¬ 
more,  Maryland,  requested  that  the  resolution  adopted 
j  March  23,  1965  under  Calendar  Number  711-64-SM  be  re¬ 
opened  and  amended  so  as  to  show  a  change  of  owner- 
manufacturer. 

PROPOSED  USE:  Wire  mesh  reinforcement. 
DESCRIPTION :  There  has  been  no  change  in  the  materials 
used  nor  in  the  method  of  manufacture  of  the  material. 

National  Wire  Products  Corporation  have  submitted  an 
affidavit  showing  that  they  have  purchased  all  rights  in  con- 
i  nection  with  the  approved  material  “Fabri-Bond”  from  Pitts¬ 
burgh  Steel  Company. 

i  RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  23,  1965  under 
Calendar  711-64-SM  be  reopened  and  amended  so  as  to  show 
a  change  of  owner-manufacturer,  new  owner-manufacturer 
being  National  Wire  Products  Corporation  on  condition  that 
the  requirements  of  the  resolution  adopted  March  23,  1965 
under  Calendar  711-64-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac- 
|  turer,  familiar  with  the  materials,  processes  and  controls  of 


the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 


(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


1255-64-SA 

APPLICANT — Electronics  Corporation  of  America,  owner. 

APPEARANCES— 

For  Applicant :  J.  A.  Wagner. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
1255-64-SA — Amendment  to  resolution  as  to  additional  model 
of  smoke  detector. 

Electronics  Corporation  of  America,  Cambridge,  Massa¬ 
chusetts  requested  that  the  resolution  adopted  November  23, 
1965  under  Calendar  Number  1255-64-SA  be  reopened  and 
amended  so  as  to  include  an  additional  smoke  detector. 

PROPOSED  USE :  Smoke  detector  for  installation  at  the 
breeching  or  stack  of  boilers. 

DESCRIPTION :  The  requested  Model  FE-4  differs  from 
the  presently  approved  Model  FE-3  in  the  following  respects : 
The  Model  FE-4  is  solid  state ;  that  is,  it  uses  transistors  in 
place  of  vacuum  tubes. 

The  Model  FE-4  has  the  light  source  and  detector  in  the 
same  enclosure  with  the  amplifier.  The  light  beam  travels 
through  the  breeching  to  a  reflector  and  then  back  to  the 
detector.  The  Model  FE-3  uses  a  light  source  on  one  side 
and  a  photocell  on  the  other  side  of  the  breeching. 

The  Model  FE-4  is  so  designed  that  it  can  shut  down  the 
combustion  unit  when  the  smoke  exceeds  the  smoke  density 
allowance. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  November  23,  1965  under 
Calendar  1255-64-SA  be  reopened  and  amended  so  as  to 
include  the  additional  model  smoke  detector ;  FE-4  on  condi¬ 
tion  that  the  requirements  of  the  resolution  adopted  Novem¬ 
ber  23,  1965  under  Calendar  Number  1255-64-SA  be  com¬ 
plied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifving  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
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of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


194-65-SM 

APPLICANT — United  States  Mineral  Products  Company, 
owner. 

APPEARANCES— 

,  For  Applicant:  None. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative : ._. .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

194-65-SM — Amendment  to  resolution  as  to  additional  fire 
resistive  columns. 

United  States  Mineral  Products  Company,  Standhope, 
New  Jersey  requested  that  the  resolution  adopted  July  13, 
1965  and  as  amended  June  20,  1967  under  Calendar  Number 
194-65-SM  be  reopened  and  amended  so  as  to  include  addi¬ 
tional  fire  resistive  columns. 

PROPOSED  USE:  Sprayed  fireproofing  for  columns. 

DESCRIPTION :  The  sprayed-fiber  fireproofing  is  known 
as  DCF  and  the  confidential  formulation  of  this  material 
has  been  placed  in  the  Board’s  safe. 

The  original  approval  and  subsequent  amendment  thereto 
covered  the  fireproofing  of  wide  flange,  heavy  weight  col¬ 
umns.  The  requested  amendment  is  to  include  an  additional 
wide  flange  column  and  three  49  lb./ft.,  10  inch  columns 
(light  columns). 

INSPECTION  AND  TEST :  The  applicant  has  submitted 
reports  of  tests  and  engineering  studies  conducted  by  the 
Underwriters’  Laboratories  under  R3749-19  and  R3749-30. 
These  reports  cover  one  heavy  weight  column  and  three  light 
columns. 

Design  No.  20— 14WF228  Column.  Protected  with  1-7/16 
inches  untamped  DCF  having  a  density  of  11  pcf  and  applied 
directly  to  and  following  the  contour  of  the  column— 4  Hour 
fire  resistive  rating. 

Design  No.  11  Lightweight  column.  Protected  by  a  tamped 
thickness  of  2-3/6  DCF  having  a  density  of  16  p.c.f.  and 
applied  directly  to  and  following  the  contour  of  the  column 
— 4  Hour  fire  resistive  rating. 

.  Design  No.  27  Lightweight  column.  Protected  with  1)4 
inches  tamped  thickness  of  DCF  having  a  density  of  16  p.c.f. 
and  applied  directly  to  and  following  the  contour  of  the 
column — 3  Hour  fire  resistive  rating. 

.  Design  No.  14 — Light  weight  column.  Protected  with  1% 
inches  untamped  thickness  of  DCF  having  a  density  of  13 
p.c.f.  and  applied  directly  to  and  following  the  contour  of 
the  column — 2  hour  fire  resistive  rating. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 


mends  that  the  resolution  adopted  July  13,  1965  and  as 
amended  through  June  20,  1967  under  Calendar  194-65-SM 
be  reopened  and  amended  so  as  to  include  the  additional  fire 
resistive  columns  as  herein  described,  protected  with  the 
material  DCF  and  applied  to  the  described  thickness  on  con¬ 
dition  that  all  other  requirements  of  the  resolution  adopted 
July  13,  1965  and  as  amended  through  June  20,  1967  under 
Calendar  Number  194-65-SM  are  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


605-65-SM 

APPLICANT — National  Gypsum  Company,  owner. 
APPEARANCES— 

For  Applicant:  John  K.  Hovind. 

ACTION  OF  BOARD — Material  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
605-65-SM — National  Gypsum  Company,  Buffalo,  New  York, 
filed  for  approval  of  Gold  Bond  Fire-Shield  Travacoustic 
Acoustical  Tile  under  the  provisions  of  C26-501.1  of  the 
Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Component  of  two  hour  fire  rated 
floor^ceiling  assembly. 

DESCRIPTION :  The  tile  is  made  of  mineral  wool  fibers, 
inert  materials,  and  binders.  It  is  produced  54"  x  12"  x  12" 
and  up  to  24"  x  24"  in  size  with  a  fissured,  striated,  or 
sculptured  surface  coated  with  a  nonflammable  print  and 
kerfed  and  beveled  edges. 

The  assembly  consists  of  2J4"  deep  sand-gravel  concrete 
on  l^s"  or  deeper  cellular  steel  floor  units  supported  by  a 
steel  beam,  5"  wide  flange  and  18.9  lb.  per  ft.,  at  the  center 
and  two  4"  x  6"  x  54*  steel  angles  at  the  sides.  The  sus¬ 
pended  ceiling  is  hung  with  No.  12  gauge  galvanized  steel 
hanger  wire  spaced  48"  o.c.  and  on  each  corner  of  the  light 
fixtures  2"  wide  x  4 y2"  long  x  No.  18  gauge  galvanized 
hanger  tabs  which  connect  each  wire  to  the  deck.  The 
hangers  support  V/i"  no.  16  gauge  cold  rolled  steel  channels 
spaced  12"  o.c.,  along  each  side  of  light  fixtures,  and  12" 
from  the  center  of  air  duct  openings.  No.  25  gauge  galvan¬ 
ized  steel  “J”  channels,  74"  deep  with  )4"  and  y2"  flanges, 
are  spaced  12"  o.c.  along  the  cold  rolled  channels  and  are 
attached  to  them  with  No.  11  gauge  galvanized  steel  wire 
clips.  The  “J”  channels  support  the  acoustical  tile. 

Galvanized  steel  air  ducts  are  supported  by  the  cold  rolled 
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channels,  which  are  saddle-tied  to  the  hanger  wires.  The 
area  of  the  outlets  does  not  exceed  113  square  inches  per 
100  square  feet  of  ceiling.  The  duct  outlets  are  protected 
by  24"  x  26"  x  mineral  and  fiber  board  tied  to  the  top  of 
the  ducts  with  No.  18  gauge  galvanized  wire. 

Two  yokes  made  of  No.  18  gauge  steel  channels  secured 
to  the  cold  rolled  channels  support  each  light  fixture.  The 
area  of  the  fixtures,  spaced  36"  o.c.  does  not  exceed  24  square 
feet  per  100  square  feet  of  ceiling.  The  fixtures  are  protected 
with  50"  x  25^4"  x  5$4"  mineral  and  fiber  board  boxes. 

INSPECTION  AND  TEST:  The  floor  ceiling  assembly 
was  given  a  two  hour  fire  rating  by  Underwriters’  Labora¬ 
tories  (Design  No.  212)  under  Files  R4337-29  and  R4467, 
Assignments  63K4292  and  64K5231  (report  on  file). 
RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Gold  Bond  Fire-Shield  Travacoustic 
Acoustical  Tile  as  a  component  of  a  two  hour  fire  rated 
floor-ceiling  assembly  (U.  L.  Design  No.  212)  under  the 
provisions  of  C26-501.1  of  the  Building  Code  of  the  City  of 
New  York.  Plans  submitted  to  the  Department  of  Buildings 
showing  proposed  use  of  this  construction  shall  include  the 
drawings  contained  in  the  test  report  cited  above  with  the 
exception  that  when  the  ceiling  is  dropped  more  than  6", 
straps  shall  be  used  in  lieu  of  wires  and  shall  be  labeled : 
“Approved  by  the  Board  of  Standards  and  Appeals  for  use 
in  New  York  City  under  Calendar  Number  605-65-SM.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  material  in  accordance  with  the  above 
report. 


630-65-SA 

APPLICANT — Washmobile  Corporation  of  New  Jersey, 
owner. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on 
Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
630-65-SA — Washmobile  Corporation  of  New  Jersey,  Union, 
New  Jersey,  filed  for  approval  of  Ben  Franklin’s  .Thrif-T 
Car  Wash  "Model  No.  BF  900  SW  under  the  provisions  of 
C26-107.2  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Self  service  coin  operated  car  wash. 
DESCRIPTION :  The  car  wash  delivers  water  at  600  psi 


through  a  pressure  wand.  The  wand  is  made  of  stainless 
steel  and  has  an  aluminum  handle  and  brush  on  the  end. 
The  water  is  directed  at  the  car  ith  the  wand.  The  electrical 
and  plumbing  components  are  housed  in  a  galvanealed  72" 
x  33"  x  14"  cabinet.  The  pump  is  a  double  acting,  short 
stroke,  direct  coupled  piston  type.  The  motor  is  1  HP  and 
is  thermal  overload  protected.  Water  is  pumped  at  2  GPM. 
Electrical  service  required  is  230  VAC,  6.5  amps  full  load 
for  the  xnotor ;  115  VAC,  1.7  amps  full  load  for  the  safety 
control  circuit  (24  VAC  transformer)  and  sign  lamp;  and 
115  VAC,  6.5  amps  full  load  for  the  nonfreeze  equipment. 
A  water  connection  is  required.  The  piping  is  rated  at 
1250  psi  and  is  protected  with  a  pressure  relief  valve.  The 
wash  water  is  mixed  with  either  detergent,  stored  in  a  15 
gallon  tank,  or  liquid  wax,  stored  in  a  10  gallon  tank.  The 
car  wash  is  coin  operated. 

INSPECTION  AND  TEST:  The  electrical  materials  have 
been  approved  by  the  NEMA. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Ben  Franklin’s  Thrif-T  Car  Wash 
Model  No.  BF  900  SW  under  the  provisions  of  C26-107.2  of 
the  Building  Code  of  the  City  of  New  York.  The  car  wash 
shall  be  permanently  labeled :  “Approved  by  the  Board  of 
Standards  and  Appeals  for  use  in  New  York  City  under 
Calendar  Number  630-65-SA.” 

The  Committee  further  recommends  that  the  water  supply 
shall  be  protected  by  an  approved  vacuum  breaker. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change  of 
address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


221-67-SA 

APPLICANT — Eclipse  Fuel  Engineering  Company,  owner. 

APPEARANCES— 

For  Applicant:  C.  Russell  McNamee. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
221-67-SA — Amendment  to  resolution  as  to  additional  model 
of  burner. 

Eclipse  Fuel  Engineering  Company,  Rockford,  Illinois  re¬ 
quested  that  the  resolution  adopted  June  18,  1967  and  as 
amended  through  April  27,  1971  under  Cal.  No.  221-67-SA 
be  reopened  and  amended  so  as  to  include  an  additional 
burner. 
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PROPOSED  USE:  Gas  fired  incinerator  burner. 
DESCRIPTION :  The  requested  burner,  known  as  Eclipse 
Model  200JIB-A,  is  intended  for  use  on  small  industrial  and 
commercial  incinerators  and  has  a  BTU/hr.  range  of  100,000 
to  400,000. 

Automatic  electric  ignition  flame  safety  is  accomplished 
by  use  oi  an  automatic  gas  ignitor.  The  ignitor  is  composed 
of  a  silicon  carbide  glo-coil  and  a  solid  state  thermistor-probe 
flame  sensor.  When  the  coil  reaches  temperature  the  flame 
sensor  energizes  a  relay  which  opens  the  main  gas  valve  at 
the  same  time  shutting  down  the  glo-coil.  Main  burner  then 
lights  off  the  hot  coil.  The  flame  sensor  then  monitors  main 
flame.  If  there  is  a  gas  failure,  the  sensor  cools,  the  main 
gas  valve  closes  and  the  glo-coil  is  re-energized. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  June  18,  1967  and  as 
amended  through  April  27,  1971  under  Cal.  221-67-SA  be 
reopened  and  amended  so  as  to  include  the  additional  burner ; 
Eclipse  200  JIB-A  on  condition  that  the  requirements  of  the 
resolution  adopted  June  18,  1967  and  as  amended  through 
April  27,  1971  under  Cal.  No.  221-67-SA  be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


288-70-SA 

APPLICANT — Staley  Elevator  Company,  Incorporated, 
owner. 

APPEARANCES— 

For  Applicant:  Alexander  Mozdzer. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
288-70-SA  Staley  Elevator  Company,  Incorporated,  Long 
Island  City,  New  York,  filed  for  approval  of  Hoistway  Door 
Interlock  No.  RL-7  under  the  provisions  of  C26-180-.1  (e) 
of  the  Building  Code  of  the  City  of  New  York. 

PROPOSED  USE:  Elevator  hoistway  door  interlock. 
DESCRIPTION :  The  interlock  is  used  on  electrically  op¬ 
erated  sliding  elevator  doors.  The  interlock  and  door  are 
wired  in  series  so  that  the  elevator  will  not  operate  unless 
all  hoistway  doors  are  closed  and  locked  and  electrical  con¬ 
tact  is  made.  A  clutch  fastened  to  the  car  door  engages  a 
roller  on  the  landing  door  and  causes  the  two  doors  to  open 
and  close  simultaneously.  The  roller  is  attached  to  an  arm 
which  pivots  below  it.  The  arm  is  attached  to  the  interlock 
keeper.  The  motion  of  the  car  door  is  transferred  through 
the  connecting  components  to  the  interlock,  releasing  the 
landing  door  and  breaking  electrical  contract.  Electrical 
contact  is  made  by  a  bridging  bar  attached  to  the  keeper 
assembly  which  completes  the  circuit  across  two  contacts 
contained  inside  the  lock  housing  assembly.  The  keeper 
assembly  locks  the  landing  door  by  hooking  over  the  edge 
of  the  housing  box.  Electrical  contact  is  not  made  until  the 


latch  overlaps  the  box  edge  by  3/16",  insuring  that  the  door 
is  locked  before  the  elevator  can  leave  the  landing.  Contact 
pressure  is  maintained  by  springs  and  the  weight  of  the  inter¬ 
lock  arm  and  roller  assembly.  This  pressure  is  below  that 
necessary  to  release  the  interlock. 

INSPECTION  AND  TEST :  The  interlock  has  been  ap¬ 
proved  by  Underwriters’  Laboratories  (File  SA-1216,  As¬ 
signment  71NK2109A)  as  required  under  Article  18  Building 
Code  of  the  City  of  New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  Hoistway  Door  Interlock  No.  RL-7 
under  the  provisions  of  C26-1801.1  (e)  of  the  Building  Code. 
The  interlock  shall  be  permanently  labeled:  “Approved  by 
the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  288-70-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


702-70-SA 

APPLICANT — Crown  Parking  Products  Company,  owner. 
APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

702-70-SA — Amendment  to  resolution  as  to  change  of  owner- 
manufacturer. 

Crown  Parking  Products  Co.  Denver,  Colorado  requested 
that^the  resolution  adopted  May  11,  1971  under  Cal.  No. 
702-70-SA  be  reopened  and  amended  so  as  to  show  a  change 
of  owner-manufacturer. 

PROPOSED  USE:  Device  for  parking  motor  vehicles. 
DESCRIPTION :  There  has  been  no  change  in  the  ma¬ 
terials  used  nor  in  the  method  of  manufacture  of  the  device. 

Crown  Parking  Products  Co.  have  submitted  an  affidavit 
showing  the  various  actions  that  transpired  up  until  August 
2,  1971  at  which  time  the  corporate  entity  became  known  as 
Crown  Parking  Products  Co. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  May  11,  1971  under  Cal. 
No.  702-70-SA  be  reopened  and  amended  so  as  to  show  a 
change  of  owner-manufacturer ;  new  owner-manufacturer 
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being  Crown  Parking  Products  Co.  on  condition  that  the 
requirements  of  the  resolution  adopted  May  11,  1971  under 
Cal.  702-70-SA  be  complied  with. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


376-71-SA 

APPLICANT — Harnischfeger  Corporation,  owner. 
APPEARANCES— 

For  Applicant :  Elliot  J.  Shapiro  and  D.  G.  Richardson. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
I  with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 

376-71-SA — Harnischfeger  Corporation,  Milwaukee,  Wiscon- 
•  sin,  filed  for  approval  of  the  Lode-Safe-T  Computer  under 
the  provisions  of  New  York  City  Local  Law  No.  73. 

PROPOSED  USE:  Crane  safety  device. 

DESCRIPTION :  The  system  consists  of  a  load  cell  in  the 
guyline,  an  angle  transducer  mounted  on  the  boom,  and  the 
computer  and  remote  indicator  mounted  in  the  cab.  The 
differential  transformer  type  load  cell  measures  the  weight 
of  the  load  and  the  crane  components  between  the  guyline 
and  the  load.  The  electrical  signal  of  the  load  cell  is  ampli- 
!  fied  and  fed  to  the  computer.  The  boom  angle  is  measured 
|  by  a  pendulum-potentiometer  type  boom  angle  transducer 
;  and  the  output  electrical  signal  is  fed  to  the  computer. 

Resistor  cards  are  inserted  into  the  computer  to  simulate 
the  load  capacity  vs.  radius  of  boom  curve.  The  radius  of 
the  boom  is  measured  along  the  ground  from  the  center  of 
[  rotation  to  the  point  on  the  ground  directly  under  the  load 
and  is,  therefore,  a  measure  of  the  angle  of  the  boom.  The 
resistor  card  is  programmed  to  reflect  the  length  of  the  boom, 

I  use  of  a  jib,  use  of  outriggers,  and  other  factors  which  affect 
'  the  stability  of  the  crane. 

1  The  information  from  the  resistor  card,  load  cell,  and  angle 
;  transducer  is  combined  by  the  computer  to  determine  the 
percent  capacity  of  the  load  for  the  particular  angle  of  the 
[  boom  and  configuration  of  the  crane  at  any  specific  time.  The 
I  remote  indicator  consists  of  two  meters  which  show  percent 
i  capacity  and  boom  angle.  The  percent  capacity  includes  the 
weight  of  the  boom  and  other  crane  components  between  the 
load  cell  and  the  load  in  addition  to  the  weight  of  the  load. 

1  A  yellow  light  on  the  remote  indicator  shows  when  90% 

!  capacity  is  reached.  A  red  light  and  warning  bell  audible 
,  outside  the  crane  are  activated  when  100%  capacity  is 
reached.  Two  resistor  cards  can  be  inserted  in  the  computer 
simultaneously.  One  is  used  when  the  system  is  working 
for  the  main  boom  and  the  other  is  used  when  the  svstem 
is  working  for  the  jib.  A  switch  allows  the  use  of  the 
appropriate  card  and  two  lights  indicate  which  is  being  used. 
An  auxiliary  high-low  boom  angle  alarm  system,  manually 
adjustable  from  0  to  90  degrees,  warns  with  the  red  light 
and  bell  when  predetermined  boom  angle  limits  are  exceeded. 


This  system  is  primarily  used  to  warn  the  operator  of  obstruc¬ 
tions  to  the  boom.  Crane  stability  settings  are  automatically 
determined  by  the  computer. 

A  six  position  selector  switch  is  the  only  control  needed 
for  normal  use  by  the  operator.  The  unit  must  be  tested 
when  energizing  the  computer  because  the  testing  positions 
are  before  the  “run”  position  on  the  switch  dial.  The  six 
positions  are :  “off”,  “test  lamps”,  “calibrate-zero”,  “calibrate- 
35°  full  scale”,  “test  alarm”,  and  “run”.  In  “test  lamp” 
position,  a  simulated  load  signal  drives  the  percent  capacity 
meter  full  scale  and  the  lamps  are  lighted.  “In  “calibrate- 
zero”  position,  the  operator  can  check  the  computer  for  in¬ 
ternal  error  by  reading  zero  on  the  percent  capacity  meter. 
In  “calibration-350  full  scale”  position,  the  operator  booms 
out  to  35°  and  the  boom’s  own  weight  should  cause  the  per¬ 
cent  capacity  meter  to  read  100%.  The  “alarm  test”  position 
will  ring  the  alarm  bell  and  light  the  red  light.  The  “run” 
position  is  the  normal  operating  position. 

INSPECTION  AND  TEST:  The  Lode-Safe-T  Computer 
was  inspected  by  Assistant  Engineer  S.  Lowenthal.  The 
percent  capacity  and  boom  angle  meters  were  observed  to 
function  properly  as  the  boom  was  manipulated ;  the  features 
of  the  system  described  above  were  observed  to  function 
satisfactorily ;  and  four  comparisons  between  meter  readings 
obtained  when  lifting  known  weights  and  the  results  of 
calculations  to  determine  the  percent  capacities  of  these 
known  weights  revealed  that  the  system  is  accurate  to  within 
4%.  % 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Lode-Safe-T  Computer  for  use 
on  truck  crawler  cranes  with  standard  boom  and  jib  equip¬ 
ment  under  the  provisions  of  New  York  City  Local  Law  No. 
73  and  C26-1909.3(d)  of  the  Building  Code  of  the  City  of 
New  York.  The  Lode-Safe-T  Computer  shall  be  permanently 
labeled :  “Approved  by  the  Board  of  Standards  and  Appeals 
for  use  in  New  York  City  under  Calendar  Number 
376-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


475-71-SA 

APPLICANT — Grove  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant :  Shantilal  N.  Shah. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 
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THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
475-71-SA — Grove  Manufacturing  Company,  Shady  Grove, 
Pennsylvania,  filed  for  approval  of  the  S-421W  %"  Wedge 
used  to  anchor  the  hoisting  cable  to  the  cable  drum  of  a 
hydraulic  hoist  under  the  provisions  of  New  York  City 
Local  Law  No.  73. 

PROPOSED  USE:  Wedge  is  used  to  anchor  the  hoisting 
cable  to  the  cable  drum  of  a  hydraulic  hoist. 
DESCRIPTION :  The  wedge  is  made  of  malleable  iron. 
Its  dimensions  are  3.85"  x  2.94"  x  .88",  with  a  .25  deep 
groove  along  the  edge  for  the  cable.  The  cable  is  wrapped 
around  the  wedge  and  both  are  placed  in  the  tapered  slot  that 
is  cast  in  the  hoist  drum.  The  higher  the  tension  on  the 
cable,  the  tighter  the  connection  becomes  due  to  the  wedging 
action  of  the  cable  between  the  wedge  and  the  slot.  The  cable 
is  suspended  through  the  opening  of  the  slot  opposite  from 
the  slot  opening  into  which  the  wedge  is  inserted.  The  cable 
is  removed  by  hitting  the  wedge  with  a  punch  and  hammer. 

INSPECTION  AND  TEST :  The  wedge  was  load  tested 
to  33,700  lbs.  by  a  Professional  Engineer  of  Baker,  Wibberley 
and  Associates,  Incorporated  with  a  34”  cable  rated  at  13,700 
lbs.  The  wedge  and  cable  supported  up  to  a  33,700  lb.  load. 
Failure  occurred  when  the  cable  broke  at  33,700  lbs. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  S-421W  %"  Wedge  for  anchor¬ 
ing  the  hoist  cable  to  the  cable  drum  of  a  hydraulic  hoist 
for  loads  of  up  to  15,000  lbs.  per  cable  under  the  provisions 
of  New  York  City  Local  Law  No.  73.  The  wedge  shall  be 
permanently  labeled :  “Approved  by  the  Board  of  Standards 
and  Appeals  for  use  in  New  York  City  under  Calendar 
Number  475-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowentital, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


640-71-SA 

APPLICANT — Forney  Engineering  Company,  Subsidiary 
of  Foster  Wheeler  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Thomas  W.  Fowler. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
640-71-SA :  Forney  Engineering  Company,  Subsidiary  of 
Foster  Wheeler  Corporation,  Dallas,  Texas,  filed  for  approval 


of  the  Forney  Multi-Gun  Gas  Burner,  Type  C6;  Forney  Gas 
Burner,  Type  Y6;  and  Forney  Gas  Igniters,  Type  OL-I-N, 
OL-R-N,  OL-R-H,  KL,  and  KRL,  under  the  provisions  of 
C26-1415  of  the  Building  Code  of  the  City  of  New  York. 
PROPOSED  USE:  Gas  burner  for  power  plants. 
DESCRIPTION :  The  gas  burners  are  chambers  from 
which  natural  gas  is  released  under  pressure  through  small 
orifices.  The  gas  mixes  with  air  to  form  a  stable  combustible 
mixture.  The  gas  chamber  of  the  Y6  burner  is  in  the  shape 
of  an  annular  cylinder.  The  C6  multigun  gas  burner  has  a 
ring  shaped  chamber  or  manifold  from  which  six  stainless 
steel  flexible  bellows  type  hoses  supply  gas  to  their  respec¬ 
tive  orifice  plates.  These  orifice  plates  may  be  rotated  and/or 
moved  axially  to  adjust  the  burner  flame  shape.  Both  models 
are  designed  for  150  psig  pressure.  Working  gas  pressure 
of  the  burners  is  25  psig,  with  peak  loading  to  40  psig. 

The  burners  are  purged  for  five  minutes  prior  to  operation. 
If  the  burner  is  not  put  in  service  within  five  minutes  of  the 
completion  of  the  purge,  the  control  will  automatically  require 
another  purge  period.  The  gas  trip  valve  is  opened  and  the 
windbox  to  furnace  differential  pressure  and  gas  header 
pressure  are  checked.  The  igniter  flames  warm  up  the  fur¬ 
nace.  The  igniter  solenoid  valve  will  close  if  a  flame  is  not 
detected  with  8  seconds.  After  25  seconds  the  igniters  will 
extinguish.  If  at  that  time  the  main  flame  is  not  detected, 
the  burner  valve  will  close. 

The  gas  igniters  mix  small  amounts  of  gas  with  air  that 
has  been  passed  through  a  series  of  holes  and  a  muffle  assem¬ 
bly  and  ignite  the  mixture  with  an  electrical  spark  from  an 
ignition  rod.  The  KL  and  KRL  igniters  are  larger  than  the 
OL  Series  igniters  and  can  be  used  for  furnace  warmup. 
They  can  be  used  in  two-stage  applications  involving  two 
gas  supplies.  The  KRL  and  OL-R-N  igniters  are  equipped 
with  flame  rod  ionization  flame  detectors.  The  OL-R-H 
igniter  is  equipped  with  the  flame  rod  detector  and  a  heater 
element  used  to  evaporate  any  condensed  water  that  may 
have  formed  within  the  guide  tube  which  can  ground  the 
spark  producing  electrode. 

INSPECTION  AND  TEST :  The  burners  have  been  used 
satisfactorily  by  power  plants  in  New  Jersey,  California, 
Florida,  Texas,  Louisiana,  and  the  14th  Street  Station  of 
Consolidated  Edison  of  New  York. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Type  C6  Forney  Multi-Gun 
Gas  Burner,  Type  Y6  Forney  Gas  Burner,  and  Type  OL-I-N, 
OLrR-N,  OL-R-H,  KL,  and  KRL  Forney  Gas  Igniters 
under  the  provisions  of  C26-1415  of  the  Building  Code  of  the 
City  of  New  York  on  condition  that  they  be  used  only  in 
power  plants  and  in  accordance  with  the  specifications  of  the 
power  plants  in  which  they  are  used.  The  gas  burners  and 
gas  igniters  shall  be  permanently  labeled :  “Approved  by  the 
Board  of  Standards  and  Appeals  for  use  in  New  York  City 
under  Calendar  Number  640-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manu¬ 
facturer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 
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658-71-SA 

APPLICANT — Binks  Manufacturing  Company,  owner. 

APPEARANCES— 

For  Applicant:  Patrick  D.  Shaffer. 

ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
658-71-SA — Binks  Manufacturing  Company,  Frankin  Park, 
1  Illinois,  filed  for  approval  of  the  Model  77  Electrostatic 
Automatic  Spray  Gun,  Model  70  Electrostatic  Hand  Spray 
,  Gun,  and  Model  111-1600  Series  Power  Supplies  under  the 
provisions  of  C26-702  of  the  Building  Code  of  the  City  of 
New  York  and  the  Rules  of  the  Board  of  Standards  and 
'  Appeals  Governing  the  Use  of  Equipment  for  Spraying  and 
Drying  of  Paints,  Varnishes,  Lacquers  and  Other  Inflam- 
j  mable  Surface  Coatings  and  Storage  of  Such  Materials. 
PROPOSED  USE:  Paint  spray  gun  and  power  supply. 

DESCRIPTION :  The  paint  spray  guns  apply  paint  by 
means  of  electrostatic  charge  and  air  atomization.  Elec¬ 
trodes  are  supplied  with  a  variable  voltage  of  up  to  62  kilo- 
i  volts.  The  paint  particles  are  negatively  charged  and  at¬ 
tracted  to  a  grounded  object  of  positive  polarity  to  be  painted. 
Paint,  compressed  air  (40  to  50  psi),  and  high  voltage  lines 
are  connected  by  hoses  or  cables  to  the  gun.  The  operating 
current  is  limited  by  a  resistor  to  250  microamperes.  The 
Model  70  hand  spray  gun  is  handled  by  the  operator  when 
the  operator  and  all  surrounding  work  surfaces  are  grounded. 
All  objects  within  10  feet  of  the  gun  are  grounded  The 
Model  77  spray  gun  is  mounted  on  a  rod  and  operated  auto¬ 
matically.  All  objects  within  10  feet  of  the  gun  are  grounded. 

The  Model  111-1600  power  supply  is  used  with  the  Model 
77  and  Model  70  spray  guns.  It  consists  of  a  constant  voltage 
(120  volts)  primary  supply  circuit,  high  voltage  (62  kilo¬ 
volts)  circuit  (oil  immersed  voltage  multiplier  circuit),  cur¬ 
rent  overload  circuit  (de-energizes  power  supply  on  approach 
of  a  grounded  metal  object  to  a  current  level  of  250  micro¬ 
amperes),  and  the  ground  sensing  circuit  (preveuis  energiza¬ 
tion  or  de-energizes  the  power  supply  if  the  resistance  in  the 
ground  circuit  increases  above  3000  ohms).  Normally  closed 
1  ampere,  12  volt  d.c.  relay  contacts  are  available  for  local 
audible  or  visual  warning  signaling  in  the  event  of  power 
\  supplv  trouble. 

INSPECTION  AND  TEST:  The  spray  guns  and  power 
source  have  been  approved  by  the  Factory  Mutual  Research 
*  .  Corporation  (Serial  No.  19089). 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  the  Model  77  Electrostatic  Automatic 
Spray  Gun,  Model  70  Electrostatic  Hand  Spray  Gun,  and 
Model  111-1600  Series  Power  Supplies  on  condition  that 
they  shall  be  protected,  situated,  ventilated,  and  operated  in 
t  accordance  with  C26-702  of  the  Building  Code  of  the  City 
r  of  New  York  and  the  Rules  of  the  Board  Governing  the 
Use  of  Equipment  for  Spraying  and  Drying  of  Paints, 
Varnishes,  Lacquers,  and  Other  Inflammable  Surface  Coat¬ 
ings  and  Storage  of  Such  Materials.  The  Spray  guns  and 
>.  power  supplies  shall  be  permanently  labeled :  “Approved  by 
i  the  Board  of  Standards  and  Appeals  for  use  in  New  York 
City  under  Calendar  Number  658-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
.  the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number, 
i  Failure  to  notify  the  Board  of  change  of  ownership,  change 


of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E.. 

Director, 
John  A.  Darts, 

Asst.  Engr., 
Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


661-71-SA 

APPLICANT — National-Riverside  Company,  owner. 
APPEARANCES— 

For  Applicant:  Daniel  M.  Vlaun  and  W.  E.  Beattie,  Jr. 
ACTION  OF  BOARD — Appliance  approved  in  accordance 
with  the  report  and  recommendation  of  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  report  of  a  Committee  on  Test  reads: 
661-71-SA— National-Riverside  Company,  Cucamonga,  Cali¬ 
fornia,  filed  for  approval  of  National-Riverside  Space  Heater 
Model  No.  N.  Y.  50  under  the  provisions  of  C26-1415  of  the 
Building  Code  of  the  City  of  New  York, 

PROPOSED  USE:  Portable  propane  burning  heater  for 
use  on  construction  jobs. 

DESCRIPTION :  The  heater  has  a  capacity  of  50,000 
BTU/hr.  Its  dimensions  are  15^4"  diameter  x  26"  height. 
The  fuel  is  propane.  The  pressure  regulator  at  the  fuel 
tank  outlet  is  set  at  11"  W.C.  A  manual  control  valve  also 
sets  the  gas  pressure.  The  flame  from  the  burner  impinges 
upon  the  flame  spreader  above  it.  The  cylindrical  heater  is 
hooded  at  the  top.  The  thermo-electric  flame  protection 
device  includes  a  thermocouple,  magnetic  unit,  and  starter 
assembly.  The  thermocouple  measures  the  temperature  near 
the  burner.  If  the  flame  is  on,  the  thermocouple  will  pro¬ 
duce  a  current  which  energizes  a  magnet  and  holds  the  gas 
valve  open.  If  the  flame  goes  out,  the  temperature  drops, 
the  current  fades,  and  the  valve  is  closed,  cutting  off  the  gas 
supply. 

INSPECTION  AND  TEST :  Samples  of  combustion 
products  were  taken  from  the  vent  opening  of  the  heater  by 
Gas  and  Mechanical  Laboratories,  Incorporated,  Los  Angeles. 
The  maximum  fraction  of  carbon  monoxide  was  found  to  be 
80  ppm,  below  the  national  standard  for  comparable  heaters 
of  200  ppm. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  the  approval  of  National-Riverside  Space  Heater 
Model  No.  N.  Y.  50  under  the  provision  of  C26-1415  of  the 
Building  Code  of  the  City  of  New  York  on  condition  that  the 
heater  shall  be  used  in  accordance  with  the  December  11, 
1961  directive  (6-61)  of  the  Division  of  Fire  Prevention  en¬ 
titled  :  “Regulations  for  the  use  of  liquefied  petroleum  gas 
for  temporary  space  heating  in  field  offices,  shanties,  trailers 
or  similar  enclosures  used  in  connection  with  construction 
work.”  The  heaters  shall  be  permanently  labeled :  “Ap¬ 
proved  bv  the  Board  of  Standards  and  Appeals  for  use  in 
New  York  Citv  under  Calendar  Number  661-71-SA.” 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
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Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause  for 
revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  this  appliance  in  accordance  with  the  above 
report. 


559-64-SM 

APPLICANT — Culver  Floor  Covering  Company,  Incorpo¬ 
rated,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


616-64-SM 

APPLICANT — Anniston  Foundry  Company,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


649-64-SA 

APPLICANT — Milwaukee  Reliance  Boiler  Works,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


744-64-SM 

APPLICANT — Miracle  Adhesives  Corporation,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 


ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 


745-64-SM 

APPLICANT — Miracle  Adhesives  Corporation,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


766-64-SA 

APPLICANT — Gotham  Chemical  Company,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


487-65-SA 

APPLICANT — Laurens  Laboratories,  owner. 

SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


555-65-SM 

APPLICANT — DePasquale  Brothers  Incorporated,  owner. 
SUBJECT— Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

N  egative :  .  0 


567-65-SM 

APPLICANT — Rezinite  Corporation,  owner. 
SUBJECT — Dismissal. 
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APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


657-46-SA — Vols.  I  &  II 


APPLICANT — General  Electric  Company,  owner. 
SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  March  15,  1950.  Product:  Hotpoint  Electric 
Dishwasher,  Models  “MC”  Series. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  applicant  for  the  product  has  replied  to  a 
questionnaire  from  the  Board,  indicating  that  this  appliance 
is  no  longer  being  manufactured. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


611-66-SA 


APPLICANT — Mesco  Heat  Exchangers,  Division  of 
Marine  Engine  Specialties  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  January  31,  1967.  Product:  Mesco  Type 
BLI  Double  Tube  Fuel  Oil  Heater. 


APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Approval  revoked. 


THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

I 


L 


i 
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Whereas,  the  Board  has  attempted  to  reach  this  applicant 
in  order  to  verify  that  the  material  was  being  manufactured 
in  accordance  with  the  resolution  above  cited ;  and 

Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  ad¬ 
dress”. 


Resolved,  that  the  Board  does  hereby  determine  that  the 
’  basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


612-66-SA— Vols.  I  &  II 

APPLICANT — Mesco  Heat  Exchangers,  Division  of 
Marine  Engine  Specialties  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  January  31,  1967.  Product:  Preheater  for 
heating  heavy  fuel  oil. 


APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited ;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


613-66-SA 

APPLICANT — Mesco  Heat  Exchangers,  Division  of 
Marine  Engine  Specialties  Corporation,  owner. 

SUBJECT — Application  for  consideration  to  revoke  ap¬ 
proval,  dated  January  31,  1967.  Product:  Mesco  Type 
FTW  Straight  Tube  Heater  (fuel  oil). 

APPEARANCES— 

For  Applicant :  None. 

ACTION  OF  BOARD — Approval  revoked. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  Board  has  attempted  to  reach  this  appli¬ 
cant  in  order  to  verify  that  the  material  was  being  manu¬ 
factured  in  accordance  with  the  resolution  above  cited;  and 
Whereas,  mail  addressed  to  the  applicant  at  the  address 
on  file  with  the  Board  has  been  returned  by  the  Post  Office 
Department  marked  “unknown”  and  “no  forwarding  address”. 

Resolved,  that  the  Board  does  hereby  determine  that  the 
basis  for  the  approval  no  longer  exists  and  does  therefore 
revoke  the  resolution  above  cited  and  all  subsequent  amend¬ 
ments  thereof. 


1290-66-BZ — Vol.  II 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein  and  Cyrus 
Gebber,  owners. 

SUBJECT — Application  reopened  as  Volume  II,  September 
28,  1971 — decision  of  the  Borough  Superintendent  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an 
R4  district,  the  erection  of  a  one  story  building  for  use 
as  a  retail  store. 

PREMISES  AFFECTED— 1836  to  1846  Rockaway  Park¬ 
way,  and  9625  Avenue  M,  northwest  corner,  Block  8261, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Larry  Meltzer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
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Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

W  hereas,  a  public  hearing  was  held  on  this  application 
on  November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  November  30,  1971,  then  to  De¬ 
cember  14,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  26,  1971,  acting  on  N.B.  Applic.  243/1971, 
reads : 

“1.  The  proposed  construction,  in  an  R4  District, 
of  a  one  story  Class  IIB  Building  to  be  occupied  as  a 
Retail  Store  (Use  Group  #6)  is  contrary  to  Section 
22-00  and  Section  32-15  of  the  Zoning  Resolution. 

2.  As  there  are  no  bulk,  parking,  or  loading  regu¬ 
lations  for  commercial  buildings  in  residence  use  dis¬ 
tricts,  this  matter  must  be  referred  to  the  Board  of 
Standards  and  Appeals  for  their  determination.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 

W hereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that^the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  a  one-story  building  for  use  as  offices, 
on  condition  that  all  work  shall  conform  to  drawings  filed 
with  this  application  marked  “Received  September  2,  1971,” 
1  sheet,  and  “November  24,  1971,”  2  sheets,  and  that  all 
laws,  rules  and  regulations  applicable  shall  be  complied  with, 
and  that  substantial  construction  shall  be  completed  within 
one  year  from  the  date  of  this  resolution. 


190-71-BZ 

APPLICANT — Moncarol  Construction  Corporation,  owner. 

SUBJECT — Application  April  1,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district  on  a  plot  with  a 
6  story  and  basement  residential  building,  the  conversion 
of  portions  of  the  cellar  to  a  beauty  salon  and  a  food  store. 

PREMISES  AFFECTED — 245-20  Grand  Central  Parkway, 
south  side,  990.23  feet  east  of  Commonwealth  Boulevard, 
Block  8401,  Lot  600,  Bellrose,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Jesse  B.  Hecht. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  . . .  q 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  September  21,  1971,  after  due  notice  by  publication  in 
the  Bulletin;  laid  over  to  October  5,  1971;  then  to  October 
26,  1971 ;  then  to  November  30,  1971 ;  then  to  December 
14,  1971 ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  March  13,  1971,  acting  on  Alt.  Applic  1261/1971,  reads : 


“1-M  Proposed  commercial  use — Use  Group  6 
(Beauty  Salon)  in  Bldg.  Unit  #2  and  Package  food 
store  in  Bldg.  Unit  #3  in  cellar  of  hereafter  erected- 
Class  A  multiple  dwelling  located  within  an  R3-2  Zone 
is  contrary  to  Sec.  22-00  Zoning  Resolution.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  tire  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac¬ 
tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted,  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R3-2  district,  on  a  plot  with  a  six-story  and 
basement  residential  building,  for  a  term  of  five  years,  the 
conversion  of  portions  of  the  cellar  to  a  beauty  salon  and 
a  food  store,  on  condition  that  all  work  shall  conform  to 
drawings  filed  with  this  application  marked  “Received  April 
1,  1971,”  8  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with,  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of 
this  resolution. 


453-71-BZ 

APPLICANT — Aaron  Halpern  for  Benedict  L.  Lurie, 
owner. 

SUBJECT — Application  June  22,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-01  and  11-412  of 
the  Zoning  Resolution,  to  permit  in  an  R5  district,  the 
addition  to  the  uses  of  an  existing  hospital  to  include  laun¬ 
dry  service  for  an  affiliated  hospital. 

PREMISES  AFFECTED— 80-02  Kew  Gardens  Road, 
northwest  corner  of  80th  Road,  Block  3348,  Lot  37,  Kew 
Gardens,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Alphonse  J.  Russo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  16,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  then  laid  over  to  December  14,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  7,  1971,  acting  on  Alt.  Applic.  294/1971,  reads: 

“1.  Accessory  uses  to  a  proprietary  hospital  (Use 
Group  4A  &  4C)  must  be  located  on  the  same  zoning 
lot  as  per  definition  of  accessory  use  per  Section  12-10  of 
the  Zoning  Resolution.” 

and 

W hereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolution, 
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:  i  - .  ■  -  •  -  . 

in  an  R5  district,  the  addition  to  the  uses  of  an  existing  hos¬ 
pital  to  include  laundry  service  for  an  affiliated  hospital,  for 
a  term  of  five  years,  on  condition  that  all  work  shall  conform 
to  drawings  filed  with  this  application  marked  “Received 
June  22,  1971,”  3  sheets,  and  on  further  condition  that  the 
Kew  Gardens  Sanitarium,  Inc.,  the  Royal  Concourse  Com¬ 
pany,  Inc.,  and  the  Hospital  Laundry  Service,  Inc.,  shall  con¬ 
tinue  to  remain  in  the  same  ownership,  as  attested  to  in 
affidavits  submitted  in  support  of  this  application,  and  that 
all  laws,  rules  and  regulations  applicable  shall  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  of  the  date  of  this  resolution. 


497-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Oriental  Quilting 

Sand  Novelty  Corporation,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  building  occupied 
as  a  textile  manufacturing  establishment. 

1  PREMISES  AFFECTED— 27  to  35  Dean  Street,  and  104 
to  118  Boerum  Place,  northwest  corner,  Block  279,  Lots  1 
and  5,  Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 

THE  RESOLUTION— 


5 

0 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  14,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  17,  1971,  acting  on  Alt.  Applic  1404/1970,  reads: 

“1.  The  proposed  enlargement  of  a  non-conforming 
factory  building,  to  be  used  for  manufacturing  of  tex¬ 
tiles,  and  located  within  an  R6  zone,  is  contrary  to 
52-41  of  the  Zoning  Resolution. 

2.  The  proposed  structural  alterations  for  a  non- 
conforming  use  are  contrary  to  52-22  Z.R. 

3.  Refer  all  bulk,  parking  and  loading,  and  curb- 
cuts  requirements  to  the  Board  as  there  are  no  regu¬ 
lations  for  non-conforming  buildings  in  residence  zones 
(ordinarily  a  30'  rear  yard  would  be  required  as  per 
23-47  Z.R.”) 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli- 
'  cant  is  therefore  entitled  to  relief  on  the  grounds  of  prac- 
f  tical  difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
,  granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  R6  district,  the  erection  of  a  one-story  en¬ 
largement  to  an  existing  building  occupied  as  a  textile 
manufacturing  establishment,  on  condition  that  all  work 
i  shall  conform  to  drawings  filed  with  this  application  marked 
-  “Received  July  16,  1971,”  6  sheets,  and  that  all  laws,  rules 
1  and  regulations  applicable  be  complied  with,  and  that  sub¬ 


i 


stantial  construction  be  completed  within  one  year  from  the 
date  of  this  resolution. 


526-71-BZ 

APPLICANT — Sidney  Goldhammer  for  320  East  Realty 
Corporation,  owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  in  an  existing  nine 
story  and  penthouse  multiple  dwelling,  the  conversion  of 
portions  of  the  first  floor  and  basement  from  private  club 
to  offices. 

PREMISES  AFFECTED— 320  to  326  East  53rd  Street, 
south  side,  218.4  feet  east  of  Second  Avenue,  Block  1345, 
Lot  41,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Goldhammer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin ;  then  laid  over  to  December  14,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  July  8,  1971,  acting  on  Alt.  Applic.  220/1971,  reads: 

“A-l — The  proposed  change  from  a  private  club  (Use 
Group  4)  to  office  (Use  Group  6)  in  the  basement  and 
first  floors  in  an  R8  district  is  not  permitted  as  of  right 
and  is  contrary  to  Section  22-10  of  the  Zoning  Resolu¬ 
tion.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
cant  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings  and 
grants  a  variation  in  the  application  of  the  Zoning  Resolution, 
and  that  the  application  be  and  it  hereby  is  granted  under 
Section  72-21  of  the  Zoning  Resolution,  to  permit  in  an  R8 
district,  in  an  existing  nine-story  and  penthouse  multiple 
dwelling,  the  conversion  of  portions  of  the  basement  from 
private  club  to  offices,  on  condition  that  those  portions  of 
the  first  floor  formerly  occupied  as  a  private  club  be  con¬ 
verted  to  residential  use,  on  condition  that  all  work  conform 
to  drawings  filed  with  this  application  marked  “Received 
August  12,  1971,”  4  sheets,  and  “December  10,  1971,”  1  sheet, 
and  that  all  laws,  rules  and  regulations  applicable  be  complied 
with  and  that  substantial  construction  be  completed  within 
one  year  from  the  date  of  this  resolution. 


575-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Arizona  Oil  Com¬ 
pany,  Incorporated,  owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-1 1  (g) 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a 
C2-1  district,  the  reconstruction  of  an  automotive  service 
station  with  accessory  uses  and  accessory  parking  pre¬ 
viously  before  the  Board. 
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PREMISES  AFFECTED — 958  to  980  Nostrand  Avenue, 
southwest  corner  of  Montgomery  Street,  Block  1305, 
Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative: .  0 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  this  application 
on  November  30,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  then  laid  over  to  December  14,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  17,  1971,  acting  on  N.  B.  Applic.  340/1971, 
reads : 

“L  The  proposed  construction  of  an  automotive 
service  station  with  office  accessory  storage,  sales,  minor 
repairs,  lubritorium,  washing  within  the  bldg,  and  park¬ 
ing  of  9  cars  U.  G.  16B  in  a  C2-3  in  R7-1  and  partly 
R7-1  Zones  is  contrary  to  Sec.  32-25  and  22-00  of  the 
Zoning  Resolution. 

2.  The  installation  of  3 — 4000  gallon  gasoline  tanks 
and  approved  type  pumps,  curb  cuts  and  signs  are  re¬ 
ferred  to  the  Board.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-1 1(g)  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Per¬ 
mit  under  Sections  73-ll(g)  and  73-212  of  the  Zoning  Reso¬ 
lution,  and 

Resolved,  that  the  Board  of  Standards  and  Appeal/  does 
hereby  permit  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  in  a  C2-1  district,  the  reconstruction  of  an  automotive 
service  station  with  accessory  uses  and  accessory  parking 
previously  before  the  Board,  on  condition  that  all  work  shall 
conform  to  drawings  filed  with  this  application  marked  “Re¬ 
ceived  August  26,  1971,”  2  sheets,  and  “December  10,  1971,” 
2  sheets,  and  that  all  laws,  rules  and  regulations  applicable 
shall  be  complied  with,  and  that  substantial  construction  be 
completed  within  one  year  from  the  date  of  this  resolution. 

614-71-BZ 

APPLICANT — Charles  M.  Spindler  for  John  Scaglione, 
Antonnia  Caccia  and  Janet  M.  Jaffin,  owners. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211  and 
73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  dis¬ 
trict,  the  combining  and  rehabilitation  of  two  automotive 
service  stations  previously  before  the  Board  into  one 
facility  with  accessory  signs. 

PREMISES  AFFECTED — 2944  Avenue  U,  southwest  cor¬ 
ner  of  Haring  Street,  Block  7363,  Lots  5,  67,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  M.  Spindler. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  . 0 


THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application  on 
November  23,  1971,  after  due  notice  by  publication  in  the 
Bulletin;  laid  over  to  December  7,  1971,  then  to  December 
14,  1971 ;  and 

W  hereas,  the  decision  of  the  Borough  Superintendent, 
dated  September  1,  1971,  acting  on  N.  B.  Applic.  374/1971, 
reads : 

“1.  On  a  lot  which  was  formerly  in  a  business  zone 
and  presently  in  a  C2-2  zone,  and  subject  to  B.  S.  A 
Cal.  No.  967-48-BZ  and  Cal.  No.  848-38-BZ,  the  pro¬ 
posed  demolition  of  existing  buildings  and  reconstruction 
of  an  Automobile  Service  Station  with  accessory  uses  in 
U.  G.  16B  is  contrary  to  32-00  Z.  R.  and  must  be  referred 
back  to  the  Board. 

2.  The  signs  projecting  more  than  18"  inches  across 
the  street  lines  are  contrary  to  32-652  Z.  R.” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board ;  and 

W hereas,  the  Board  finds  that  this  is  an  appropriate  case 
in  which  to  permit  under  Section  11-412  of  the  Zoning  Reso¬ 
lution,  the  extension  of  the  present  use,  the  enlargement  of 
the  present  building ;  and 

Whereas,  the  Board  has  determined  that  the  evidence  in 
the  record  supports  the  findings  required  to  be  made  under 
Sections  73-211  and  73-212  of  the  Zoning  Resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  permit,  under  Section  11-412  of  the  Zoning  Resolu¬ 
tion,  and  further 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  the  required  findings  and  grant  a  Special  Permit 
under  Sections  73-211  and  73-212  of  the  Zoning  Resolution, 
to  permit  in  a  C2-2  district,  the  combining  and  rehabilitation 
of  two  automotive  service  stations  previously  before  the  Board 
into  one  facility  with  accessory  signs,  on  condition  that  all 
work  shall  conform  to  drawings  filed  with  this  anrlication 
marked  “Received  September  3,  1971,”  2  sheets,  and  “Decem¬ 
ber  10,  1971,”  2  sheets,  and  that  all  laws,  rules  and  regulations 
applicable  shall  be  complied  with  and  that  substantial  con¬ 
struction  be  completed  within  one  year  from  the  date  of  this 
resolution. 

768-70-BZ 


APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT  Application  December  28,  1970 — decision  of  the 
Borough  Superintendent,  under  Sections  11-413  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-1  district,  in 
an  existing  two  story  and  cellar  building  previously  before 
the  Board,  the  change  in  use  from  public  garage  to  mirror 
assembly  and  the  manufacture  of  plastic  and  wood  products. 

PREMISES  AFFECTED — 823-829  Classon  Avenue,  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3, 
Borough  of  Brooklyn. 


APPEARANCES— 

For  Applicant :  R.  S.  Hardy  and  F.  D.  Carbone. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 


Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 
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i  HE  RESOLUTION— 

f  Whereas,  a  public  hearing  was  held  on  this  application 
a  November  30,  1971,  after  due  notice  by  publication  in  the 
1  ulletin;  then  laid  over  to  December  14,  1971;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
ated  December  3,  1970,  acting  on  Alt.  Applic.  1363/1953, 
I  ;ads : 

“1.  On  a  lot  formerly  in  a  Business  B  district  and 
now  located  in  an  R7-1  and  previously  subject  to  Board 
of  Standards  and  Appeals  Cal.  No.  903-25-BZ.  Proposed 
change  in  occupancy  from  Public  Garage  on  all  floors 
i!  to : 

Cellar  floor — Boiler  room  and  storage; 

1st  and  2nd  floors — Assembling  of  mirrors  into 
frames,  storage  and  cutting  of  sheet  glass  and  manu¬ 
facturing  of  plastic  and  wood  frames  and  novelties 
(Use  Gp.  17)  ; 

is  not  permitted  as  of  right  and  must  be  referred  to 
the  Board  of  Standards  and  Appeals  for  approval. 

2.  Proposed  alteration  to  building  is  not  in  ac¬ 
cordance  with  previous  Board  of  Standards  and  Appeals 

e  approval. 

3.  Since  there  are  no  bulk,  loading  berth  and  park¬ 
ing  requirements  for  non-conforming  uses  this  applica- 

j  tion  must  be  referred  to  the  Board  of  Standards  and 
Appeals  for  approval.” 

Ipd 

H  Whereas,  the  premises  and  surrounding  area  were  in- 
ejected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  this  is  an  appropriate  case 
jji  which  to  permit  under  Section  11-413  of  the  Zoning 
Resolution,  the  change  in  use  of  the  present  building. 

I  Resolved,  that  the  Board  of  Standards  and  Appeals  does 
■ereby  permit  under  Section  11-413  of  the  Zoning  Resolu- 
on,  in  an  R7-1  district,  in  an  existing  two-story  and  cellar 
jilding  previously  before  the  Board,  the  change  in  use 
j  om  public  garage  to  mirror  assembly  and  the  manufacture 
i  f  plastic  and  wood  products,  on  condition  that  all  work 
.  lall  conform  to  drawings  filed  with  this  application  marked 
•Received  December  28,  1970,”  5  sheets,  and  “December 
1971,”  4  sheets,  and  that  all  laws,  rules  and  regulations 
pplicable  be  complied  with  and  that  substantial  construction 
j  2  completed  within  one  year  from  the  date  of  this  resolution. 

i 


769-70-A 

APPLICANT — Reavis  and  McGrath  for  Sel-Mar  Realty 
Company,  owner. 

SUBJECT — Application  December  28,  1970 — appeal  from 
a  decision  of  the  Borough  Superintendent,  re-  two  means 
of  egress. 

PREMISES  AFFECTED — 823-829  Classon  Avenue,  east 
side,  47  feet  north  of  Lincoln  Place,  Block  1178,  Lot  3, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  R.  S.  Hardy  and  F.  D.  Carbone. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  3,  1970  on  Alt.  Applic.  1363-53,  reads : 

“4.  Provide  two  required  means  of  egress  from 
cellar  and  second  floor  as  per  Sec.  270  of  the  Labor 
Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  a  variation  in  the  requirements  of  the  Labor 
Law,  as  cited  in  a  decision  of  the  Borough  Superintendent, 
dated  December  3,  1970,  acting  on  Alt.  Applic.  1363-53,  Ob¬ 
jection  No.  4,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  all  work  conform  to  the  resolution  adopted 
this  day  under  Calendar  No.  768-70-BZ,  and  that  all  other 
laws,  rules  and  regulations  applicable  shall  be  complied  with. 


(Remaining  Minutes  of  Tuesday  Afternoon,  December 
14,  1971,  will  appear  in  the  issue  of  December  30,  1971.) 
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DOCKET 

New  Cases  Filed  up  to  December  21,  1971 

Cal.  No  Dept.  Premises  Affected 

766-71-BZ — B.M. — 1185  First  Avenue,  northwest  corner 
of  East  64th  Street,  Block  1439,  Lot  23,  Borough  of 
Manhattan,  Community  Board  #8,  Alt.  No.  925-71  re¬ 
proposed  restaurant,  C2-8  district. 


767-71-BZ — B.B. — 991  to  993  Bedford  Avenue,  and  2 
Kosciusko  Street,  southwest  corner,  Block  1783,  Lot  9, 
Borough  of  Brooklyn,  Community  Board  #3,  Alt.  No. 
753-71,  re-  proposed  automotive  repair  services,  minor 
repairs,  Cl-3  district. 


768-71-SA — Compactor  Corporation,  Thermostatic  Con¬ 
trolled  Chute  Sprinkler  System  157-203-702,  manufac¬ 
tured  by  Compactor  Corporation,  Appliance. 


769-71-SA — W.  J.  Plenge  &  Company,  Incorporated, 
models  560  and  570  supervisory  and  alarm  annunciations, 
manufactured  by  W.  J.  Plenge  &  Company,  Incorpo¬ 
rated,  Appliance. 


770-71-BZ — B.B. — 1889  to  1907  McDonald  Avenue, 
southeast  corner  of  Quentin  Road,  Block  6658,  Lot  1, 
Borough  of  Brooklyn,  Community  Board  #13,  re-  pro¬ 
posed  enlargement  to  existing  manufacturing  business. 
R-5  district. 


771-71-BZ — B.Q. — 94-31  204th  Street,  south  side,  100.57 
feet  east  of  Jamaica  Avenue,  and  204-12  Jamaica  Avenue, 
Block  10834,  Lot  1,  Hollis,  Borough  of  Queens,  Com¬ 
munity  Board  #12,  Alt.  No.  962-71,  re-  proposed  plating 
of  nuts  and  bolts,  C8-1  district. 


772-71-A — F.D. — packaging  of  combustible  mixture 
known  as  Penray  5  minute  engine  cleaner  in  sealed 
metal  can,  32  fluid  ounce  not  in  compliance  with  the 
regulations  of  the  Administrative  Code. 


773-71-SM — Ackerman  Johnson  Fasteners  Buildex  Divi¬ 
sion,  tie  wire  nailer  insert  #749-2505,  manufactured  by 
Ackerman  Johnson  Fasteners  Buildex  Division,  Material. 


774-71-SM — Roll  Form  Products,  floor  and  ceiling  decks 
various  models  manufactured  by  Roll  Form  Products, 
Material. 


775-71-SM — Roll  Form  Products,  Incorporated,  three 
hour  fire  rated  floor  and  ceiling  decks,  manufactured  by 
Roll  Form  Products,  Incorporated,  Material. 


776-71-BZ— B.R. — 1466  Manor  Road,  west  side,  100  feet 
south  of  Briefle  Avenue,  Block  955,  Lot  100,  Todt  Hill, 
Borough  of  Richmond,  Community  Board  #3,  re-  out¬ 
door  day  camp,  R3-2  district. 


777-71-SM — Dryvit.  System,  Incorporated,  dryvit  system 
for  exterior  insulation  and  finish,  manufactured  by  Dry¬ 
vit  System,  Incorporated,  Material. 


778-71-SM— Gold  Bond  Building  Products  Division  of 
National  Gypsum  Company,  gold  bond  metaledge  core¬ 
wall  partition  systems  4  hour  walls,  manufactured  by 
Gold  Bond  Building  Products  Division  of  National 
Gypsum  Company,  Material. 


779-71-BZ — B.Q. — 157-14  19th  Avenue,  and  19-01  157th 
Street,  southeast  corner,  Block  4749,  Lot  1,  Whitestone, 
Borough  of  Queens,  Community  Board  #7,  re-  proposed 
parking  lot,  R3-1  district. 


780-71-A — B.R. — 29  Satterlee  Street,  east  side,  280  feet 
south  of  Amboy  Road,  Block  7945,  Lot  60,  Tottenville, 
Borough  of  Richmond,  N.B.  736-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


781-71-A — B.R. — 33  Satterlee  Street,  east  side,  320  feet 
south  of  Amboy  Road,  Block  7945,  Lot  58,  Tottenville, 
Borough  of  Richmond,  N.B.  738-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


782-71-A — B.R. — 37  Satterlee  Street,  east  side,  360  feet 
south  of  Amboy  Road,  Block  7945,  Lot  56,  Tottenville, 
Borough  of  Richmond,  N.B.  739-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


783-71-A — B.R. — 41  Satterlee  Street,  east  side,  400  feet 
south  of  Amboy  Road,  Block  7945,  Lot  54,  Tottenville, 
Borough  of  Richmond,  N.B.  740-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


784-71-A — B.R. — 45  Satterlee  Street,  east  side,  440  feet 
south  of  Amboy  Road,  Block  7945,  Lot  52,  Tottenville, 
Borough  of  Richmond,  N.B.  741-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


785-71-A — B.R. — 49  Satterlee  Street,  east  side,  480  feet 
south  of  Amboy  Road,  Block  7945,  Lot  50,  Tottenville, 
Borough  of  Richmond,  N.B.  742-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


786-71-A — B.R. — 53  Satterlee  Street,  east  side,  520  feet 
south  of  Amboy  Road,  Block  7945,  Lot  48,  Tottenville, 
Borough  of  Richmond,  N.B.  743-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


787-71-A — B.R. — 55  Satterlee  Street,  east  side,  560  feet 
south  of  Amboy  Road,  Block  7945,  Lot  45,  Tottenville, 
Borough  of  Richmond,  N.B.  744-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


788-71-A — B.R. — 59  Satterlee  Street,  east  side,  600  feet 
south  of  Amboy  Road,  Block  7945,  Lot  43,  Tottenville, 
Borough  of  Richmond,  N.B.  745-71,  re-  building  not 
fronting  legal  street,  General  City  Law. 


789-71-BZ — B.B. — 447  East  48th  Street,  east  side,  225  feet 
9J4  inches  south  of  Church  Avenue,  Block  4696,  Lot  50, 
Borough  of  Brooklyn,  Community  Board  #9,  Alt.  No. 
447-71,  re-  proposed  garage,  R-5  district. 


APPLICATION  FOR  EXTENSION  OF  TIME 
TO  COMPLETE  CONSTRUCTION 

(Filed  pursuant  to  Section  11-324) 

2468-BZY — Vol.  IX — B.M. — 146  to  148  Ridge  Street, 
Block  345,  Lot  37,  N.B.  345-61. 


2469-BZY — Vol.  IX — B.M. — 150  to  152  Ridge  Street, 
Block  345,  Lot  39,  N.B.  346-61. 


2470-BZY — Vol.  IX — B.M. — 95  Attorney  Street,  Block 
348,  Lot  64,  N.B.  180-61. 


2471-BZY — Vol.  IX — B.M. — 617  East  6th  Street,  Block 
389,  Lot  52,  Alt.  No.  47-61. 


3541-BZY — Vol.  VIII — B.Q. — 33-22  255th  Street,  Block 
8154,  Lot  2,  N.B.  3384-61. 


3542-BZY — Vol.  VIII — B.Q. — 33-04  255th  Street,  Block 
8154,  Lot  10,  N.B.  3388-61. 
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3543-BZY— Vol.  VIII— B.Q.— 33-29 
8152,  Lot  24,  N.B.  3401-61. 

255th 

Street, 

Block 

3544-BZY— Vol.  VIII— B.Q.— 33-31 
8152,  Lot  25,  N.B.  3402-61. 

255th 

Street, 

Block 

3545-BZY— Vol.  VIII— B.Q.— 33-27 
8152,  Lot  23,  N.B.  3400-61. 

255th 

Street, 

Block 

3546-BZY— Vol.  VIII— B.Q.— 33-21 
8152,  Lot  21,  N.B.  3398-61. 

255th 

Street, 

Block 

3547-BZY— Vol.  VIII— B.Q.— 33-25 
8152,  Lot  22,  N.B.  3399-61. 

255th 

Street, 

Block 

3548-BZY— Vol.  VIII— B.Q.— 33-17 
,  8152,  Lot  19,  N.B.  3396-61. 

255th 

Street, 

Block 

3549-BZY— Vol.  VIII— B.Q.— 33-19 
8152,  Lot  20,  N.B.  3397-61. 

255th 

Street, 

Block 

3550-BZY— Vol.  VIII— B.Q.— 33-09 
8152,  Lot  16,  N.B.  3393-61. 

255th 

Street, 

Block 

3551-BZY— Vol.  VIII— B.Q.— 33-11 
8152,  Lot  17,  N.B.  3394-61. 

255th 

Street, 

Block 

3552-BZY— Vol.  VIII— B.Q.— 33-15 
8152,  Lot  18,  N.B.  3395-61. 

255th 

Street, 

Block 

, 

3553-BZY— Vol.  VIII— B.Q.— 33-07 
8152,  Lot  15,  N.B.  3392-61. 

255th 

Street, 

Block 

3554- BZY — Vol.  VIII— B.Q.— 33-03 
8152,  Lot  13,  N.B.  3390-61. 

h 

3555- BZY— Vol.  VIII— B.Q.— 33-05 
8152,  Lot  14,  N.B.  3391-61. 

255th 

Street, 

Block 

255th 

Street, 

Block 

3556-BZY— Vol.  VIII— B.Q.— 33-24 
8154,  Lot  1,  N.B.  3383-61. 

255th 

Street, 

Block 

3557-BZY— Vol.  VIII— B.Q.— 33-01 

8152,  Lot  12,  N.B.  3389-61. 

.. 

255th 

Street, 

Block 

3558-BZY— Vol.  VIII— B.Q.— 33-18 
8154,  Lot  3,  N.B.  3385-61.  ~ 

255th 

Street, 

Block 

3359-BZY— Vol.  VIII— B.Q.— 33-16 
8154,  Lot  4,  N.B.  3386-61. 

255th 

Street, 

Block 

3560-BZY— Vol.  VIII— B.Q.— 33-02 
f  8154,  Lot  8,  N.B.  3387-6L 

255th 

Street, 

Block 

2577-BZY — Vol.  IX — B.Bx. — 931  to  933  Morris  Park 
|  Avenue,  Block  4124,  Lots  38,  39,  N.B.  2854-61. 

L' - 

2575-BZY — Vol.  IX — B.Bx. — 1184  Rhinelander  Avenue, 
Block  4202,  Lot  4,  N.B.  2742-61. 

I| 


2576-BZY — Vol.  IX — -B.Bx. — 1188  Rhinelander  Avenue, 
I  Block  4202,  Lot  5,  N.B.  2741-61. 


DESIGNATIONS:  D — Department  of  Buildings;  B.B. — Department 
of  Buildings,  Brooklyn:  B.M. — Department  of  Buildings,  Manhattan; 
B.Q. — Department  of  Buildings,  Queens;  B.R. — ^Department  of  Build¬ 
ings,  Richmond;  B.Bx. — Department  of  Buildings,  Bronx;  H.D. — 
Health  Department;  F.D. — Fire  Department. 


JANUARY  11,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  11,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

713-55-BZ 

APPLICANT — Lama  and  Vassalotti  for  Mobil  Oil  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  December  11, 
1971  and  for  amendment  of  resolution — decision  of  the 
Borough  Superintendent ;  previously  granted  on  condition, 
under  Sections  7e,  7h  and  7i  of  the  Zoning  Resolution,  per¬ 
mitting  in  a  residence  use  district,  the  erection  and  main¬ 
tenance  of  a  gasoline  service  station,  lubritorium,  minor 
repairs  (hand  tools  only),  auto  washing  (non-automatic), 
office,  sales  and  storage  of  motor  accessories,  parking  for 
cars  waiting  to  be  serviced. 

PREMISES  AFFECTED— 181-01  to  181-11  (181-05  offi¬ 
cial)  Horace  Harding  Expressway  and  58-25  to  58-53 
Utopia  Parkway,  northeast  corner  and  58-28  to  58-52 
182nd  Street,  Block  7065,  Lot  8,  Fresh  Meadows,  Borough 
of  Queens. 


59-57-BZ 

APPLICANT — Lama  and  Vassalotti  for  Getty  Oil  Com¬ 
pany,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  November  6, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition,  under  Section  7f,  7i  and  7 A  of  the 
Zoning  Resolution,  permitting  in  a  retail  use  district,  the 
erection  and  maintenance  of  a  gasoline  service  station, 
office,  sales,  storage  room,  lubritorium,  car  washing,  minor 
auto  reoairs,  parking  and  storage  of  motor  vehicles,  sign, 
and  show  window  within  75  ft.  of  residence  use  district. 

PREMISES  AFFECTED— 264-12  to  264-20  Hillside  Ave¬ 
nue  and  84-02  to  84-10  265th  Street,  southwest  corner, 
Block  8794,  Lot  22,  Bellerose,  Borough  of  Queens. 


660-54-BZ 

APPLICANT — Arthur  Levine  for  Sylvia  Glicker,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  July  6,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  con¬ 
dition,  under  Sections  7e,  7h  and  7i  of  the  Zoning  Resolu¬ 
tion,  permitting  in  a  residence  use  district,  the  erection  and 
maintenance  of  a  gasoline  service  station,  lubritorium, 
motor  vehicle  repairs  and  office,  with  business  entrances 
(curb  cuts)  and  signs,  and  to  permit  the  parking  of  motor 
vehicles. 

PREMISES  AFFECTED — 45-04  Bowne  Street  and  142-16 
45th  Avenue,  southwest  corner,  Block  5202,  Lots  6  and  7, 
Flushing,  Borough  of  Queens. 


946-61-BZ 

APPLICANT — Maxfield  Blaufeux  and  Haywood  Blaufeux 
for  Green  Park  Essex,  Incorporated,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance,  which  expired  November  8, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  in  an  existing 
six  (6)  story  multiple  dwelling  and  accessory  garage,  the 
use  of  a  portion  of  the  cellar  for  offices. 
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PREMISES  AFFECTED — 41-02  to  41-26  (41-10  official) 
Bowne  Street,  west  side,  from  41st  Avenue  to  Barclay 
Avenue,  142-34  to  142-52  41st  Avenue,  142-33  to  142-51 
Barclay  Avenue,  Block  5046,  Lot  20,  Flushing,  Borough 
of  Queens. 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 

PREMISES  AFFECTED — 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


496-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Nepturn  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

Laid  over  from  December  21,  1971,  for  hearing. 


473-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Washington 
Square  Professional  Building,  Incorporated,  owner. 

SUBJECT — Application  July  7,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-01  (b)  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  R7-2  district,  the 
conversion  of  an  existing  seven  story  building  from  resi¬ 
dential  use  to  medical  and  dental  offices  with  accessory 
laboratories. 

PREMISES  AFFECTED — 31  Washington  Square  West, 
west  side,  45  feet  north  of  Washington  Place,  Block  552, 
Lot  61,  Borough  of  Manhattan. 


512-71-BZ 

APPLICANT — Geoffrey  E.  Fulton  for  Bernstein  and  Bern¬ 
stein,  owner ;  WNJU-TV  A  Division  of  Screen  Gems 
Stations,  Incorporated,  lessee. 

SUBJECT — Application  July  26,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  73-30  of  the  Zoning 
Resolution,  to  permit  in  an  R8  district,  on  the  existing  17 
story  multiple  dwelling,  the  installation  of  television  an¬ 
tennas  and  a  television  bulkhead  and  tower. 

PREMISES  AFFECTED — 1020  Grand  Concourse,  south¬ 
east  corner  of  East  165th  Street,  Block  2461,  Lot  94,  Bor¬ 
ough  of  The  Bronx. 


547-71-BZ 

APPLICANT — Philip  P.  Agusta  and  Frank  J.  Meier  for 
Benjamin  Nedbor,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-50  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C8-1  district,  the  erection  of 
a  one  story  warehouse  that  encroaches  on  the  required  yard 
along  a  district  boundary. 


PREMISES  AFFECTED — 61-10  Maurice  Avenue,  east 
side,  49.08  feet  north  of  61st  Street,  Block  2371,  Lots  112 
and  120,  Maspeth,  Borough  of  Queens. 


592-71-BZ 

APPLICANT — Albert  Melniker  for  The  Russo  Agency, 
Incorporated,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion  to  permit  in  an  R3-2  and  R2  district,  the  erection  of  a 
second  floor  to  an  existing  one  story  mixed  building  and  the 
change  in  occupancy  to  medical  and  professional  offices. 

PREMISES  AFFECTED — 1010  Forest  Avenue,  southeast 
corner  of  Raymond  Place,  Block  316,  Lot  27,  Castleton 
Corners,  Borough  of  Richmond. 


615-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Jane  Eyer  Com¬ 
pany  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erection 
of  a  one  story  enlargement  to  an  existing  automotive  ser¬ 
vice  station  with  accessory  uses  previously  before  the 
Board  and  the  installation  of  new  tanks,  pumps  and  signs. 

PREMISES  AFFECTED — 8202  to  8212  7th  Avenue,  south¬ 
west  corner  of  82nd  Street,  Block  6010,  Lot  47,  Borough 
of  Brooklyn. 


471-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Checkerboard 
Properties,  owner;  Humble  Oil  and  Refining  Company, 
lessee. 

SUBJECT — Application  July  2,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-211  and  73-212 
of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district,  the 
erection  and  maintenance  of  an  automotive  service  station 
with  accessory  uses. 

PREMISES  AFFECTED — 118-09  to  118-15  Atlantic 
Avenue,  northwest  corner  of  Lefferts  Boulevard,  Block 
9350,  Lots  32,  34,  35,  and  36,  Richmond  Hill,  Borough  of 
Queens. 

Laid  over  from  December  7,  1971,  for  continued 

hearing. 


269-71-BZ 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 

SUBJECT — Application  April  30,  1971 — decision  of  the  Bor¬ 
ough  Superintendent  under  Section  666,  of  the  New  York 
City  Charter  and  Section  72-21  of  the  Zoning  Resolution 
to  permit  in  an  R3-2  district,  on  a  plot  with  greenhouses, 
the  addition  to  the  uses  to  include  the  sale  of  agricultural 
products  grown  off-site. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  9 23.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

Laid  over  from  December  7,  1971,  for  continued 

hearing. 


270-71-A 

APPLICANT — Albert  Melniker  for  Steven  and  Harry 
Markos,  owner. 
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SUBJECT — Application  April  30,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  building  area  ex¬ 
ceeds  the  tabular  limits. 

PREMISES  AFFECTED — 1811  Richmond  Avenue,  east 
side,  923.77  feet  south  of  Victory  Boulevard,  Block  2030, 
Lot  68,  Bulls  Head,  Borough  of  Richmond. 

529-71-BZ 

APPLICANT — Leo  D.  Fakler  for  DGGV  Realty  Corpora- 

Etion,  owner. 

SUBJECT — Application  August  4,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a  one 
story  and  cellar  supermarket  with  accessory  parking  in  the 
open  area. 

PREMISES  AFFECTED— 84-12  97th  Avenue,  southeast 
corner  of  84th  Street,  Block  9055,  Lots  1  and  14,  Ozone 
Park,  Borough  of  Queens. 

Laid  over  from  December  7,  1971  for  continued 
s  hearing. 


!  574-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Soufer  and 
Shayani,  Incorporated,  owner. 

|  SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  72-20  and  73-50 
of  the  Zoning  Resolution,  to  permit  in  a  Cl-2  district, 
the  erection  of  a  two  story  enlargement  to  an  existing 
retail  store  building  and  the  addition  to  the  uses  to  in¬ 
clude  catering  establishment  and  restaurant  with  cabaret 
that  has  less  than  the  required  accessory  parking  and 
loading  and  encroaches  on  the  required  yard  along  a 
district  boundary. 

PREMISES  AFFECTED— 112-47  to  113-15  Queens  Boule¬ 
vard.  north  side,  175  feet  west  of  76th  Road,  Block  2264, 
Lot  58,  Kew  Gardens,  Borough  of  Queens. 

Laid  over  from  December  14,  1971,  for  continued 

hearing. 

_ 

682-71-BZ 

APPLICANT — Harry  Simmons  for  Temple  Petach  Tikvah, 
owner;  Ann’s  Community  Play  Center,  Incorporated,  Con¬ 
tract  Vendee. 

SUBJECT— Application  October  20,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  the  enlargement  of 
an  existing  two  story  building  to  be  occupied  as  a  day  care 
I  center  that  increases  the  degree  of  non-compliance  in  lot 
coverage. 

PREMISES  AFFECTED— 249  to  253  Rochester  Avenue, 
east  side.  60  feet  south  of  St.  John’s  Place,  Block  1386, 
Lot  6,  Borough  of  Brooklyn. 

Laid  over  from  December  21,  1971,  for  continued 

hearing. 

THOMAS  F.  GALVIN,  Chairman 


SUBJECT — Application  November  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-412  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  and  R6  district,  the 
enlargement  in  area  of  an  existing  food  manufacturing 
and  freezing  establishment  previously  before  the  Board. 
PREMISES  AFFECTED— 1241  to  1249  Randall  Avenue, 
628  Barretto  Street,  northwest  corner  and  615  Manida 
Street,  Block  2765,  Lots  232,  228  and  227,  Borough  of  The 
Bronx. 

Hearing  closed. 


522-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  cellar  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  minimum  distance 
between  buildings  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner.  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 

Hearing  closed. 


523-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  front  and  side  yard, 
provide  access  to  entrance  hall  for  wheel  chair  individuals. 

PREMISES  AFFECTED — 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

Hearing  closed. 


720-71-BCR 


■ 


JANUARY  11,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon,  January  11, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 


713-71-BZ 

APPLICANT— Edward  J.  Hurley  for  A.  Feltz  and  Sons, 
Incorporated,  owner. 


APPLICANT — Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT — Request  by  letter  dated  October  21,  1971,  Re¬ 
ceived  October  27,  1971  to  modify  Section  504.  (a)  Refer¬ 
ence  Standard  RS  10-3.  Letter  of  November  12,  1971, 
Received  November  16,  1971  requesting  that  letter  of 
October  21,  1971  be  set  aside  at  this  time.  Letter  of 
November  26,  1971  Received  November  29,  1971  requesting 
that  Section  504. (a)  Reference  Standard  RS  10-3  (ACI 
318-1963,  Building  Code  requirements  for  reinforced  con¬ 
crete)  be  modified. 


* 
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662-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ponte  Land  Corporation. 
SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 270  to  271  West  Street  and  37 
to  39  Desbrosses  Street,  southeast  corner,  Block  223,  Lot  9, 
Borough  of  Manhattan. 


663-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES- — Ponte  Land  Corporation. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 33  to  35  Desbrosses  Street, 
south  side,  85  feet  west  of  West  Street,  Block  223,  Lots 
11  and  12,  Borough  of  Manhattan. 


480-71-A 

APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 

SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot 
9,  Borough  of  Manhattan. 


698-71-A 

APPLICANT — Brody  and  Bell  Associates  for  Jet-Start 
Corporation,  owner. 

SUBJECT — Application  October  28,  1971 — review  of  Fire 
Department  Regulations  Covering  Pressurized  Products 
re-  (Jet-Start  Starting  Fluid  Injection  System). 


708-71-A 

APPLICANT — C  and  C  Laboratories,  owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of.  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Put-Away  in  4  ounce  Poly 
Vinyl  Chloride  containers  not  in  compliance  with  the 
regulations  of  the  Administrative  Code  of  New  York  City. 


712-71-A 

APPLICANT — Frank  A.  Vaccaro  for  Nat  Di  Martino, 
owner. 

SUBJECT — Application  November  3,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 240  Sommer  Avenue,  south  side, 
180.00  feet  west  of  Graham  Avenue,  Block  2217,  Lots  10, 
and  52,  Bulls  Head,  Borough  of  Richmond. 


714-71-A 

APPLICANT — Penray  Company,  owner. 

SUBJECT— Application  November  5,  1971— appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  flam¬ 
mable  mixture  known  as  Nox-Ice  in  12  ounce  metal  cans 
with  rip-top  not  in  compliance  with  the  regulations  of  the 
Administrative  Code  of  New  York. 


727- 71-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Century  Villa  Incorporated,  owner. 

SUBJECT — Application  November  17,  1971 — appeal  from  a 
decision  of  the  Borough  Suerintendent  re-  full  time  paid 
attendant  for  thirteen  cars,  portion  of  building  is  less  than 
8%  of  the  total  perimeter. 

PREMISES  AFFECTED — 9515  Avenue  N,  north  side, 
102.10)4  feet  west  of  East  96th  Street,  Block  8279,  Lot  6, 
Borough  of  Brooklyn. 

728- 71-A 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Century  Villa  Incorporated,  owner. 

SUBJECT — Application  November  17,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  full  time  paid 
attendant  for  thirteen  cars,  portion  of  building  is  less  than 
8%  of  the  total  perimeter. 

PREMISES  AFFECTED — 9516  Avenue  M,  south  side, 
103.5)4  feet  east  of  East  95th  Street,  Block  8279,  Lot  43, 
Borough  of  Brooklyn. 


772-71-A 

APPLICANT — Penray  Company,  owner. 

SUBJECT  Application  December  17,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  packaging  of  com¬ 
bustible  mixture  known  as  Penray  5  Minute  Engine 
Cleaner  in  sealed  metal  can,  32  fluid  ounce  not  in  compli¬ 
ance  with  the  regulations  of  the  Administrative  Code  of 
New  York  City. 

THOMAS  F.  GALVIN,  Chairman 


JANUARY  18,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  18,  1972,  at  10  o’clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

163-49-BZ 

APPLICANT — Jack  Poms  for  Jomar  Realty,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  June  29,  1970 — decision  of 
the  Borough  Superintendent;  previously  granted  on  condi¬ 
tion,  under  Section  7h  of  the  Zoning  Resolution,  permit¬ 
ting  in  a  residence  use  district,  the  parking  of  more  than 
five  motor  vehicles  (no  fee  to  be  charged)  for  customers 
and  employees  of  adjacent  stores. 

PREMISES  AFFECTED— 61-12  to  61-22  186th  Street, 
west  side,  100  feet  south  of  Horace  Harding  Boulevard, 
Block  7074,  Lot  ll,_Flushing,  Borough  of  Queens. 


437-56-BZ 

APPLICANT — Lama  and  Vassalotti  for  Tremarco  Corpo¬ 
ration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  11, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Sections  21  and  7e  of  the 
Zoning  Resolution,  permitting  in  a  residence  use,  E-l  area 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubrication,  office  and  accessory 
sales,  minor  repairs  with  hand  tools  only. 
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PREMISES  AFFECTED — 148-20  Cross  Island  Parkway, 
west  side,  102.67  feet  south  of  14th  Avenue,  Block  4645, 
Lot  3,  Whitestone,  Borough  of  Queens. 


906-50-BZ — Vol.  II 

APPLICANT — Lama  and  Vassalotti  for  Martin  Siegel, 
owner. 

SL'BJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  11, 
1971— -decision  of  the  Borough  Superintendent,  under  Sec¬ 
tions  7f,  7i  and  7 A  of  the  Zoning  Resolution,  permitting  in 
a  retail  use  district,  the  proposed  change  of  use  from 
parking  and  storage  of  motor  vehicles  to  auto  showroom, 
new  and  used  cars,  gasoline  service  station,  lubritorium, 
minor  auto  repairs,  car  washing,  office  and  sales,  storage, 
parking  and  storage  of  motor  vehicles,  proposed  show 
windows,  signs,  curb  cuts  within  75  feet  of  the  residence 
use  district. 

PREMISES  AFFECTED — 8101-8111  3rd  Avenue  and  302- 
312  81st  Street,  southeast  corner,  Block  5997,  Lot  7  (form¬ 
erly  Lots  7  and  11),  Borough  of  Brooklyn. 

|  _ 

1085-61-BZ 

APPLICANT — Louis  B.  Santangelo  for  Ralph  Giannone, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  21, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  area  for  the  non-transient  parking  and 
storage  of  pleasure  type  automobiles. 

PREMISES  AFFECTED — 3523  Hull  Avenue,  west  side, 
133.4  feet  south  of  East  211th  Street,  Block  3356,  Lots  101 
and  103,  Borough  of  The  Bronx. 


527-71-BZ 

,  APPLICANT — Dominick  T.  Farruggio  for  Guy  Volpe, 
\  owner. 

SUBJECT — Application  August  2,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R5  district,  the  erection  of  a  one  story 
enlargement  to  a  two  family  dwelling  that  encroaches  on 
the  required  rear  yard. 

PREMISES  AFFECTED— 1760  57th  Street,  south  side, 
200.0  feet  west  of  18th  Avenue,  Block  5498,  Lot  30,  Bor- 
;  ough  of  Brooklyn. 

Laid  over  from  December  7,  1971,  for  hearing,  at  the 
request  of  the  applicant;  previously  inspected. 

— 

595-71-BZ 

APPLICANT — Louis  Perretta,  owner. 

1  SUBJECT — Application  September  1.  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  mezzanine  building  for  use  as  a  contractor’s 
establishment  with  accessory  repairs. 

PREMISES  AF FECTED — 5312  21st  Avenue,  west  side,  100 
;  feet  south  of  53rd  Street,  Block  5495,  Lot  1143,  Borough  of 
Brooklyn. 

Laid  over  from  December  7,  1971,  for  hearing,  at  the 
request  of  the  community  planning  board;  previously 
inspected. 


597-71-BZ 

APPLICANT — Larry  Meltzer  for  Abe  Rothstein,  owner. 

SUBJECT — Application  September  2,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
two  story,  one  family  dwelling  that  encroaches  on  the 
required  side  yard. 

PREMISES  AFFECTED— 1598  East  98th  Street,  west  side. 
180  feet  north  of  Seaview  Avenue,  Block  8300,  Lot  84, 
Borough  of  Brooklyn. 

Laid  over  from  December  7,  1971,  for  hearing,  at  the 
request  of  the  community  planning  board;  previously 
inspected. 


443-71-BZ 

APPLICANT — Stanley  H.  Klein  for  George  and  Mary 
Polakovich,  owner. 

SUBJECT — Application  June  23,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  in  an  existing 
three  story  building,  the  conversion  of  the  first  floor  store 
to  a  printing  shop. 

PREMISES  AFFECTED — 124-13  Jamaica  Avenue,  north 
side,  20.06  feet  west  of  125th  Street,  Block  9278,  Lot  74, 
Richmond  Hill,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


517-71-BZ 

APPLICANT — Aaron  Halpern  for  Milton  Bassin,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  72-21  and  73-63  of  the 
Zoning  Resolution,  to  permit  in  an  R3-2  district,  the  ex¬ 
tension  in  use  of  an  existing  plastics  manufacturing  estab¬ 
lishment  and  the  erection  of  a  second  floor  for  residential 
use  that  creates  non-compliance  in  floor  area  ratio  and 
encroachment  into  the  front  and  side  yards. 

PREMISES  AFFECTED — 139-20  109th  Avenue,  southwest 
corner  of  141st  Street,  Block  10069,  Lot  125,  Jamaica, 
Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


555-71-BZ 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 
SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  tailoring  and  dry 
cleaning  establishment. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side, 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67, 
Castleton  Corners,  Borough  of  Richmond. 

Laid  over  from  December  14,  1971,  for  hearing. 


556-71-A 

APPLICANT — Albert  Melniker  for  Joseph  Guido,  owner. 
SUBJECT — Application  August  19,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED — 432  Manor  Road,  west  side 
43.38  feet  south  of  Joan  Place,  Block  370,  Lot  67,  Castleton 
Corners,  Borough  of  Richmond. 
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587-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 147-17  34th  Avenue,  north  side, 
2.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flush¬ 
ing,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


590-7 1-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971. — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT— Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 


ing  Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  front 
yard. 

PREMISES  AFFECTED— 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


581-71-BZ 

APPLICANT — Larry  Meltzer  for  Mrs.  J.  Serpico,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R2  district,  the  enlarge¬ 
ment  in  area  of  the  second  floor  of  a  one  family  dwelling 
that  increases  the  degree  of  non-compliance  in  floor  area 
ratio,  open  space  ratio  and  encroachment  into  the  required 
side  and  rear  yards. 

PREMISES  AFFECTED — 3581  Bedford  Avenue,  east  side, 
300  feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough 
of  Brooklyn. 

Laid  over  from  December  21,  1971,  for  hearing. 

275-71-BZ 

APPLICANT — Frank  A.  Vaccaro  for  Frank  Mulligan, 
owner. 

SUBJECT — Application  April  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Setion  72-21  of  the  Zoning 
Resolution  to  permit  in  an  R3-2  district,  the  maintenance 
of  a  one  story  enlargement  to  an  existing  one  family  dwell¬ 
ing  that  increases  the  degree  of  non-compliance  within  the 
rear  yard. 

PREMISES  AFFECTED — 41  Milbank  Road,  north  side, 
207.33  feet  west  of  Cedar  Grove  Avenue,  Block  4091,  Lot 
13,  New  Dorp,  Borough  of  Richmond. 


546-71-BZ 

APPLICANT — Vito  J.  Tricarico  for  Robert  P.  Marrone, 
d/b/a  Glen  Terrace  Caterers,  owner. 

SUBJECT — Application  August  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  Cl -2  district,  the  erection  of  a 
two  story  enlargement  to  an  existing  catering  establish¬ 
ment  previously  before  the  Board. 

PREMISES  AFFECTED — 5305  to  5317  Avenue  N,  1564 
to  1574  East  54th  Street,  northwest  corner  and  1599  East 
53rd  Street,  Block  7878,  Lot  1,  Borough  of  Brooklyn. 


585-71-BZ 

APPLICANT — Maxfield  Blaufeux  and  Heywood  Blaufeux 
for  Alphonse  and  Catherine  Licata,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R4  district,  the  maintenance  of  an 
accessory  garage  to  a  two  family  dwelling  that  encroaches 
on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — (1216  to  1218  official)  1226 
East  92nd  Street,  west  side,  264.13/8  feet  north  of  Avenue 
J,  Block  8199,  Lot  59,  Borough  of  Brooklyn. 


674-71-BZ 

APPLICANT — George  Fuchs  for  White  Castle  Systems 
Incorporated,  owner. 
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SUBJECT — Application  October  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Sections  72-01  and  72-21  of  the 
Zoning  Resolution,  to  permit  in  a  C8-2  district,  at  an  exist¬ 
ing  drive-in  refreshment  stand  the  installation  of  accessory 
business  signs  that  exceed  the  surface  area  along  a  district 
^  boundary. 

PREMISES  AFFECTED — 446  Utica  Avenue,  northwest 
corner  of  East  New  York  Avenue,  Block  1430,  Lot  34,  Bor- 
i  ough  of  Brooklyn. 


737-71-BZ 


APPLICANT — Joseph  C.  Schmitt  for  New  York  City  Board 
of  Education  Office  of  School  Building,  owner. 

SUBJECT — Application  November  29,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  73-19  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml-1  district,  the  erection 
of  a  three  story  and  basement  public  school. 

|*  PREMISES  AFFECTED — 1666  Hancock  Street,  southeast 
corner  of  Cypress  Avenue,  Block  3549,  Lot  44,  Ridgewood, 
Borough  of  Queens,  Community  Board  #5. 

758-71-BZ 

■ 

I  APPLICANT — Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  211  East  70th  Street  Company,  owner. 

SUBJECT — Application  December  10,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R8  and  Cl-9  district,  the  erection 
of  a  34  story  multiple  dwelling  that  exceeds  the  permitted 
floor  area  ratio,  has  less  than  the  required  open  space 
ratio  and  lot  area  per  room  in  the  R8  district  and  pene- 

’  trates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 204  to  220  East  71st  Street, 
north  side,  80  feet  east  of  Third  Avenue,  and  205  to  215 
East  70th  Street,  Block  1425,  Lot  5,  Borough  of  Man¬ 
hattan.  Community  Board  # 8 . 

408-71-BZ 

APPLICANT — Hector  Ferreras  for  Dombar  Company  In¬ 
corporated,  owner. 

SUBJECT — Application  June  11,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Rl-2  district  the  erection  of  a 
two  story  and  cellar  garden  type  multiple  dwelling  that 
encroaches  on  the  required  rear  yard  and  exceeds  the  re¬ 
quired  lot  area  per  dwelling  unit. 

PREMISES  AFFECTED — 3988  Richmond  Avenue,  south¬ 
west  corner  of  Oakdale  Street,  Block  5325,  Lot  1,  Elting- 

1  ville,  Borough  of  Richmond. 

.  Laid  over  from  December  7,  1971,  for  inspection  and 

continued  hearing;  applicant  to  file  additional  informa¬ 
tion. 


457-71-BZ 

I  APPLICANT — Dominick  Salvati  and  Son  for  Ment  Broth- 
>  ers  Iron  Works,  owner. 


i 

h 


SUBJECT — Application  June  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  Ml-1  district,  at  an  existing 
steel  produce  manufacturing  and  fabrication  plant,  the 
storage  of  finished  products  in  the  open  area. 


!  PREMISES  AFFECTED— 144  Pilling  Street,  east  side,  100 
feet  south  of  Central  Avenue,  Block  3458,  Lot  32,  Borough 
of  Brooklyn. 

Laid  over  from  December  7,  1971,  for  continued  hear¬ 
ing;  applicant  to  file  additional  information;  previously 
inspected. 


485-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Vincent  Penna 
d./b/a  Banner  Industrial  Services  and  Carole  Maintenance 
Corporation,  owner. 

SUBJECT — Application  July  13,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  building  for  use  as  a  contractor’s  establishment 
that  exceeds  the  permitted  floor  area  ratio,  has  less  than 
the  required  open  space  ratio,  encroaches  on  the  required 
front,  side  and  rear  yards  and  penetrates  the  sky  exposure 
plane. 

PREMISES  AFFECTED— 146-19  to  146-23  228th  Street, 
east  side,  175  feet  south  of  146th  Avenue,  Block  13462, 
Lots  50  and  53,  Springfield  Gardens,  Borough  of  Queens. 

Laid  over  from  December  14,  1971,  for  continued  hear¬ 
ing. 

578-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Felicia  Schenkel, 
owner. 

SUBJECT — Application  August  26,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412,  73-211 
and  73-212  of  the  Zoning  Resolution,  to  permit  in  a  C2-3 
district,  on  a  plot  with  two  existing  automotive  service 
stations,  the  reconstruction  to  provide  for  one  automotive 
service  station  with  accessory  uses. 

PREMISES  AFFECTED — 833  to  847  4th  Avenue,  south¬ 
east  corner  of  30th  Street,  Block  673,  Lots  1  and  5,  Bor¬ 
ough  of  Brooklyn. 

Laid  over  from  December  14,  1971,  for  continued  hear¬ 
ing. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates  the 
sky  exposure  plane. 

PREMISES  AFFECTED — 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

Laid  over  from  December  21,  1971,  for  continued 

hearing. 


THOMAS  F.  GALVIN,  Chairman 


JANUARY  18,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
T uesday  afternoon,  January  18,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 


451-71-BZ 

APPLICANT — Charles  M.  Spindler  for  Sun  Oil  Company, 
owner  Carl  Kuntzler,  lessee. 

SUBJECT — Application  June  17,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  enlargement  in 
lot  area  and  floor  area  of  an  existing  automotive  service 
station  previously  before  the  Board. 
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PREMISES  AFFECTED— 1771  to  1791  Bay  Ridge  Avenue, 
northwest  corner  of  18th  Avenue,  Block  6215,  Lot  47, 
Borough  of  Brooklyn. 

Hearing  closed. 


166-71-BZ 

APPLICANT — Charles  M.  Shapiro  and  Sons  for  Larry 
Lawrence,  owner. 

SUBJECT — Application  March  18,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  11-413  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  in  an  exist¬ 
ing  one  story  auto  repair  shop  previously  before  the  Board, 
the  addition  to  the  uses  to  include  body  repairs. 

PREMISES  AFFECTED— 3413  to  3415  Fort  Hamilton 
Parkway,  south  side,  150  feet  east  of  Chester  Avenue, 
Block  5303,  Lot  15,  Borough  of  Brooklyn. 

Hearing  closed. 

94-70-SM 

APPLICANT — Cultique  Marble  Products,  Ltd.,  Vanity  Top 
with  integral  bowl. 


744-70-SM 

APPLICANT — Bonded  Products,  Incorporated,  Plastic  line 
for  damaged  bathtubs. 


149-71-SA 

APPLICANT — Cleaver-Brooks  Division,  Natural  gas  fired 
high  and  low  pressure  steam  or  hot  water  boilers. 


150-71-SA 

APPLICANT — Cleaver-Brooks  Division,  No.  2  oil  fired 
high  and  low  pressure  steam  or  hot  water  boilers. 


151-71-SA 

APPLICANT — Cleaver- Brooks  Division,  Natural  gas  and 
No.  2  oil  fired  high  and  low  pressure  steam  or  hot  water 
boilers. 


333-71-SA 

APPLICANT — Kohler  Company,  Sanitary  showers  and 
bathtub. 

380-71-SA 

APPLICANT — Gearmatic  Company,  Ltd.,  Wedge. 

432-71-SM 

APPLICANT — Bethlehem  Steel  Corporation,  Open  and 
closed  swaged  wire  rope  sockets. 


631-71-SA 

APPLICANT — American  Super  Heater  Company,  Division 
of  AFE  Industries,  Incorporated,  Portable  space  heaters. 


659-71-SA 

APPLICANT — Fraser  Laundry  Equipment  Company, 
Washer-extractor. 


684-71-SA 

APPLICANT — Harvest  Consolidated  Industries,  Coin-op¬ 
erated  and  non-coin  operated  dry  cleaning  machines. 


685-71-SM 

APPLICANT — Gibson-Homans  Company,  Roof  covering. 


687-71-SA 

APPLICANT — National  Riverside  Company,  Space  Heater. 


699-71-SA 

APPLICANT — Husky  Corporation,  Gasoline  line  nozzle. 


484-71-SM 

APPLICANT — Automotive  and  Diesel  Parts  Company, 
Crane  Safety  Device. 


228-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commisioner. 
OWNER  OF  PREMISES — Mor-Ben  Company. 

SUBJECT — Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 3358  to  3370  Atlantic  Avenue, 
south  side,  76  feet  west  of  Crescent  Street,  Block  4162,  Lot 
18,  Borough  of  Brooklyn. 


232-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Irving  Borenstein. 

SUBJECT — Application  April  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 5003  to  5009  13th  Avenue,  east 
side,  40  feet  south  of  50th  Street,  Block  5649,  Lot  8, 
Borough  of  Brooklyn. 


449-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 


664-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 343  to  347  Kingsland  Avenue, 
west  side,  180  feet  north  of  268  Monitor  Street,  Block  2608, 
Lot  82,  Borough  of  Brooklyn. 


665-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
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PREMISES  AFFECTED— 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 


667-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES— Berry  Box  Company,  Incor¬ 
porated. 

SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 


924-68- A — V ol.  II 

APPLICANT— Lama  and  Vassalotti  for  Thrift  Furniture 
Corporation,  owner. 

SUBJECT— Application  October  28,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 47  to  49  West  14th  Street,  north 
side,  220  feet  east  of  Avenue  of  the  Americas,  Block  816, 
Lot  13,  Borough  of  Manhattan. 


652-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT— Application  October  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 515  Oder  Avenue,  east  side, 

195.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 


653-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUB  TECT— Application  October  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 517  Oder  Avenue,  east  side, 

223.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  18, 
Fox  Hills,  Borough  of  Richmond. 


654-71-A 

APPLICANT — Hector  Ferreras  for  Marvin  Klein,  owner. 
SUBJECT— Application  October  6,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 521  Oder  Avenue,  east  side, 

251.46  feet  south  of  Baltic  Avenue,  Block  3170,  Lot  15, 
Fox  Hills,  Borough  of  Richmond. 


670-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Haredi  Realty  Corporation. 
SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 108-02  Otis  Avenue,  northeast 
corner  of  Van  Cleef  Street,  Block  1962,  Lot  1,  Corona, 
Borough  of  Queens. 


671-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— J.  Eis  and  Sons  Appliances  In¬ 
corporated. 


SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 539  to  541  East  6th  Street, 
north  side  90  feet  west  of  Avenue  B,  Block  402,  Lots  45 
and  46,  Borough  of  Manhattan. 


672-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Fanny  Oloff. 

SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 753  to  755  Grand  Street,  north 
side,  146  feet  west  of  Humboldt  Street,  Block  2783,  Lot 
34,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


JANUARY  25,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  morning,  January  25,  1972,  at  10  o  clock  at  80 
Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
following  matters : 

31-51-BZ — Vol.  I 

APPLICANT— Max  Wechsler  for  Canal-Randolph  Cor¬ 
poration,  owner. 

SUBJECT— Application  for  consideration— reopening  for  ex¬ 
tension  of  term  of  variance  which  expires  March  6,  1972 — 
decision  of  the  Borough  Superintendent ;  previously  granted 
on  condition  under  Section  7h  and  Section  21  of  the  Zon¬ 
ing  Resolution,  permitting  in  a  business  use  district  the 
erection  and  maintenance  of  a  storage  garage  for  more 
than  five  motor  vehicles ;  and  to  permit  the  open  parking 
and  storage  of  motor  vehicles  on  the  roof  of  proposed 
building  and  on  the  roof  of  the  substructure  at  grade 
level. 

PREMISES  AFFECTED— 2425  Sedgewick  Avenue,  west 
side,  459.77  feet  north  of  Landing  Road  and  West  Fordham 
Road,  Block  3226,  Lot  193,  Borough  of  The  Bronx. 


326-41-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Margharita 
Boccia,  owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  January  17, 
1972 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7e  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  continued 
use  of  a  frame  building  for  7  car  garage. 

PREMISES  AFFECTED— 2222  Homecrest  Avenue,  west 
side,  180  feet  south  of  Avenue  V,  Block  7372,  Lot  16,  Bor¬ 
ough  of  The  Bronx. 


137-56-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  Frank  Ward, 
owner. 

SUBJECT— Application  for  consideration— reopening  for 
extension  of  term  of  variance  which  expires  January  30, 
1972— decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  dis¬ 
trict,  the  maintenance  of  a  parking  lot  for  the  non  transient 
parking  of  motor  vehicles,  pleasure  car  type. 

PREMISES  AFFECTED— 238-240  McDougal  Street,  south 
side,  100  feet  east  of  Rockaway  Avenue,  Block  1534,  Lot 
7,  Borough  of  Brooklyn. 
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557-71-BZ 


560-71-BZ 


APPLICANT — Albert  Melniker  for  Park  Tysen  Associates, 
owner;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  a  C4-1  district,  in  an  eating  and  drink¬ 
ing  establishment  the  change  in  use  of  the  entertainment 
room  to  a  penny  arcade. 

PREMISES  AFFECTED — 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 

Laid  over  from  December  21,  1971,  for  hearing. 


APPLICANT— Donald  D.  Fisher  for  LaRosa  Baking  Cor¬ 
poration,  217  Grace  Corporation,  80  Grove  Street  Corpora¬ 
tion,  owners. 


-  —  -  ^ — decision  or  the 

Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  the  erection 
ot  a  one  story  enlargement  to  an  existing  food  products 
processing  establishment  (bakery). 

PREMISES  AFFECTED — 209  to  213  Elizabeth  Street,  16 
1°  lb  PrJn(;e  Street,  southwest  corner,  and  232  Mott. 

Manhattan°Ck  ^  ^  U’  19 ’  21,  and  20’  BorouSh  of 


580-71-BZ 

APPLICANT  Harold  Weinberg  for  Beth  Abraham  of 
rlatlands  Industries,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  and  cellar  enlargement  to  an  existing  synagogue 
that  encroaches  on  the  required  side  yard  and  without  the 
required  accessory  parking. 

PREMISES  AFFECTED— 944  East  84th  Street,  west  side 
330.0  feet  south  of  Flatlands  Avenue,  Block  8020,  Lot  55’ 
Borough  of  Brooklyn. 

Laid  over  from  December  21,  1971,  for  hearing. 


606-71-BZ 


McGee  and  Morsellino  for  Spring  Belt 
Kealty  Corporation,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  73-211  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C2-2  district,  the  erection 
and  maintenance  of  an  automotive  service  station  with 
accessory  uses. 


a.  nrrntllilJ — ' 


,  - - - -  j.-r  uuuui  ^uuuuh  venue. 

southwest  corner  of  222nd  Street,  Block  13491,  Lots  38, 
4U-  41  and  43,  Springfield  Gardens,  Borough  of  Queens. 


608-71-BZ 


616-71-BZ 

APPLICANT— McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner;  Shell  Oil  Company,  lessee. 

SUBJECT— Application  September  1,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district,  the 
erection  of  a  one  story  enlargement  to  an  existing  automo¬ 
tive  service  station  with  automobile  parts  sales  and  auto 
repairs  previously  before  the  Board. 

PREMISES  AFFECTED — 231-06  Northern  Boulevard 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22’ 
Douglaston,  Borough  of  Queens. 

Laid  over  from  December  21,  1971,  for  hearing. 


502-71-BZ 

APPLICANT— Harold  Weinberg  for  Maxim’s  Incorporated 
owner.  ’ 

SUBJECT  Application  July  20,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  enlargement 
m  area  of  the  first  floor  of  a  two  story  building  and  the 
change  in  occupancy  from  store  and  one  family  dwelling 
to  store.  6 

PREMISES  AFFECTED — 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020  Lot  38 
Borough  of  Brooklyn. 


503-71-A 


APPLICANT — Harold  Weinberg  for  Maxim’s 
owner. 


Incorporated, 


SUBJECT— Application  July  20,  1971— appeal  from  a  de- 
asion  of  the  Borough  Superintendent  re-  class  4  frame 
building,  extension  and  enlargement. 


PREMISES  AFFECTED — 902  East  84th  Street,  south¬ 
west  corner  of  Flatlands  Avenue,  Block  8020,  Lot  38, 
Borough  of  Brooklyn. 


APPLICANT — Louis  Lieberman  for  Max  Weinfeld,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R6  district,  the  conversion 
ot  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 


<0  91  AFpECTED-5408  15th  Avenue,  west  side, 
50.21/8  feet  south  of  54th  Street,  Block  5678,  Lot  38 
Borough  of  Brooklyn. 


609-71-BZ 


.APPLICANT— Louis  Lieberman  for  Alex  Schneck,  owner. 

SUBJECT— Application  September  3,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution  to  permit  in  an  R6  district,  the  conversion 
ot  a  two  family  dwelling  to  a  three  family  dwelling  that 
creates  non-compliance  in  floor  area  ratio  and  open  space 


i/,,  S  AFffpTED— 5410-15*  Avenue,  west  side, 
of  Brook°ynh  °f  ^ H  Street’  Block  5678-  Lot  39’  Bo™ugh 


745-71-BZ 

APPLICANT— Leonard  F.  Rothkrug  for  London  62  Com¬ 
pany,  owner. 

SUBJECT— Application  December  2,  1971— decision  of  the 
Borough  Superintendent,  under  Sections  72-01  and  72-21 
ot  the  Zoning  Resolution,  to  permit  in  a  C4-7  (L)  district 
the  erection  of  a  34  story  mixed  building  that  exceeds  the 
permitted  floor  area  ratio  and  number  of  accessory  parking 
spaces,  has  less  than  the  required  lot  area,  encroaches  on 
the  required  rear  yard  and  tower  setback  and  has  com¬ 
mercial  occupancy  that  exceed  the  use  restrictions  on  the 
first  floor. 

PREMISES  AFFECTED — 1871  to  1879  Broadway  and  38 
to  40  West  62nd  southwest  corner,  Block  1114,  Lot  5, 
Borough  of  Manhattan.  Community  Board  #7. 
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761-71-BZ 

APPLICANT — Norman  Reiffman  for  Arthur  J.  D’Urso, 
owner. 

SUBJECT— Application  December  13,  1971— decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  R3-2  district  the  erection  of  a 
two  story  and  cellar  office  building  with  accessory  parking 
in  the  open  area. 

PREMISES  AFFECTED— 100  North  Cannon  Avenue, 
north  side,  100  feet  southwest  of  Gower  Street,  Block  714, 
Lot  100,  Cloves  Lake,  Borough  of  Richmond.  Community 
Board  #1. 


414-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 

hearing. 


415-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-28  144th  Street,  southwest 
corner  of  22nd  Road,  Block  4249,  Lot  43,  Whitestone,  Bor¬ 
ough  of  Queens. 


416-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44.  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued  hear¬ 
ing. 


417-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in  bed 
of  a  mapped  street. 

PREMISES  AFFECTED— 22-30  144th  Street,  west  side, 

21.5  feet  south  of  22nd  Road,  Block  4249,  Lot  44,  White¬ 
stone,  Borough  of  Queens. 


418-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 


SUBJECT — Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two-family  dwelling. 
PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 
hearing. 


419-71-A 

APPLICANT — Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT — Application  June  15,  1971 — filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-32  144th  Street,  west  side, 

42.5  feet  south  of  22nd  Road,  Block  4249,  Lot  45,  White¬ 
stone,  Borough  of  Queens. 


420-71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 
PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 
hearing. 


421-71-A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 

PREMISES  AFFECTED— 22-34  144th  Street,  west  side, 

63.5  feet  south  of  22nd  Road,  Block  4249,  Lot  46,  White¬ 
stone,  Borough  of  Queens. 


422- 71-BZ 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  inclusion  of 
that  portion  of  the  lot  within  the  bed  of  the  mapped  street 
for  the  lot  area  requirement  of  a  two  family  dwelling. 

PREMISES  AFFECTED— 22-36  144th  Street,  west  side, 

84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White¬ 
stone,  Borough  of  Queens. 

Laid  over  from  November  23,  1971,  for  continued 

hearing. 

423- 71- A 

APPLICANT— Ingram  S.  Carner  for  The  Volunteers  of 
America  Incorporated,  owner. 

SUBJECT— Application  June  15,  1971— filed  pursuant  to 
Section  35,  Article  3,  General  City  Law  re-  building  in 
bed  of  a  mapped  street. 
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AFFECTED — 22-36  144th  Street,  west  side, 
84.5  feet  south  of  22nd  Road,  Block  4249,  Lot  47,  White- 
stone,  Borough  of  Queens. 


2768-BZY — Vol.  IX— B.Q.- 
1628,  Lot  21,  N.  B.  8303-61. 


-98-11  44th  Avenue,  Block 


544-71-BZ 

APPLICANT — Buckley  and  Kisseloff  for  Michael  Garofane 
owner. 

SUBJECT— Application  August  13,  1971— decision  of  the 
Borough  Superintendent  under  Section  666  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Resolu¬ 
tion,  to  permit  in  an  R3-2  district,  the  erection  of  a  two 
story  and  basement  two  family  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio,  lot  area  per  room  with  accessory  parking  and 
porch  within  the  front  yard  and  exceeds  the  aggregate 
width  of  the  street  wall. 

PREMISES  AFFECTED— 5603  Avenue  M,  1246-1288  East 
57th  Street,  northwest  corner  and  1345-1389  East  56th 
Street,  Block  7854,  Lot  1,  Borough  of  Brooklyn. 

Laid  over  from  December  14,  1971,  for  continued 

hearing. 


559-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Greater  New  York 
Corporation  of  Seventh  Day  Adventists,  owner. 

SUBJECT  Application  August  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
story  office  building  with  accessory  parking  and  with  curb 
cut  within  50  feet  of  intersecting  streets. 

PREMISES  AFFECTED— 622  to  646  (630  official)  92nd 
^  ^  Dahlgreen  Place,  southeast  corner 

and  152  Battery  Avenue,  Block  6142,  Lot  39,  Borough  of 
Brooklyn. 

Laid  over  from  December  21,  1971  for  continued 
hearing. 


THOMAS  F.  GALVIN,  Chairman 


JANUARY  25,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GFVEN  of  a  public  hearing 
Tuesday  afternoon,  January  25, 1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 


720-71-BCR 

APPLICANT  Joseph  Stein,  P.  E.,  Commissioner,  Depart¬ 
ment  of  Buildings. 

SUBJECT— Request  by  letter  dated  October  21  1971,  Re¬ 
ceived  October  27,  1971  to  modify  Section  504.  (a)  Refer¬ 
ence  .  Standard  RS  10-3.  Letter  of  November  12  1971 
Received  November  16,  1971  requesting  that  let’ter  of 
October  21  1971  be  set  aside  at  this  time.  Letter  of 
November  26,  1971  Received  November  29,  1971  requesting 

Reference  Standard  RS  10-3  (ACI 
>518-1964,  Building  Code  requirements  for  reinforced  con¬ 
crete)  be  modified. 


4381-BZY— Vol.  IX— B.Q.— 28-08  Bayside  Lane,  form- 
5925  612"15  Bayside  Lane’  Block  4889>  Lot  44,  N.  B. 


1163-BZY— Vol.  VIII— B.Q.— 39-60  54th 
west  corner  of  39th  Drive,  N.  B.  2057-61 
Lot  40) 


Street,  south- 
(Block  1238, 


385-BZY — Vol.  VIII — B.Q. — 151-51  138th  Avenue,  north¬ 
west  corner  of  Cranton  Street,  Block  12134,  Lots  31,  33 
35,  42,  9,  12,  14,  26,  28,  N.  B.  7721-61. 


1688-BZY — Vol.  VIII — B.Q. — 118-17  Union 
Block  3334,  Lot  151,  N.  B.  1579-61. 


Turnpike, 


1687-BZY— Vol.  VIII— B.Q.— 118-18  Union 
Block  3335,  Lot  23,  N.  B.  1580-61. 


Turnpike, 


234-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Board  of  Higher  Education. 

SUBJECT  Application  April  13,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 695  Park  Avenue,  northeast 
corner  of  East  68th  Street,  Block  1403,  Lot  1,  Borough 
of  Manhattan. 


668-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Lawrence  Pistone. 

SUBJECT— Application  October  13,  1971— for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 601  East  77th  Street,  southeast 
corner  of  Farragut  Road  and  Ralph  Avenue,  Block  7982, 
Lot  40,  Borough  of  Brooklyn. 


686-71- A 

APPLICANT — Fred  Safran  for  305  Broadway  Corporation, 
owner. 

SUBJECT  Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  cor¬ 
ner  of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 


749-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner 
OWNER  OF  PREMISES— Franklin  Associates. 
SUBJECT— Application  December  6,  1971— Application  for 
Modification  of  Certificate  of  Occupancy  re-  sprinkler  sys¬ 
tems. 

PREMISES  AFrECTED — 141  East  34th  Street,  north  side, 
11a  feet  east  of  Lexington  Avenue,  Block  890,  Lot  30 
Borough  of  Manhattan. 


743-71-A 


APPLICANT— Leonard  F.  Rothkrug  for  Albert  M.  Lyons 

owner.  ’ 

SUBJECT— Application  November  30,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  cellar  apart¬ 
ment. 


AFFECTED — 9  East  10th  Street,  north  side, 
200  feet  east  of  5th  Avenue,  Block  568,  Lot  31,  Borough 
of  Manhattan. 
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733-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Mission  Cristiana 
Bethesda,  owner. 

SUBJECT — Application  November  22,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  proposed 
change  of  use  to  church. 

PREMISES  AFFECTED — 610  Wilson  Avenue,  southwest 
corner  of  Decatur  Street,  Block  3435,  Lot  28,  Borough  of 
Brooklyn. 

736-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  605  Hudson  Cor¬ 
poration,  owner. 

SUBJECT — Application  November  24,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED — 605  Hudson  Street,  west  side, 
50.3  feet  south  of  West  12th  Street,  Block  624,  Lot  17, 
Borough  of  Manhattan. 

THOMAS  F.  GALVIN,  Chairman 

|  - 

FEBRUARY  1,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  February  1,  1972,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 

following  matters : 

377-51-BZ 

!  APPLICANT — Minnie  Roth,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  29, 
1971 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  and  local  retail  use  district, 
the  parking  of  motor  vehicles  for  tenants  and  customers 
(no  fee  to  be  charged). 

PREMISES  AFFECTED— 222-06  to  222-24  Hempstead 
Avenue,  southwest  corner  of  223rd  Street,  Block  11157, 
Lot  20,  Queens  Village,  Borough  of  Queens. 

60-54-BZ — Vol.  II 

APPLICANT — Charles  Costa,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expired  November  7, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Sections  7f  and  7i  of  the  Zoning 
Resolution,  permitting  in  a  retail  use  district,  a  gasoline 
service  station,  lubritorium,  auto  laundry  (non-automatic), 
minor  auto  repair  shop  (with  hand  tools  only),  parking  of 
motor  vehicles  awaiting  service. 

PREMISES  AFFECTED — 904  Burke  Avenue,  southeast 
corner  of  Bronxwood  Avenue,  Block  4574,  Lot  25,  Borough 
of  The  Bronx. 


693-61-BZ 

APPLICANT — Cosmo  Pacetta,  owner. 

'  SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  February  20, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e  and  21  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  E  area 
district,  the  erection  of  a  one  story  building  with  less  than 
the  required  setback  for  an  E  area  district,  and  for  use  as 
a  refreshment  stand  for  the  sale  of  soda,  candy,  cigarettes, 
j  frankfurters  and  sandwiches,  sale  of  fishing  bait  and  tackle, 


boat  rental  and  installation  of  two  gasoline  tanks  and  two 
pumps  for  the  refueling  of  boats. 

PREMISES  AFFECTED — 120  Beach  9th  Street,  east  side 
(361.38  feet  mapped)  366.53  feet  south  of  Seagirt  Avenue, 
Block  15612,  Lot  55,  Far  Rockaway,  Borough  of  Queens. 


314-57-BZ— Vol.  II 

APPLICANT — Frederick  A.  Ketcher  for  Woodycrest  Cor¬ 
poration,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  January  4, 
1972 — decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  mainte¬ 
nance  of  a  parking  lot  for  the  parking  and  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 1227-1229  Woodycrest  Avenue, 
west  side,  146.57  feet  south  of  West  168th  Street,  Block 
2515,  Lots  29  and  37,  Borough  of  The  Bronx. 


565-71-BZ 

APPLICANT — Telchin  and  Campenella  for  Malka  Realty 
Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
shop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 

PREMISES  AFFECTED — 165  to  167  Bowery,  east  side, 
63.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8,  Bor¬ 
ough  of  Manhattan. 

Laid  over  from  December  21,  1971,  for  hearing. 


351-70-BZ 

APPLICANT — Stanley  H.  Klein  for  Queens  Village  Super 
service,  Inc.,  owner. 

SUBJECT — Application  June  5,  1970 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  11-412  of  the  Zoning 
Resolution,  to  permit  in  a  Cl-2  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  automotive  service 
station  structure  previously  before  the  Board. 

PREMISES  ^AFFECTED — 220-14  Jamaica  Avenue,  south 
side,  382.65  feet  east  of  Springfield  Boulevard,  Block 
10789,  Lot  268,  Queens  Village,  Borough  of  Queens. 


764-70-BZ 

APPLICANT — Morton  S.  Cahn  for  Cam-Himm  Wong, 
owner. 

SUBJECT — Application  December  31,  1970 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  a  two 
family  dwelling  that  encroaches  on  the  required  front  yard 
and  rear  yard  and  the  erection  of  a  one  story  and  cellar 
store. 

PREMISES  AFFECTED— 99-11  to  99-13  63rd  Road,  north 
side,  101.73  feet  east  of  99th  Street,  Block  2110,  Lot  58, 
Rego  Park,  Borough  of  Queens. 


594-71-BZ 

APPLICANT — Albert  Melniker  for  Thomas  Paccione, 
owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso- 


CALENDAR 


lution,  to  permit  in  an  R3-2  district,  the  maintenance  of 
an  accessory  garage  to  a  one  family  dwelling,  that  en¬ 
croaches  on  the  required  front  and  side  yards. 

PREMISES  AFFECTED — 40  Giffords  Lane,  northwest 
corner  of  Baltimore  Street,  Block  5436,  Lot  28,  Great 
Kills,  Borough  of  Richmond. 


605-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Hollis  Park 
Nursing  Home,  Incorporated,  owner. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
three  story  enlargement  to  an  existing  nursing  home  that 
creases  non-compliance  in  floor  area  ratio  and  encroach¬ 
ment  into  the  rear  yard. 

PREMISES  AFFECTED — 191-06  Hillside  Avenue,  south¬ 
east  corner  of  191st  Street,  Block  10456,  Lots  12  and  15, 
Hollis,  Borough  of  Queens. 


612-71-BZ 

APPLICANT — Larry  Meltzer  for  Harry  Auster  and  Al¬ 
bert  M.  Warren,  owner,  Humble  Oil  and  Refining  Com¬ 
pany,  lessee. 

SUBJECT — Application  September  3,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  73-211  and  73- 
212  of  the  Zoning  Resolution,  to  permit  in  a  C2-2  district, 
the  enlargement  in  lot  area  and  reconstruction  of  an  auto¬ 
motive  service  station  with  accessory  uses. 

PREMISES  AFFECTED— 179-12  to  179-20  Hillside 
Avenue,  and  88-02  to  88-14  179th  Place,  southwest  corner, 
Block  9914,  Lot  40,  Jamaica,  Borough  of  Queens. 

THOMAS  F.  GALVIN,  Chairman 

V  ’ 


FEBRUARY  1,  1972,  2  P.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 
Tuesday  afternoon  February  1,  1972,  at  2  o’clock  at  80  Lafay¬ 
ette  Street,  9th  floor,  New  York,  N.  Y.  10013,  on  the  fol¬ 
lowing  matters : 

361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Department 
of  Buildings. 

OWNER  OF  PREMISES— David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED— 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25,  Bor¬ 
ough  of  Brooklyn. 


760-71-A 

APPLICANT — Abraham  Grossman  for  Gertrude  W.  Kap¬ 
lan,  owner. 

SUBJECT — Application  December  9,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent,  re-  cellar  apart¬ 
ment. 

PREMISES  AFFECTED — 31  to  33  West  12th  Street, 
north  side,  325  feet  west  of  Fifth  Avenue,  Block  576,  Lot 
56,  Borough  of  Manhattan. 


780-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursu¬ 
ant  to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED— 29  Satterlee  Street,  east  side, 
280  feet  south  of  Amboy  Road,  Block  7945,  Lot  60,  Tot- 
tenville,  Borough  of  Richmond. 


781- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 33  Satterlee  Street,  east  side, 
320  feet  south  of  Amboy  Road,  Block  7945,  Lot  58,  Tot- 
tenville,  Borough  of  Richmond. 

782- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 37  Satterlee  Street,  east  side, 
360  feet  south  of  Amboy  Road,  Block  7945,  Lot  56,  Tot- 
tenville,  Borough  of  Richmond. 


783-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 41  Satterlee  Street,  east  side, 
400  feet  south  of  Amboy  Road,  Block  7945,  Lot  54,  Tot- 
tenville,  Borough  of  Richmond. 


784- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 45  Satterlee  Street,  south  side, 
440  feet  south  of  Amboy  Road,  Block  7945,  Lot  52,  Tot- 
tenville,  Borough  of  Richmond. 

785- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 49  Satterlee  Street,  east  side, 
480  feet  south  of  Amboy  Road,  Block  7945,  Lot  50,  Totten- 
ville,  Borough  of  Richmond. 


786-71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 
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SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — S3  Satterlee  Street,  east  side, 
520  feet  south  of  Amboy  Road,  Block  7945,  Lot  48,  Totten- 
ville,  Borough  of  Richmond. 

787- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 55  Satterlee  Street,  east  side, 
560  feet  south  of  Amboy  Road,  Block  7945,  Lot  45,  Totten- 
ville,  Borough  of  Richmond. 

788- 71-A 

APPLICANT — Frank  A.  Vaccaro  for  HKS  Associates, 
owner. 

I  SUBJECT — Application  December  21,  1971 — filed  pursuant 
to  Section  36,  Article  3,  General  City  Law  re-  building 
not  fronting  legal  street. 

PREMISES  AFFECTED — 59  Satterlee  Street,  east  side, 
600  feet  south  of  Amboy  Road,  Block  7945,  Lot  43,  Totten- 
ville,  Borough  of  Richmond. 

THOMAS  F.  GALVIN,  Chairman 

FEBRUARY  8,  1972,  10  A.M. 

NOTICE  IS  HEREBY  GIVEN  of  a  public  hearing 

Tuesday  morning,  February  8,  1972,  at  10  o’clock  at  80 

Lafayette  Street,  9th  floor,  New  York,  N.  Y.  10013  on  the 
|  following  matters : 

518-71-BZ 

APPLICANT — Maurice  F.  Uslan  for  Frank  Iafrato,  In¬ 
corporated,  owner. 

SUBJECT — Application  July  28,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  construction 
and  maintenance  of  a  parking  lot  for  the  accessory  storage 
of  trucks. 

PREMISES  AFFECTED — 53  Barker  Street,  east  side,  505 
feet  south  of  Woodruff  Lane,  Block  197,  Lot  29,  West  New 
Brighton,  Borough  of  Richmond. 

Laid  over  from  December  14,  1971,  for  hearing. 


39-69-BZ 

APPLICANT — Fred  W.  Raffo  for  Joseph  Darconte  and 
Richard  Hoick  d/b/a  Nelson  Terrace  Incorporated,  owners. 

SUBJECT — Application  January  27,  1969 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  Cl-1  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  building  and  the 
extension  of  the  restaurant  and  cabaret  into  the  adjoining 
structure. 

PREMISES  AFFECTED — 23  A  Nelson  Avenue,  northwest 
corner  of  Locust  Place,  Block  5143,  Lots  1  and  6  (tenta¬ 
tively  combined  to  1),  Great  Kills,  Borough  of  Richmond. 


364-70-BZ — Vol.  II 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  reopened  as  Volume  II  November 
23,  1971 — decision  of  the  Borough  Superintendent,  under 
Section  73-65  of  the  Zoning  Resolution,  to  permit  in  an  R4 
district,  the  erection  of  two  additional  stores  to  an  existing 
three  story  telephone  exchange  that  increases  the  degree 
of  non-conformity  and  non-compliance. 

PREMISES  AFFECTED — 1530  Carroll  Street,  west  side, 
of  Troy  Avenue,  between  Carroll  Street  and  Crown  Street, 
Block  1412,  Lot  35,  Borough  of  Brooklyn. 


715-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  enlargement  to  an  existing  manufacturing 
building  and  the  change  in  occupancy  from  pharmaceutical 
factory  to  paint  repair,  storage  and  accessory  offices. 

PREMISES  AFFECTED — 4901  to  4911  Clarendon  Road, 
and  691  to  701  East  49th  Street,  northeast  corner,  Block 
4760,  Lots  38  and  40,  Borough  of  Brooklyn. 


716-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Federal  Pump  and 
Repair  Company,  Incorporated,  owner. 

SUBJECT — Application  November  5,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  stairs,  live  load. 

PREMISES  AFFECTED — 4901  to  4911  Clarendon  Road, 
691  to  701  East  49th  Street,  northeast  corner,  Block  4760, 
Lots  38  and  40,  Borough  of  Brooklyn. 

THOMAS  F.  GALVIN,  Chairman 


MINUTES 


(Remaining  P.M.  Minutes  of  December  14,  1971) 


588-69- A — Vol.  II 

APPLICANT — Charles  A.  Muller  for  Consolidated  Edison 
Company  of  New  York,  Incorporated. 

SUBJECT — Application  reopened  as  Volume  II,  October  19, 
1971 — appeal  from  a  decision  of  the  Fire  Commissioner 
re-  105,000  gallon  number  2  fuel  oil  tank. 

PREMISES  AFFECTED — 7-02  to  7-68  36th  Avenue  and 
36-04  to  36-46  Vernon  Boulevard,  southwest  corner,  Block 
356,  Lot  1,  Ravenswood,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
September  22,  1971  on  Folder  No.  W801408-9,  reads : 

“In  reference  to  your  letter  of  September  20,  1971  con¬ 
cerning  the  erection  of  a  proposed  105,000  gallon  Num¬ 
ber  2  fuel  oil  tank  to  be  used  for  fueling  four  General 
Electric  turbine  units  at  the  above  premises,  please  be 
advised  that  no  approval  can  be  granted,  as  the  maxi¬ 
mum  size  of  any  above  ground  tank  feeding  an  oil 
burner  system  is  limited  to  100,000  gallons  by  the  Oil 
Burner  Rules  of  the  Board  of  Standards  and  Appeals 
(Rule  6.4.1)  and  Section  C26-1416.3  (e)(1)  of  the  Ad¬ 
ministrative  Code,  and  further,  the  tank  test  required  by 
'Rule  10.3.2.1  (25  psi)  anl  C26:1401.2(a)  (1)  of  the  Ad¬ 
ministrative  Code  was  not  indicated  as  capable  of  being 
met.” 


and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  September  22.  1971,  acting  on  Folder  No.  W801408-9, 
be  and  it  hereby  is  modified  and  that  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  premises  shall  con¬ 
form  to  drawings  marked  “Received  September  29,  1971,”  4 
sheets,  and  on  further  condition  that  the  installation  of  the 
tank  shall  comply  with  the  Bulk  Oil  provisions  of  Chapter 
19  of  the  Administrative  Code,  and  that  all  laws,  rules  and 
regulations  shall  be  complied  with. 


163-71-A 

APPLICANT — Herman  J.  Jessor  for  Rochdale  Village, 
Incorporated,  owner. 

SUBJECT — Application  March  19,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  yard  hydrant  system. 

PREMISES  AFFECTED — Baisley  Boulevard,  Bedell  Street 
and  137th  Avenue,  Block  12495,  Lot  2,  Jamaica,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Herman  J.  Jessor  and  A.  Gussaroff. 

For  Administration:  Lt.  John  P.  Manfredi,  F.  D.  and  Capt. 
John  F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  15,  1968  and  February  18,  1971  on  Order  No.  F-2003-8, 
reads : 

“Provide  a  yard  hydrant  system  in  Shopping  Center 
System  to  consist  of  five  (5)  hydrants,  provided 
with  an  adequate  source  of  water  supply  and  located  as 
follows : 

(a)  One  hydrant  at  Center  of  North  Side. 

(b)  One  Hydrant  at  Center  of  East  Side. 

(c)  One  Hydrant  on  South  side  300'  East  of 
theatre. 

(d)  Two  Hydrants  on  West  side,  one  in  front 
of  theatre  and  one  about  75'  north  of  Post  Office. 
Provide  a  yard  hydrant  system  in  Shopping  Center 

#2  and  Community  Center.  System  to  consist  of  five 
(5)  hydrants,  provided  with  an  adequate  source  of  water 
supply  and  located  as  follows : 

(a).  One  Hydrant  South  of  Shopping  Center 
near  driveway. 

_(b)  One  Hydrant  on  Southwest  corner  of  Com¬ 
munity  Center. 

(c)  One  Hydrant  North  of  Community  Center 
in  front  of  meeting  hall  (Theatre). 

(d)  One  Hydrant  East  of  Community  Center 
approximately  125'  North  of  Siamese  location  on 
East  wall  of  Community  Center. 

(e)  One  Hydrant  50'  North  of  Shopping  Center 
mall  passageway. 

Ch.  19-161. Oa  Adm.  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  order  of  the  Fire  Commissioner,  dated 
June  15,  1968,  and  February  18,  1971,  acting  on  Order  No. 
F-2003-8,  be  and  it  hereby  is  modified  and  that  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  premises 
shall  conform  to  drawings  marked  “Received  December  2, 
1971,”  1  sheet,  and  that  all  laws,  rules  and  regulations  shall 
be  complied  with,  and  on  further  condition  that  the  work 
shall  be  completed  within  six  months. 


171-71-A 


APPLICANT — Charles  M.  Shapiro  and  Sons  for  Lincoln 
Metal  Products,  owner. 

SUBJECT— Application  March  24,  1971— appeal  from  a 
decision  of  tbe  Borough  Superintendent  re-  means  of 
egress  and  class  of  construction  contrary  to  the  Labor 
Law. 

PREMISES  AFFECTED — 4101  to  4123  2nd  Avenue,  east 
side,  from  41st  Street  to  42nd  Street,  202  to  242  41st  Street, 
207  to  237  42nd  Street,  Block  717,  Lot  1,  Borough  of 
Brooklyn. 


APPEARANCES— 

For  Applicant:  Elliot  J.  Shapiro. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1971  on  Alt.  Applic.  2287-69,  reads: 

“1.  The  designation  of  the  new  intermediate  floor 
of  building  ‘B’,  as  a  mezzanine,  instead  of  a  2nd  floor, 
and  which  level  is  fully  enclosed  on  all  sides,  is  contrary 
to  270(b)  of  the  Labor  Law. 

2.  Provide  a  two  hour  stair  enclosure  from  the 
three-story  portion  of  the  building,  as  per  270,  L.  L. 

3.  The  proposed  horizontal  exit,  directly  into  a 
stair  enclosure,  is  contrary  to  (6.6.1)  bldg,  code  and 
278(6.)  of  the  Labor  Law. 

4.  The  proposed  horizontal  exits  thru  fire  walls,  in 
which  there  are  openings  exceeding  4  feet  in  width  and 
7  feet  6  inches  in  height,  is  contrary  to  (10.8.1)  b.c. 

5.  The  frame  enlargements  to  a  Class  III  building 
are  contrary  to  4.1.2  and  4.2.1  b.c. 

6.  Provide  a  fire  alarm  system  and  fire  drills  as 

per  279  L.  L.  j} 

7.  Combustible  stairs  are  contrary  to  270  L.  L.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  December  1,  1971,  acting  on  Alt.  Applic.  2287-69,  Ob¬ 
jections  No.  1,  2,  3,  4,  5,  6  and  7,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re¬ 
ceived  December  1,  1971,”  8  sheets,  and  all  laws,  rules  and 
regulations  shall  be  complied  with. 


-Ingram  S.  Carner  for  Herbert  Horowitz, 


Resolved,  that  the  order  and  decision  of  the  Borough 
Superintendent,  Fire  Commissioner,  dated  May  18,  1971, 
and  November  4,  1971  acting  on  N.  B.  Applic.  283-71,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  affirmed  and  that  the  ap¬ 
peal  be  and  it  hereby  is  denied. 


413-71-A 

APPLICANT- 
owner. 

SUBJECT— Application  June  15,  1971— appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent,  re-  Interpretation  use, 
use  Group  16.  Previously  granted  on  condition. 

PREMISES  AFFECTED— 87-13  55th  Avenue,  north  side, 
96.04  feet  west  of  Queens  Boulevard,  Block  2852,  Lot  32, 
Maspeth,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Ingram  S.  Carner,  John  F.  Blaha,  Thomas 
P.  Crinnion  and  Herbert  Horowitz. 

For  Opposition:  Bernard  Ferguson,  Rev.  Charles  L.  Sorg, 
Rev.  Emmet  J.  Costigan,  Edgar  G.  Meyer,  Wm.  Cicca- 
rello,  Charles  Imperial,  Robert  W.  Meyer,  Eileen  Bring- 
man,  Thelma  Meyer,  Patricia  Brennan,  Georgia  Shat- 
tenkirk. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  . . . •••••••  ® 

Negative:  Chairman  Galvin,  Vice  Chairman  Becker 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  May  18,  1971  and  November  4,  1971  on  N.B.  Applic. 

283-71,  reads : 

“1.  The  layout  and  arrangement  appears  to  be  for 
automobile  repairs  (Use  Group  16). 

A  use  listed  in  Use  Group  16  is  not  permitted  as  of 
right  in  a  Cl  District.  (32-00  Z.R.).” 

and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board  which  recommended 

that  the  appeal  be  denied. 


549-71-A 

APPLICANT — Leonard  F.  Rothkrug  for  Maimonides  In¬ 
stitute,  Incorporated,  owner. 

SUBJECT — Application  August  16,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  change  of 
occupancy  to  philanthropic  institution  enlargement  re-  pub¬ 
lic  usage  in  a  frame  structure. 

PREMISES  AFFECTED— 34-01  to  34-21  Mott  Avenue, 
southwest  corner  of  Edgewater  Drive,  Block  196,  Lot  1, 
Far  Rockaway,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1971  on  Alt.  Applic.  428-71,  reads: 

“1.  Proposed  change  of  occupancy  from  a  two 
family  caretakers  apt.  to  a  philanthropic  institution  with 
sleeping  accommodations  is  contrary  to  B.  S.  A.  #27- 
57-A. 

2.  Proposed  enlargement  of  the  public  usage  in  a 
frame  structure  is  contrary  to  C26-254.0  B.  C.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  June  25,  1971,  acting  on  Alt.  Applic.  428-71,  Objec¬ 
tions  No.  1  and  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  conform  to  drawings  marked  “Received  July  7, 
1971,”  4  sheets,  and  ‘‘December  9,  1971,”  one  sheet;  and  that 
all  laws,  rules  and  regulations  shall  be  complied  with. 


610-71-A 

APPLICANT — R.  L.  Harry-Product  Engineer  American 
Oil  Company,  owner. 

SUBJECT — Application  September  3,  1971 — appeal  from 
a  decision  of  the  Fire  Commissioner  re-  packaging  of 
combustible  mixture  known  as  Amoco  Outboard  Motor 
Oil  in  16  ounce  metal  containers  with  pop-top  not  in 
compliance  with  the  regulations  of  the  Administrative 
Code  of  New  York  City. 

APPEARANCES— 

For  Applicant :  None. 

For  Administration:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 


1235 


MINUTES 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
August  3,  1971  on  Folder  #122-823,  reads: 

“We  regret  to  inform  you  that  your  application  to  reg¬ 
ister  your  product  Amoco  Outboard  Motor  Oil— Flash 
Point  205°F  (T.  O.  C.)  in  containers  as  follows:  16 
ounce  metal  containers  with  pop-top  is  disapproved. 
Such  containers  are  not  in  compliance  with  our  regula¬ 
tions  to  wit:  Sec.  C-19-62-0.b  NYC  Adm.  Code  requires 
that  containers  for  combustible  mixture  be  equipped  with 
replaceable  tops  or  caps.” 

and 

Whereas,  the  drawing  and  sample  of  the  container  were 
reviewed  by  the  Board  and  it  was  decided  that  the  Appeal 
should  be  granted  under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  August  3,  1971,  acting  on  Folder  #122-823,  be  and  it 
hereby  is  modified ■  and  that  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  container  comply  with  draw¬ 
ing  marked  “Received  December  6,  1971,”  one  sheet;  that 
the.  label  have  preeminently  displayed  instructions  that  the 
entire  contents  are  to  be  emptied  upon  initial  opening;  that 
the  wording  on  the  label  be  satisfactory  to  the  Fire  Com¬ 
missioner  ;  and  that  in  all  other  respects,  all  applicable  laws, 
rules  and  regulations  shall  be  complied  with. 


644-71-A 


APPLICANT — C.  A.  Muller  for  Consolidated  Edison  Com¬ 
pany  of  New  York,  Incorporated,  owner. 

SUBJECT— Application  September  29,  1971— appeal  from 
a  decision  of  the  Fire  Commissioner  re-  use  of  com¬ 
pressed  gas  cylinders. 

PREMISES  AFFECTED — 38-54  Vernon  Boulevard,  west 
side,  from  36th  Avenue  to  40th  Avenue,  Block  357,  Lot  1, 
Long  Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  A.  Muller  and  William  R.  Miller. 
For  Administration:  Lt.  John  Manfredi  and  Capt.  John  F. 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 


Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
January  13,  1971  and  September  24,  1971  on  Order  No.  71- 
0358,  reads : 


“1.  Discontinue  use  of  any  compressed  gas  cylin¬ 
ders  which  have  not  been  hydrostatically  tested  as  per 
C19.91.0  Adm.  Code,  within  the  last  five  (5)  years. 
(09.11.0  Adm.  Code).” 


and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner,  dated 
January  13,  1971  and  September  24,  1971,  acting  on  Order 
No.  71-0358,  Objection  No.  1,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  facility  conform  to  drawings  marked  “Received 
September  29,  1971,”  12  sheets;  on  further  condition  that 
this  grant  shall  be  for  a  period  of  five  years  from  the  date 
of  this  resolution,  and  that  a  Sonoray  Test  shall  be  conducted 
at  the  end  of  the  five  years  to  permit  the  continued  use  of 


the  i  cylinders ;  and  that  all  other  laws,  rules  and  regulations 
shall  be  complied  with. 


688-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  26,  1971 — filed  pursuant  to 
Section-  06,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

*  AFFECTED — 172  Cannon  Avenue,  south  side, 

126.65  feet  west  of  Price  Lane,  Block  2772,  Lot  11,  Travis, 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  c 

Negative :  .  ’  . .  q 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  on  N.  B.  Applic.  16-70,  reads: 

“1.  The  street  giving  access  to  the  structure  is 
not  duly  placed  on  the  official  map.  Therefore,  no  Cer¬ 
tificate  of  Occupancy  can  be  issued,  as  per  Article  3, 
Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  bv  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  N.  B.  Applic.  16-70  Ob¬ 
jection  No  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
ot  the  street  be  m  accordance  with  the  standards  of  the 
Department  of  Highways;  that  the  building  shall  comply 
with  drawings  marked  “Received  October  26,  1971  ”  2  sheets  • 
and  on  further  condition  that  trees  shall  be  installed  and  lo¬ 
cated  in  accordance  with  the  rules  and  regulations  of  the 
Department  of  Parks,  and  that  all  laws,  rules  and  regula¬ 
tions  shall  be  complied  with. 


689-71-A  - - 

APPLICANT  Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  26,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-building  not 
fronting  legal  street. 

^  DEMISES  AFFECTED — 176  Cannon  Avenue,  south  side, 
172.37  feet  east  of  Parish  Avenue,  Block  2772,  Lot  9, 
Iravis,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  . . q 

THE  RESOLUTION— 

a  ^is*on  t^ie  borough  Superintendent, 

dated  October  19,  1971  on  N.B.  Applic.  2900-69,  reads : 
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“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  official  Map.  Therefore,  no  Certifi¬ 
cate  of  Occupancy  can  be  issued,  as  per  Article  3,  Sec¬ 
tion  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated,  October  19,  1971,  acting  on  N.B.  Applic.  2900-69,  Ob¬ 
jection  No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the 
Department  of  Highways ;  that  the  building  shall  comply 
with  drawings  marked  “Received  October  26,  1971,”  2 
sheets ;  and  on  further  condition  that  trees  shall  be  installed 
and  located  in  accordance  with  the  rules  and  regulations  of 
the  Department  of  Parks,  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 

1, 

690-71- A 

APPLICANT— Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT— Application  October  26,  1971— filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED— 180  Cannon  Avenue,  south 

side,  127.85  feet  east  of  Parish  Avenue,  Block  2772,  Lot  7, 
Travis,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker. 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 

dated  October  19,  1971  on  N.  B.  Applic.  2901-69,  reads : 

“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  Official  Map.  Therefore,  no  cer¬ 
tificate  of  occupancy  can  be  issued,  as  per  Article  3, 
Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.- 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  N.  B.  Applic.  2901-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General  City 
Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  the  building  shall 
,  comply  with  drawings  marked  “Received  October  26,  1971,” 
2  sheets ;  and  on  further  condition  that  trees  shall  be  installed 
and  located  in  accordance  with  the  rules  and  regulations  of 
the  Department  of  Parks,  and  that  all  laws,  rules  and  regu¬ 
lations  shall  be  complied  with. 


691-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 


SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law,  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 184  Cannon  Avenue,  south  side, 
100.03  feet  east  of  Parish  Avenue,  Block  2772,  Lot  5, 
Travis,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  on  N.  B.  Applic.  2906-69,  reads: 

“1.  The  street  giving  access  to  the  structure  is 
not  duly  placed  on  the  Official  Map.  Therefore,  no  cer¬ 
tificate  of  occupancy  can  be  issued,  as  per  Article  3, 
Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  N.  B.  Applic.  2906-69, 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted,  on 
condition  that  the  sidewalk,  curb,  curb  cut  and  pavement  to 
the  middle  of  the  street  be  in  accordance  with  the  standards 
of  the  Department  of  Highways ;  that  the  building  shall 
comply  with  drawings  marked  “Received  October  26,  1971,” 
2  sheets ;  and  on  further  condition  that  trees  shall  be  in¬ 
stalled  and  located  in  accordance  with  the  rules  and  regula¬ 
tions  of  the  Department  of  Parks,  and  that  all  laws,  rules 
and  regulations  shall  be  complied  with. 


692-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT — Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 186  Cannon  Avenue,  south  side, 
72.21  feet  east  of  Parish  Avenue,  Block  2772,  Lot  4,  Travis 
Borough  of  Richmond. 

APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  on  N.B.  Applic.  2907-69,  reads: 

“1.  The  street  giving  access  to  the  structure  is 
not  duly  placed  on  the  Official  Map.  Therefore,  no  Cer¬ 
tificate  of  Occupancy  can  be  issued,  as  per  Article  3, 
Section  36  of  the  General  City  Law.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 


* 
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the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  N.B.  Applic.  2907-69,  Ob¬ 
jection  _No.  1,  be  and  it  hereby  is  modified  under  the  powers 
vested  in  the  Board  by  Section  36  of  the  General  City  Law, 
and  that  the  appeal  be  and  it  hereby  is  granted,  on  condition 
that  the  sidewalk,  curb,  curb  cut  and  pavement  to  the  middle 
of  the  street  be  in  accordance  with  the  standards  of  the  De¬ 
partment  of  Highways;  that  the  building  shall  comply  with 
drawings  marked  “Received  October  26,  1971,”  2  sheets; 
and  on  further  condition  that  trees  shall  be  installed  and 
located  in  accordance  with  the  rules  and  regulations  of  the 
Department  of  Parks,  and  that  all  laws,  rules  and  regulations 
shall  be  complied  with. 


693-71-A 


APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT  Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 


PREMISES  AFFECTED — 190  Cannon  Avenue,  south  side, 
44.39.  feet  east  of  Parish  Avenue,  Block  2772,  Lot  3, 
Travis,  Borough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative:  . 


5 

0 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  on  N.B.  Applic.  2908-69,  reads : 

“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  Official  Map.  Therefore,  no  Cer¬ 
tificate  vof  Occupancy  can  be  issued,  as  per  Article  3, 
Section  36  of  the  General  City  Law.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  .which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  N.  B.  Applic.  2908-69’ 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law.,  and  that  the  appeal  be  and  it  hereby  is  granted, 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand¬ 
ards  of  the  Department  of  Highways;  that  the  building 
shall ,  comply  with  drawings  marked  “Received  October  26, 
1971,”  2  sheets;  and  on  further  condition  that  trees  shall 
be  installed  and  located  in  accordance  with  the  rules  and 
regulations  of  the  Department  of  Parks,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


694-71-A 

APPLICANT — Albert  Melniker  for  Corbin  Estates  Cor¬ 
poration,  owner. 

SUBJECT  Application  October  26,  1971 — filed  pursuant  to 
Section  36,  Article  3,  General  City  Law  re-  building  not 
fronting  legal  street. 

PREMISES  AFFECTED — 194  Cannon  Avenue,  southeast 
corner  of  Parish  Avenue,  Block  2772,  Lot  1,  Travis  Bor¬ 
ough  of  Richmond. 


APPEARANCES— 

For  Applicant:  Albert  Melniker. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 


Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  . 

Negative :  . 


THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971  on  N.  B.  Applic.  2909-69,  reads : 

“1.  The  street  giving  access  to  the  structure  is  not 
duly  placed  on  the  Official  Map.  Therefore,  no  certifi¬ 
cate  of  occupancy  can  be  issued,  as  per  Article  3,  Section 
36  of  the  General  City  Law.” 

and 


Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board,  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  19,  1971,  acting  on  N.  B.  Applic.  2909-69 
Objection  No.  1,  be  and  it  hereby  is  modified  under  the 
powers  vested  in  the  Board  by  Section  36  of  the  General 
City  Law,  and  that  the  appeal  be  and  it  hereby  is  granted , 
on  condition  that  the  sidewalk,  curb,  curb  cut  and  pavement 
to  the  middle  of  the  street  be  in  accordance  with  the  stand- 
ards  of  the  Department  of  Highways;  that  the  building 
shall  comply  with  drawings  marked  “Received  October  26, 
19/1,  2  sheets,*  and  on  further  condition  that  trees  shall 

be  installed  and  located  in  accordance  with  the  rules  and 
regulations  of  the  Department  of  Parks,  and  that  all  laws, 
rules  and  regulations  shall  be  complied  with. 


709-71-A  ‘  ~~ 

APPLICANT— Department  of  Public  Works,  City  of  New 
York  for  Department  of  Correction  City  of  New  York 
owner.  ’ 

SUBJECT— Application  November  3,  1971— appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — Adult  Housing  Wing,  Rikers 
Island,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 

APPEARANCES— 

b or  Applicant:  John  Caizzo,  John  Geroski  and  Louis  A. 
Miraglia. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative.:  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  4 

Negative:  .  q 

Not  Voting:  Chairman  Galvin  . ’  ”  j 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1971  on  N.  B.  Applic.  24-71,  reads : 

“1.  The  area  of  the  proposed  bldg.  (27,485)  sq.  ft. 
exceeds  the  tabular  limits  specified  in  Table  4-1  (un- 
sprinklered  buildings)  for  Class  TA’,  Building  Occu¬ 
pancy  Group,  ‘H-l\ 

roe.  in  corr>d°rs  as  per  Section 

C26-1703.1  (j )  New  Building  Code.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions.  6 

^S^nWAtha^thieov?dsi0-  °f  the  Borou&h  Superintendent, 
dated  October  26,  1971,  acting  on  N.  B.  Applic.  24-71,  Ob- 
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ft 


jection  Nos.  1  and  2,  be  and  it  hereby  is  modified  and  that  the 
appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  No¬ 
vember  3,  1971,”  8  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  shall  be  complied  with. 

710-71-A 

APPLICANT — Department  of  Public  Works,  City  of  New 
York  for  Department  of  Correction  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — Rikers  Island  N.  B.  25  Support 
Facility,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  Caizzo,  John  Geroski  and  Louis  A. 
Miraglia. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  ....  4 


Negative:  .  0 

Not  Voting:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1971  on  N.  B.  Applic.  25-71,  reads: 

“9.  The  following  exceed  the  tabular  limits  as 
described  in  Table  6-1. 

a.  Corridor  dead  end  in  excess  of  40'. 

b.  Corridor  in  excess  of  maximum  travel  dis¬ 
tance  of  125'  for  unsprinklered  and  175'  for  sprin- 
klered. 

10.  Following  areas  must  be  sprinklered. 

a.  All  corridors  for  H-l  Occupancies  as  per 
Sec.  C26-1703-1  ( j ) . 

b.  Locker  rooms  below  grade  as  per  C26- 
1703.1  Ck). 

11.  Provide  smoke  barriers  for  corridors  in  excess 
of  150'  as  per  C26-604.2(c). 

12.  Storage  areas  (unsprinklered)  are  in  excess  of 
area  limitations  as  defined  in  Table  4-1.” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1971,  acting  on  N.  B.  Applic.  25-71,  Ob¬ 
jections  No.  9,  10,  11  and  12,  be  and  it  hereby  is  modified 
and  that  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  building  shall  conform  to  drawings  marked  “Re- 
!  ceived  November  3,  1971,”  6  sheets,  and  that  all  laws,  rules 
and  regulations  appertaining  thereto  shall  be  complied  with. 

71J-71-A 

APPLICANT — Department  of  Public  Works  City  of  New 
York  for  Department  of  Correction  City  of  New  York, 
owner. 

SUBJECT — Application  November  3,  1971 — appeal  from  a 
decision  of  the  Borough  Superintendent  re-  sprinkler  sys¬ 
tem. 

PREMISES  AFFECTED — Adolescent  Housing  Wing,  Ri¬ 
kers  Island,  Block  2760,  Lot  4,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  Caizzo,  John  Geroski  and  Louis  A. 
Miraglia. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative :  Vice  Chairman  Becker,  Commissioner  Klein, 
Commissioner  Madigan  and  Commissioner  Nolan  4 


Negative :  .  0 

Not  Voting:  Chairman  Galvin  .  1 

THE  RESOLUTION— 


Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1971  on  N.  B.  Applic.  809-71,  reads: 

“13.  The  area  of  the  proposed  bldg.  (26,871  sq.  ft.) 
exceeds  the  tabular  limits  as  specified  in  Table  4-1 
(Unsprinklered  Buildings)  for  Class  TA’  Bldgs,  and 
Occupancy  Group  ‘H-l’. 

14.  Provide  sprinklers  for  all  corridors  as  per 
C26-1703.1  (j).” 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Borough  Superintendent, 
dated  October  26,  1971,  acting  on  N.  B.  Applic.  809-71,  Ob¬ 
jection  Nos.  13  and  14,  be  and  it  hereby  is  modified  and  that 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  conform  to  drawings  marked  “Received  No¬ 
vember  3,  1971,”  8  sheets,  and  that  all  laws,  rules  and  regu¬ 
lations  appertaining  thereto  shall  be  complied  with. 


361-70-A 

APPLICANT — John  T.  O’Neill,  Commissioner,  Depart¬ 
ment  of  Buildings. 

OWNER  OF  PREMISES — David  Zavinsky. 

SUBJECT — Application  June  22,  1970 — Revocation  of  Cer¬ 
tificate  of  Occupancy  #201,576. 

PREMISES  AFFECTED — 142  to  156  33rd  Street,  south 
side,  100  feet  west  of  4th  Avenue,  Block  684,  Lot  25, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Karl  Plofker — Bldg.  Dept. 

For  Opposition :  Larry  Meltzer. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972,  at 
2  P.M.,  for  further  progress  report,  at  the  request  of  the 
owner;  previously  inspected. 


449-71- A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OW  NER  OF  PREMISES — 22  Washington  Square  North 
Corporation. 

SUBJECT — Application  June  24,  1971 — for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 22  Washington  Square,  North, 
north  side,  271  feet  west  of  Fifth  Avenue,  Block  551,  Lot 
11,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D.  and  Doris  Dietner,  Comm.  Bd. 
#2. 

For  Opposition:  Howard  Zipser,  N.  Y.  U.  and  Martin  N. 
McCarthy. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.,  for  continued  hearing;  Fire  Department  concurs; 
previously  inspected. 


480-71-A 

APPLICANT— Samuel  H.  Lindenbaum  of  Lindenbaum  and 
Young  for  Kal  Associates,  owner. 


MINUTES 


SUBJECT — Application  July  8,  1971 — appeal  from  a  decision 
of  the  Borough  Superintendent  re-  egress. 

PREMISES  AFFECTED— 70  West  11th  Street,  south  side, 
143.7  feet  east  of  Avenue  of  the  Americas,  Block  574,  Lot  9, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Howard  Zipser,  Alfred  Menzioso  and 
Elias  Ivalimian. 

For  Opposition:  Ruth  E.  Wittenberg  and  Kurt  Karmin. 
For  Administration :  I.  Minkin,  Dept,  of  Bldgs. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
2  P.M.,  for  continued  hearing. 


664-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 343  to  347  Kingsland  Avenue, 
west  side,  180  feet  north  of  268  Monitor  Street,  Block  2608, 
Lot  82,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.,  for  hearing,  at  the  request  of  the  attorney  for  the 
owner. 


665-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Kingsland  Estate  Incorporated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 337  to  341  Kingsland  Avenue, 
west  side,  95  feet  north  of  Norman  Avenue,  Block  2608, 
Lots  84  and  87,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  F.  D.  and  Capt.  John 
F.  Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972",  at 
2  P.M.,  for  hearing,  at  the  request  of  the  attorney  for  the 
owner. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Stevens  Woodside,  Incor¬ 
porated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  John  P.  Manfredi,  F.  D.  and 
Capt.  John  F.  Petraglia,  F.  D. 

For  Owner :  None. 

ACTION  OF  BOARD — Laid  over  to  December  21,  1971, 
at  2  P.M.,  for  continued  hearing;  owner  to  be  notified  to 
attend. 


Adjourned:  4:40  P.M. 

James  P.  Mulroy,  Secretary 


REGULAR  MEETING 

TUESDAY  MORNING,  DECEMBER  21,  1971,  10  A.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 


The  minutes  of  the  regular  meetings  of  the  Board  held 
on  Tuesday  afternoon  November  30th  and  Tuesday  morning 
and  afternoon  December  7,  1971,  were  approved  as  printed 
in  the  Bulletin  of  December  16,  1971,  Vol.  56,  No.  50. 

628-39-BZ— Vol.  Ill 

APPLICANT — Leonard  F.  Rothkrug  for  Lane  Parking, 
Incorporated  and  Emil  Mosbacher  Jr.,  et  als,  owners. 
SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  December  12, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition  under  Section  7h  of  the  Zoning  Reso¬ 
lution,  permitting  in  a  residence  use  district,  the  construc¬ 
tion  and  maintenance  of  a  parking  lot  for  more  than  five 
(5)  cars. 

PREMISES  AFFECTED— 1531-1541  Pimpton  Avenue, 
140-150  Featherbed  Lane,  southwest  corner  and  1550-1564 
University  Avenue,  Block  2875,  Lots  51  and  56,  Borough 
of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  as 
Vol.  Ill,  on  December  16,  1958,  on  certain  conditions;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resoh^ed,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
16,  1958,  as  amended  through  December  12,  1961,  only  as 
to  the  term  of  variance,  so  that  as  amended  this  portion  of 
the  resolution  shall  read  : 

“granted  for  a  term  of  ten  years  from  December  12,  1971, 
to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects ;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1083-57) 


605-50-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
long  term  lessee;  Tego  Realty  Corporation,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition  under  Section 
7f  of  the  Zoning  Resolution,  permitting  in  a  business  use 
district,  the  erection  and  maintenance  of  a  gasoline  service 
station,  auto  washing,  lubritorium,  office  and  the  sale  of 
accessories. 

PREMISES  AFFECTED— 110-31  to  110-41  Horace  Hard¬ 
ing  Boulevard,  59-36  to  59-42  Van  Doren  Street,  northwest 
corner,  Block  1970,  Lot  39,  Corona,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  Mr.  B.  J.  Amato. 

AC1ION  OF  BOARD — Application  reopened  and  resolution 
amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  25,  1952,  on  certain  conditions;  and 
Whereas,  the  resolution  was  amended  on  September  15, 
1970;  and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
'  hereby  reopen  and  amend  the  resolution  adopted  on  July  25, 
1952,  as  amended  through  September  15,  1970,  by  adding 
thereto : 

| 

“that  the  accessory  building  may  be  altered  substan¬ 
tially  as  shown  on  revised  drawings  of  proposed  con¬ 
ditions  marked  ‘Received  November  19,  1971’,  two 
sheets,  on  condition  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (B.N.  2215-71) 


223-52-BZ 

APPLICANT — DeRose  and  Cavalieri  for  Elvira  Coscia 
and  Abraham  Friedman,  owners. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure  and  reopening  for  extension  of 
term  of  variance  which  expired  September  13,  1971 — de¬ 
cision  of  the  Borough  Superintendent ;  previously  granted 
on  condition,  under  Section  7h  of  the  Zoning  Resolution, 
permitting  in  a  residence  use  district  the  parking  and 
storage  of  motor  vehicles. 

PREMISES  AFFECTED — 324  Pleasant  Avenue,  east  side, 
50.5  feet  south  of  East  118th  Street,  Block  1716,  Lot  51, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant :  George  J.  Cavalieri. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened  and  term  of  variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
July  1,  1952,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in  the 
,  Bulletin. 

Resolved.,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  July  1,  1952,  as  amended  through 
September  13,  1966,  only  as  to  the  term  of  the  variance,  so 
j  that  as  amended  this  portion  of  the  resolution  shall  read: 
“granted  for  a  term  of  five  years  from  September  13, 
1971,  to  permit  .  .  .  ;  that  other  than  as  herein  amended 
the  resolution  above  cited  shall  be  complied  with  in  all 
respects;  and  that  a  new  Certificate  of  Occupancy  shall 
be  obtained.”  (Alt.  1146-71) 


277-56-BZ — Vol.  II 

APPLICANT — Leonard  F.  Rothkrug  for  Estate  of  Isadore 
Steinhaus,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  term  of  variance  which  expires  July  23,  1972 
— decision  of  the  Borough  Superintendent ;  previously 
granted  on  condition  under  Sections  7e,  7h  and  7i  of  the 
Zoning  Resolution,  permitting  in  a  residence  use  district, 
the  erection  and  maintenance  of  a  gasoline  service  station, 
auto  washing,  lubritorium,  minor  repairs  with  hand  tools 
only,  parking  and  storage  of  motor  vehicles  awaiting  serv¬ 
ice  and  accessory  sales. 

PREMISES  AFFECTED — 2252-2254  Linden  Boulevard 
and  885-893  Cleveland  Street,  southeast  corner,  Block  4360, 
Lot  1,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

ACTION  OF  BOARD — Application  reopened  and  term  of 
variance  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  . ”  o 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
July  23,  1957,  on  certain  conditions;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved ,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  July 
23,  1957,  as  amended  through  July  21,  1970,  only  as  to  the 
term  of  variance,  so  that  as  amended  this  portion  of  the 
resolution  shall  read : 

“granted  for  a  term  of  ten  years  from  July  23,  1972,  to 
permit  .  .  .;  on  condition  that  accessory  parking  shall 
be  limited  to  pleasure  cars  only;  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (N.B.  199-56) 


929-57-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Com¬ 
pany,  long  term  lessee;  G.  E.  Pension  Trust,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
7e,  7f  and  7i  of  the  Zoning  Resolution,  permitting  in  a 
retail  and  residence  use  district,  on  the  retail  portion  of 
the  plot,  the  erection  and  maintenance  of  a  gasoline  service 
station  lubrication,  auto  wash,  non-automatic,  office,  sale 
of  accessories,  minor  repairs  with  hand  tools  only,  auto 
safety  inspection  station  and  the  parking  and  storage  of 
motor  vehicles  with  a  ground  sign. 

PREMISES  AFFECTED— 210-01  to  210-21  (210-11  offi¬ 
cial)  Jamaica  Avenue  and  94-35  to  94-43  210th  Street, 
northeast  corner,  Block  10543,  Lot  3,  Hollis,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant :  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


t 
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Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
June  3,  1958,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  July  21,  1970 ; 

and 

Whereas,  the  applicant  requested  a  further  amendment 
of  the  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  June 
3,  1958,  as  amended  through  July  21,  1970  by  adding  thereto: 
“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  19,  197T,  two  sheets, 
on  condition  that  other  than  as  herein  amended  the 
resolution  above  cited  shall  be  complied  with  in  all 
respects.”  (B.N.  2229-71) 


629-57-BZ 

APPLICANT — McGee  and  Morsellino  for  Klara  Kladde 
D’Addario,  owner. 

SUBJECT — Application  for  consideration — request  to  waive 
the  Rules  of  Procedure,  reopening  for  extension  of  term 
of  variance,  which  expires  June  24,  1973;  and  for  amend¬ 
ment — decision  of  the  Borough  Superintendent,  under  Sec¬ 
tion  7f  of  the  Zoning  Resolution,  permitting  in  a  business 
use  district,  the  reconstruction  of  an  existing  gasoline 
service  station,  with  the  accessory  uses  of  car  wash,  lubri- 
torium,  sale  of  accessories,  office  parking  and  storage  of 
more  than  five  motor  vehicles  and  auto  repairs  with  hand 
tools. 

PREMISES  AFFECTED — 1805  Washington  Avenue, 

southeast  corner  of  East  175th  Street,  Block  2907,  Lot  33, 
Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

ACTION  OF  BOARD — Rules  of  Procedure  waived,  appli¬ 
cation  reopened,  term  of  variance  extended  and  resolution 
amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
June  24,  1958,  on  certain  conditions ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  on 
December  21,  1971,  after  due  notice  by  publication  in  the 
Bulletin. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  waive  the  Rules  of  Procedure  and  reopen  and  amend 
the  resolution  adopted  on  June  24,  1958,  as  amended  through 
November  5,  1958,  by  adding  thereto: 

“that  this  variance  shall  continue  for  a  term  of  ten  years 
from  June  24,  1973;  and  that  this  automotive  service 
station  may  be  altered  substantially  as  shown  on  revised 
drawings  of  proposed  conditions  marked  ‘Received  No¬ 
vember  17,  1971’,  two  sheets,  on  condition  that  other  than 
as  herein  amended  the  resolution  above  cited  shall  be 
complied  with  in  all  respects ;  and  that  a  new  Certificate 
of  Occupancy  shall  be  obtained.”  (Misc.  284-70) 

912-64-BZ 

APPLICANT — Charles  M.  Spindler  for  Shell  Oil  Company, 
owner. 


SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — decision  of  the  Borough  Super¬ 
intendent  ;  previously  granted  on  condition,  under  Sections 
73-211  and  11-412  of  the  Zoning  Resolution,  permitting  in 
a  C2-4  district,  the  maintenance  of  an  automotive  service 
station  with  accessory  uses. 

PREMISES  AFFECTED— 231-237  St.  Nicholas  Avenue, 
southwest  corner  of  West  122nd  Street,  Block  1948,  Lots  33 
and  35,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  B.  J.  Amato. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  this  application  was  granted  by  the  Board  on 
December  1,  1964,  on  certain  conditions ;  and 

Whereas,  the  resolution  was  amended  on  September  15, 
1970 ;  and 

Whereas,  the  applicant  requested  a  further  amendment  of 
the:  resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Decem¬ 
ber  1,  1964,  as  amended  through  September  15,  1970,  by 
adding  thereto : 

“that  the  accessory  building  may  be  altered  substantially 
as  shown  on  revised  drawings  of  proposed  conditions 
marked  ‘Received  November  19,  1971’,  two  sheets,  on 
condition  that  other  than  as  herein  amended  the  resolu¬ 
tion  above  cited  shall  be  complied  with  in  all  respects.” 
(B.  N.  3713-71) 


680-68-BZ 

APPLICANT— Lama  and  Vassalotti  for  William  Sparago, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  December 
10,  1970 — decision  of  the  Borough  Superintendent;  previ¬ 
ously  granted  on  condition,  under  Section  11-412  of  the 
Zoning  Resolution,  permitting  in  an  R7-1  and  C2-3  district, 
at  an  existing  auto  repair  shop  including  body  repairs 
previously  before  the  Board,  the  addition  to  the  uses  to 
include  the  parking  of  cars  awaiting  service. 

PREMISES  AFFECTED — 224-240  Clarkson  Avenue,  south 
side,  135  feet  4 14  inches  east  of  Rogers  Avenue,  Block 
5066,  Lot  23,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 


THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  10,  1968,  on  certain  conditions;  and 
Whereas,  time  to  obtain  permits  and  complete  work  was 
last  extended  on  December  1,  1970;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  to  obtain  permits  and  complete  work. 
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Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
10,  1968,  as  amended  through  December  1,  1970,  only  as  to 
the  time  to  complete  the  work,  so  that  as  amended  this 
portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  10,  1971.”  (Alt.  1323-68) 


401-70-BZ 

APPLICANT — Lama  and  Vassalotti  '  for  Rose  Spector, 
owner. 

SUBJECT — Application  for  consideration — reopening  for 
extension  of  time  to  complete,  which  expired  December  1, 
1971 — decision  of  the  Borough  Superintendent;  previously 
granted  on  condition,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R6  district,  in  an  existing  two 
story  and  basement  building,  the  addition  to  the  uses  of 
medical  offices  use  on  the  first  floor  and  basement  to 
include  medical  laboratory  for  research  and  testing. 

PREMISES  AFFECTED— 1175  Eastern  Parkway,  north 
side,  270.4^2  feet  west  of  Rochester  Avenue,  Block  1391, 
Lot  57,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  James  E.  Vassalotti. 

ACTION  OF  BOARD — Application  reopened  and  time  to 
complete  work  extended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

Whereas,  this  application  was  granted  by  the  Board  on 
December  1,  1970,  on  certain  conditions ;  and 
Whereas,  the  applicant  requested  an  extension  of  time  to 
obtain  permits  and  complete  work. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  December 
1,  1970,  only  as  to  the  time  to  complete  the  work,  so  that  as 
amended  this  portion  of  the  resolution  shall  read: 

“that  substantial  construction  shall  be  completed  within 
one  year  from  December  1,  1971.”  (Alt.  784-70) 


285-71-A 

APPLICANT— Sol  Feinberg  for  Premium  Coal  and  Oil 
Company,  Incorporated,  owner. 

SUBJECT — Application  for  consideration — reopening  for 
amendment  of  resolution — Appeal  from  a  decision  of  the 
Fire  Commissioner  re-  transportation  of  fuel  oil  in  tank 
trucks  through  city  streets  not  in  conformity  with  the 
requirements  of  the  Administrative  Code  of  City  of  New 
York. 

APPEARANCES — 

For  Applicant:  Sol  Feinberg. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 

W hereas,  this  application  was  granted  by  the  Board  on 
September  14,  1971,  on  certain  conditions;  and 


Whereas,  the  applicant  requested  an  amendment  of  the 
resolution. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  reopen  and  amend  the  resolution  adopted  on  Sep¬ 
tember  14,  1971,  by  adding  thereto: 

“that  in  the  event  these  trucks  are  purchased  by  Cormier 
&  Ebony  Trucking,  Inc.,  they  may  continue  to  be  used 
by  this  new  owner  under  the  restrictions  heretofore 
imposed  by  the  Board,  on  condition  that  other  than  as 
herein  amended  the  resolution  above  cited  shall  be  com¬ 
plied  with  in  all  respects.”  (F.  D.  Order  dated  12/1/71) 


154-71-BZ 

APPLICANT — Edwin  Storch  for  Biagio  Chiarelli,  owner. 

SUBJECT — Application  March  16,  1971 — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning  Reso¬ 
lution,  to  permit  in  an  R4  district,  the  erection  of  an  eight 
story  nursing  home  that  exceeds  the  permitted  floor  area 
ratio,  encroaches  on  the  required  front  yard,  side  yard  and 
side  setback  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED— 1025  East  233rd  Street,  north¬ 
west  corner  of  Wickham  Avenue,  Block  4976,  Lots  29,  30, 
31,  32,  33,  37,  38,  Borough  of  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edwin  Storch. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972, 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


332-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  City  of  New 
York,  Board  of  Education,  owner. 

SUBJECT — Application  May  21,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Sections  73-19  and  73-641  of 
the  Zoning  Resolution,  to  permit  in  an  Ml-1  district  the 
erection  of  a  four  story  intermediate  school  that  encroaches 
on  the  rear  yard  or  rear  yard  equivalent  and  penetrates 
the  sky  exposure  plane. 

PREMISES  AFFECTED — 1020  East  46th  Street,  south¬ 
west  corner  of  Farragut  Road,  Block  5022,  Lots  2,  37, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant :  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  continued  hearing,  at  the  request  of  the 
applicant. 


468-71-BZ 

APPLICANT — Peter  R.  Gray  for  Wimbleton  Tennis 
Courts,  Incorporated,  owner. 

SUBJECT — Application  July  2,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R4  district,  the  erection  of 
a  one  story  building  for  use  as  indoor  tennis  courts. 
PREMISES  AFFECTED— 46-01  67th  Street,  east  side,  77 
feet  south  of  Queens  Boulevard,  Block  2431,  Lot  23,  Rego 
Park,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Howard  Miller  and  Peter  Gray. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  January  11,  1972, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  Community 
Planning  Board ;  previously  inspected. 
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MINUTES 


APPLICANT — McGee  and  Morsellino  for  Estate  of  Anto¬ 
nina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room,  encroaches  on  the  required  front 
and  side  yards  and  penetrates  the  sky  exposure  plane. 

PREMISES  AFFECTED — 147-19  34th  Avenue,  northwest 
corner  of  147th  Place,  Block  4986,  Lot  13,  Flushing,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  applicant 
to  file  revised  drawings ;  previously  inspected. 


588-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT- — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 147-17  34th  Avenue,  north  side, 
28.16  feet  west  of  147th  Place,  Block  4986,  Lot  16,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over,  to  January  18,  1972, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  applicant 
to  file  revised  drawings ;  previously  inspected. 


589-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED— 147-15  34th  Avenue,  north  side, 
48.16  feet  west  of  147th  Place,  Block  4986,  Lot  17,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1971,  at 
0  A.M.,  for  hearing,  at  the  request  of  the  applicant  to  file 
revised  drawings ;  previously  inspected. 


590-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 


Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-30  147th  Place,  west  side, 
129.33  feet  north  of  34th  Avenue,  Block  4986,  Lot  110, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant  to  file 
revised  drawings ;  previously  inspected. 


591-71-BZ 

APPLICANT — McGee  and  Morsellino  for  Estate  of  An¬ 
tonina  Buccella,  owner. 

SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R2  district,  the  erection  of  a 
two  family  dwelling  that  exceeds  the  permitted  floor  area 
ratio,  has  less  than  the  required  open  space  ratio,  lot  area 
and  lot  area  per  room  and  encroaches  on  the  required  side 
yard. 

PREMISES  AFFECTED — 33-32  147th  Place,  west  side, 
100.65  feet  north  of  34th  Avenue,  Block  4986,  Lot  112, 
Flushing,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  the  applicant  to  file 
revised  drawings ;  previously  inspected. 


496-71-BZ 

APPLICANT- — Leonard  F.  Rothkrug  for  Tego  Associates, 
d/b/a  Electro-Knit  Fabrics,  Incorporated,  owner. 

SUBJECT — Application  July  16,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R5  district,  the  erection  of  a 
one  story  enlargement  to  an  existing  store  and  office  build¬ 
ing  and  the  change  in  occupancy  to  manufacture  of  textiles. 

PREMISES  AFFECTED — 2402  to  2414  Nentune  Avenue, 
southwest  corner  of  West  24th  Street,  Block  7014,  Lot  7, 
Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Planning 
Board  #13,  Brooklyn;  previously  inspected. 


522-71-BZ 

APPLICANT — Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — decision  of  the  Bor¬ 
ough  Superintendent,  under  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  an  R3-2  district,  the  erection  of  a 
two  story  and  cellar  multiple  dwelling  that  exceeds  the 
permitted  floor  area  ratio,  has  less  than  the  required  open 
space  ratio  and  lot  area  per  room,  encroaches  on  the 
required  front  and  side  yards  and  minimum  distance 
between  buildings  and  penetrates  the  sky  exposure  plane. 
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PREMISES  AFFECTED— 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Stanley  Klein, 
Marvin  Rose,  David  Miller  and  James  C.  Gadsden. 
For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  from  December  21,  1971, 
to  January  11,  1972,  at  2  P.M.,  for  decision;  previously 
inspected ;  hearing  closed. 

523-71-A 

APPLICANT— Leonard  F.  Rothkrug  for  Rego  Crescent 
Corporation,  owner. 

SUBJECT — Application  July  29,  1971 — appeal  from  a  deci¬ 
sion  of  the  Borough  Superintendent  re-  front  and  side 
yard,  provide  access  to  entrance  hall  for  wheel  chair 
individuals. 

PREMISES  AFFECTED— 161-31  122nd  Avenue,  and  121- 
10  New  York  Boulevard,  northwest  corner,  Block  12253, 
Lot  26,  Rochdale,  Borough  of-  Queens. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug,  Stanley  Klein, 
Marvin  Rose,  David  Miller,  and  James  C.  Gadsden. 
ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
2  P.M.,  for  decision;  previously  inspected;  hearing  closed. 


557-71-BZ 

APPLICANT— Albert  Melniker  for  Park  Tysen  Associates, 
owner;  Nathans  Famous,  Incorporated,  lessee. 

SUBJECT — Application  August  19,  1971- — decision  of  the 
Borough  Superintendent  under  Section  666,  of  the  New 
York  City  Charter  and  Section  72-21  of  the  Zoning 
Resolution,  to  permit  in  a  C4-1  district,  in  an  eating  and 
drinking  establishment  the  change  in  use  of  the  entertain¬ 
ment  room  to  a  penny  arcade. 

PREMISES  AFFECTED— 2710  Hylan  Boulevard,  south¬ 
east  corner  of  Ebbitts  Avenue,  Block  3983,  Lot  13,  New 
Dorp,  Borough  of  Richmond. 

APPEARANCES— 

For  Applicant :  Albert  Melniker. 

For  Opposition  :  Edward  Cury. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972.  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #3,  Richmond;  applicant  concurs,  previously 
inspected. 


559-71-BZ 

APPLICANT— Lama  and  Vassalotti  for  Greater  New 
York  Corporation  of  Seventh  Day  Adventists,  owner. 

SUBJECT— Application  August  20,  1971— decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R4  district,  the  erec¬ 
tion  of  a  two  story  office  building  with  accessory  parking 
and  with  curb  cut  within  50  feet  intersecting  streets. 

PREMISES  AFFECTED— 622  to  646  (630  official)  92nd 
Street,  and  155  to  171  Dahlgree  Place,  southeast  corner 
and  152  Battery  Avenue,  Block  6142,  Lot  39,  Borough  of 
Brooklyn.  Community  Board  #10. 

APPEARANCES— 

For  Applicant:  James  Vassalotti. 

For  Opposition :  Councilman  A.  J.  Arculeo. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972.  at 
10  A.M.,  for  hearing,  at  the  request  of-  Community  Plan¬ 
ning  Board  #10,  Brooklyn;  previously  inspected. 


565-71-BZ 

APPLICANT — Telchin  and  Campanella  for  Malka  Realty 
Corporation,  owner. 

SUBJECT — Application  August  25,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  a  C6-1  district,  in  an  existing 
four  story  building,  the  extension  of  the  existing  carpentry 
shop  to  include  the  second  and  third  floors  with  accessory 
storage  on  the  fourth  floor. 

PREMISES  AFFECTED— 165  to  167  Bowery,  east  side, 
63.11  feet  south  of  Delancey  Street,  Block  424,  Lot  8, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Charles  S.  Telchin  and  Barnett  August. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  1,  1972, 
at  10  A.M.,  for  hearing,  at  the  request  of  the  applicant 
to  notify  affected  property  owners ;  financial  statement  to 
be  filed ;  previously  inspected. 


580-71-BZ 

APPLICANT — Harold  Weinberg  for  Beth  Abraham  of 
Flatlands  Industries,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  R5  district,  the  erection 
of  a  one  story  and  cellar  enlargement  to  an  existing 
synagogue  that  encroaches  on  the  required  side  yard  and 
without  the  required  accessory  parking. 

PREMISES  AFFECTED— 944  East  84th  Street,  west  side, 
330.0  feet  south  of  Flatlands  Avenue,  Block  8020,  Lot  55, 
Borough  of  Brooklyn.  Community  Board  #17. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972, 
at  10  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  #17,  Brooklyn;  previously  inspected. 


581-71-BZ 

APPLICANT— Larry  Meltzer  for  Mrs.  J.  Serpico,  owner. 

SUBJECT — Application  August  31,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R2  district,  the  en¬ 
largement  in  area  of  the  second  floor  of  a  one  family 
dwelling  that  increases  the  degree  of  non-compliance  in 
floor  area  ratio,  open  space  ratio  and  encroachment  into 
the  required  side  and  rear  yards. 

PREMISES  AFFECTED— 3581  Bedford  Avenue,  east  side, 
300  feet  north  of  Avenue  O,  Block  7679,  Lot  21,  Borough 
of  Brooklyn.  Community  Board  #14. 

APPEARANCES— 

For  Applicant :  Larry  Meltzer. 

For  Opposition  :  Isidore  Zamore. 

ACTION  OF  BOARD— Laid  over  to  January  18,  1972,  at 
10  A.M.,  for  hearing,  at  the  request  of  Community  Plan¬ 
ning  Board  #14,  Brooklyn;  applicant  concurs;  previously 
inspected. 


616-71-BZ 

APPLICANT — McGee  and  Morsellino  for  J  &  J  Holding 
Corporation,  owner,  Shell  Oil  Company,  lessee. 
SUBJECT — Application  September  1,  1971 — decision  of  the 
Borough  Superintendent,  under  Sections  11-412  and  72-21 
of  the  Zoning  Resolution,  to  permit  in  an  Rl-2  district, 
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the  erection  of  a  one  story  enlargement  to  an  existing 
automotive  service  station  with  automobile  parts  sales 
and  auto  repairs  previously  before  the  Board. 

PREMISES  AFFECTED — 231-06  Northern  Boulevard 
southeast  corner  of  231st  Street,  Block  8164,  Lot  22, 
Douglaston,  Borough  of  Queens.  Community  Board  #ll’. 

APPEARANCES— 

For  Applicant:  Joseph  P.  Morsellino. 

For  Opposition:  None. 

ACTION  Oh  BOARD — Laid  over  to  January  25,  1972, 
at  10.  A.M.,  for  hearing,  at  the  request  of  Community 
Planning  Board  #11,  Queens;  applicant  concurs;  appli¬ 
cant  to  file  financial  statement;  previously  inspected. 


682-71-BZ 

APPLICANT— Harry  Simmons  for  Temple  Petach  Tikvah, 
owner,  Ann’s  Community  Play  Center,  Incorporated,  Con¬ 
tract  Vendee. 

SUBJECT  Application  October  20,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R6  district,  the  en¬ 
largement  of  an  existing  two  story  building  to  be  oc¬ 
cupied  as  a  day  care  center  that  increases  the  degree  of 
non-compliance  in  lot  coverage. 

PREMISES  AFFECTED — 249  to  253  Rochester  Avenue, 
east  side,  60  feet  south  of  St.  Johns  Place,  Block  1386,’ 
Lot  6,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  Simmons,  Jr.,  Louis  E.  Schwartz 
and  Annie  Jennings. 

For  Opposition:  Max  J.  Le  Boyer. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972, 
at  10  A.M.,  for  continued  hearing;  previously  inspected. 


504-71-BZ 


APPIACANT— Leonard  F.  Rothkrug  for  Electro-Knit 
Fabrics,  Incorporated,  owner. 

^^)pJp'^P~APP^cafi°n  July  16,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the  Zon¬ 
ing  Resolution,  to  permit  in  an  Ml -2  district,  on  a  plot 
previously  before  the  Board,  the  enlargement  in  area  of 
the  second  floor  that  encroaches  on  the  required  rear  yard. 

PREMISES  AFFECTED— 2824  to  2840  West  20th  Street 
west  side,  175  feet  south  of  Neptune  Avenue,  and  2831  to 
J339  \\  est  21st  Street,  Block  7018,  Lot  18,  Borough  of 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Leonard  F.  Rothkrug. 

For  Opposition:  None. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  granted  on  condition. 
THE  VOTE— 

Affirmative.:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Madigan  and  Commissioner  Nolan  . .  * 

Negative:  Commissioner  Klein  . 

THE  RESOLUTION— 

AUierea^’  a  public  hearing  was  held  on  this  application 
on  December  7,  1971,  after  due  notice  by  publication  in 
the  Bulletin;  then  laid  over  to  December  21,  1971 ;  and 
Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  April  27,  1971,  acting  on  N.B.  Applic.  138/1967,  reads: 

1.  Proposed  enlargement  of  second  floor  into  re¬ 
quired  rear  yard  is  contrary  to  Sections  43-26  and  43-23 
Zoning  Resolution.” 


1 


and 

Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
.  V  hereas,  the  Board  has  determined  that  the  evidence 
m  the  record  supports  the  findings  required  to  be  made  under 
Section  72-21  of  the  Zoning  Resolution,  and  that  the  appli¬ 
es#*  is  therefore  entitled  to  relief  on  the  grounds  of  practical 
difficulty  and/or  unnecessary  hardship. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  make  each  and  every  one  of  the  required  findings 
and  grants  a  variation  in  the  application  of  the  Zoning 
Resolution,  and  that  the  application  be  and  it  hereby  is 
granted  under  Section  72-21  of  the  Zoning  Resolution,  to 
permit  in  an  Ml-2  district,  on  a  plot  previously  before  the 
Board,  the  enlargement  in  area  of  the  second  floor  that 
encroaches  on  the  required  rear  yard,  on  condition  that  all 
work  shall  conform  with  drawings  filed  with  this  application 
marked  ‘‘Received  May  4,  1971,”  7  sheets;  and  that  all  laws, 
rules  and  regulations  applicable  be  complied  with  and  that 
substantial  construction  be  completed  within  one  year  from 
the  date  of  this  resolution. 

570-71-BZ 

APPLICANT — Thomas  P.  Crinnion  for  Sanger-Funnell 
Incorporated,  owner. 

SUBJECT  Application  August  30,  1971 — decision  of  the 
Borough  Superintendent,  under  Section  72-21  of  the 
Zoning  Resolution,  to  permit  in  an  R7-2  district,  in  an 
existing  five  story  building,  the  change  in  occupancy  of 
the  first  and  second  floors  from  residential  to  office  use 

PREMISES  AFFECTED — 120  East  37th  Street,  south 
side,  100  feet  west  of  Lexington  Avenue,  Block  892,  Lot 
73,  Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Thomas  P.  Crinnion. 

For  Opposition:  Dorothy  G.  Shames. 

RECOMMENDATION  OF  THE  COMMUNITY 
BOARD — No  recommendation  received. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  .  q 

Negative:  .  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan  .  5 

THE  RESOLUTION— 

Whereas,  a  public  hearing  was  held  on  this  application 
on  December  21,  1971,  after  due  notice  by  publication  in 
the  Bulletin ;  and 

Whereas,  the  decision  of  the  Borough  Superintendent, 
dated  August  23,  1971,  acting  on  Alt.  Applic.  970/1971 

reads :  ’ 

“Cl— Proposed  change  in  occupancy  of  first  and 
s.eTc°nd  J?°°rs  from  aPartments  (U.G.  2)  to  offices 

(U.C.  6)  is  contrary  to  Section  22-10  of  the  Zoning 
Resolution  and  is  therefore  denied.” 
and 


Whereas,  the  premises  and  surrounding  area  were  in¬ 
spected  by  a  committee  of  the  Board;  and 
Whereas,  the  Board  finds  that  on  the  basis  of  the  record 
in  this  case  it  is  unable  to  make  finding (s)  a,  c,  d  and  e 
under  Section  72-21  of  the  Zoning  Resolution. 

Resolved,  that  the  decision  of  the  Borough  Superin- 

Q70/1 Q71  dnK-d  ^UgUxSrt  1?71  act!ng  on  Alt-  Applic. 
/ 971,  Objection  No.  Cl,  be  and  it  hereby  is  affirmed 

and  that  the  application  be  and  it  hereby  is  denied. 


Adjourned:  12:10  P.M. 


James  P.  Mulroy,  Secretary 
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REGULAR  MEETING 

TUESDAY  AFTERNOON,  DECEMBER  21,  1971, 

2  P.M. 

Present :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 
Commissioner  Nolan. 

502-53-SM 

APPLICANT — Philip  Carey  Corporation,  owner. 

APPEARANCES— 

For  Applicant :  M.  Lieff. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
l  502-53-SM — Amendment  to  resolution  as  to  additional  fire 
j  resistive  floor  construction. 

Philip  Carey  Corporation,  Linden,  New  Jersey  requested 
that  the  resolution  adopted  December  4,  1956  and  as  amended 
at  various  times  through  October  15,  1969  under  Cal. 
502-53-SM  be  reopened  and  amended  so  as  to  include  an 
additional  fire  resistive  floor  construction. 

PROPOSED  USE:  Two  hour  fire  resistive  floor  con¬ 
struction. 

DESCRIPTION :  The  requested  construction  consists  of 
steel  deck,  not  less  than  20  gauge,  topped  with  a  structural 
concrete  of  not  less  than  2500  p.s.i.  applied  to  a  thickness 
of  not  less  than  2J4  inches  above  the  top  plane  of  the 
\  cellular  units. 

The  sprayed  fire  proofing  is  applied  to  the  underside  of 
the  floor  units  and  to  the  supporting  steel  beam  to  a  thick¬ 
ness  and  having  a  density  as  shown  on  Underwriters’  Labora¬ 
tories  Design  No.  203  which  is  on  file  with  and  part  of  the 
record. 

INSPECTION  AND  TEST :  A  floor  construction  as  herein 
I  described  was  tested  at  the  Underwriters’  Laboratories  and 
successfully  met  the  requirements  of  a  two  hour  fire  resis- 
L  tive  floor  construction. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  4,  1956  and 
as  amended  through  October  15,  1969  under  Cal.  502-53-SM 
be  reopened  and  amended  so  as  to  include  the  additional 
1  two  hour  fire  resistive  floor  construction  as  herein  described 
on  condition  that  the  sprayed  fireproofing  shall  be  applied 
to  a  thickness  and  density  as  shown  on  Underwriters’ 
Laboratories  Design  No.  202-2  Hr.  and  further  that  all  plans 
submitted  to  the  Department  of  Buildings  showing  the  pro¬ 
posed  use  of  this  construction  shall  be  labeled  “Approved 
by  the  Board  of  Standards  and  Appeals  under  Cal. 
502-53-SM  and  further  that  the  drawing  herein  referred 
to  shall  accompany  the  proposed  plans  and  that  all  other 
1  requirements  of  the  resolution  adopted  December  4,  1956 
i  and  as  amended  through  October  15,  1969  under  Cal. 
502-53-SM  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls 
of  the  product  manufactured,  shall  be  filed  annually  with 
this  Board,  certifying  that  such  materials,  processes  and 
controls  are  being  maintained  as  were  in  effect  at  the  time 
of  this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner- 


ship,  change  of  address  or  to  submit  the  annual  affidavit  will 
be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


713-60-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 

APPEARANCES— 

For  Applicant:  Clifford  A.  Stevens. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

TFIE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 
713-60-SM  :  Amendment  to  resolution  as  to  additional  uses 
of  fireproof  plywood. 

United  States  Plywood,  New  York  City,  requested  that 
the  resolution  adopted  December  5,  1961  and  amended 
through  October  27,  1970  under  Calendar  Number  713-60- 
SM  be  reopened  and  amended  as  to  additional  uses  of  fire¬ 
proof  plywood. 

PROPOSED  USE:  Fireproof  plywood. 

DESCRIPTION:  Section  C26-504.10  (c)  (10)  of  the 

New  York  City  Building  Code  exempts  interior  finish 
materials  of  less  than  .036"  in  thickness  from  the  flame- 
spread  rating  requirements  of  other  interior  finish  materials. 
The  request  is  to  permit  the  use  of  Weldwood  Fireproofed 
Plywood  less  than  .036"  in  thickness  as  an  interior  finish 
in  all  occupancy  groups. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  December  5,  1961  and 
amended  through  October  27,  1970  under  Calendar  Number 
713-60-SM  be  reopened  and  amended  to  permit  the  use  of 
Weldwood  Fireproofed  Plywood  less  than  .036"  in  thickness 
as  an  interior  finish  in  all  occupancy  groups  on  condition 
that  the  requirements  which  are  not  countermanded  by  this 
resolution  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  controls 
are  being  maintained  as  were  in  effect  at  the  time  of  this 
approval  or  previous  approvals  under  this  Calendar  Number. 
Failure  to  notify  the  Board  of  change  of  ownership,  change 
of  address  or  to  submit  the  annual  affidavit  will  be  cause 
for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 
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Stuart  Lowenthal, 
Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


743-64-SM 

APPLICANT — United  States  Plywood  Corporation,  owner. 
APPEARANCES— 

For  Applicant:  Clifford  A.  Stevens. 

ACTION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  amended  in  accordance  with  the  report  and  recom¬ 
mendation  of  the  Committee  on  Test. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  0 

THE  RESOLUTION— 


Whereas,  the  report  of  a  Committee  on  Test  reads: 

743-64-SM — Amendment  to  resolution  as  to  additional  uses 
of  fire  treated  architectural  panel. 

United  States  Plywood,  New  York  City,  requested  that 
the  resolution  adopted  March  9,  1965  and  amended  through 
October  17,  1967  under  Calendar  Number  743-64-SM  be 
reopened  and  amended  as  to  additional  uses  of  fire  treated 
architectural  panel. 

PROPOSED  USE:  Architectural  panel. 

DESCRIPTION :  Section  C26-504.10  (c)  (10)  of  the 
New  York  City  Building  Code  exempts  interior  finish  ma¬ 
terials  of  less  than  .036"  in  thickness  from  the  flamespread 
rating  requirements  of  other  interior  finish  materials.  The 
request  is  to  permit  the  use  of  Treated  Novoply  Core  Panel 
less  than  .036"  in  thickness  as  an  interior  finish  in  all  occu¬ 
pancy  groups. 

RECOMMENDATION :  The  Committee  on  Test  recom¬ 
mends  that  the  resolution  adopted  March  9.  1965  and 
amended  through  October  17,  1967  under  Calendar  Number 
743-64-SM  be  reopened  and  amended  to  permit  the  use  of 
Treated  Novoply  Core  Panel  less  than  .036"  in  thickness 
as  an  interior  finish  in  all  occupancy  groups  on  condition 
that  the  requirements  which  are  not  countermanded  by  this 
resolution  of  the  original  resolution  and  previous  amend¬ 
ments  be  complied  with. 

A  sworn  affidavit  by  a  responsible  officer  of  the  manufac¬ 
turer,  familiar  with  the  materials,  processes  and  controls  of 
the  product  manufactured,  shall  be  filed  annually  with  this 
Board,  certifying  that  such  materials,  processes  and  con¬ 
trols  are  being  maintained  as  were  in  effect  at  the  time  of 
this  approval  or  previous  approvals  under  this  Calendar 
Number.  Failure  to  notify  the  Board  of  change  of  owner¬ 
ship,  change  of  address  or  to  submit  the  annual  affidavit 
will  be  cause  for  revocation  of  approval. 

(Sgd.)  Solomon  Sheer,  P.E., 

Director, 

John  A.  Darts, 

Asst.  Engr., 

Stuart  Lowenthal, 

Asst.  Engr., 
Committee  on  Test. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  amend  the  above  cited  resolution  in  accordance  with 
the  above  report. 


686-65-SM 

APPLICANT — Kohler  Company,  Incorporated,  owner. 
SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  Q 


773-65-SM 

APPLICANT — Arco  Corporation,  owner. 

SUBJECT — Withdrawal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


804-65-SM 

APPLICANT — Stuart  Sales  En  gineering  Company,  owner. 
SUBJECT — Dismissal. 

APPEARANCES— 

For  Applicant:  None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative:  .  Q 


731-71-BCR 

APPLICANT — Joseph  Stein  P.  E.  Commissioner,  Depart¬ 
ment  of  Buildings. 

AUTHORITY — C26-  106.2(e)  Building  Code  of  the  City 
of  New  York. 

SUBJECT— Building  Code  Reference  Standard  RS  19-2, 
Modification  of. 

APPEARANCES— 

For  Applicant:  I.  Minkin,  Building  Dept. 

ACTION  OF  BOARD — Amendment  approved. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 


Commissioner  Nolan  .  5 

Negative :  .  o 

THE  RESOLUTION— 


Whereas,  a  public  hearing  was  held  on  December  21, 
1971  after  due  notice. 

and 

Whereas,  the  Board  has  determined  that  the  designated 
Reference  Standard  RS  19-2  should  be  modified. 

Resolved,  that  the  Board  of  Standards  and  Appeals,  act¬ 
ing  under  the  authority  of  C26-106.2(e)  Building  Code  of 
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the  City  of  New  York,  does  hereby  modify  the  designated 
Reference  Standard  RS  19-2  as  follows: 

Paragraph  3  of  Section  7.1  of  Reference  Standard 
RS  19-2. 

(3)  A  crane  tested  prior  to  [January  1,  1972]  July 
1,  1972  shall  be  deemed  to  comply  with  the  requirements 
of  sub-division  13.1  of  this  standard,  provided  that  the 
load  ratings  established  by  such  tests  are  no  greater 
than  than  eighty  (80%)  percent  of  the  test  loads  and 
in  no  case  greater  than  those  indicated  on  the  manufac¬ 
turers  load  rating  chart. 

Matter  in  brackets  [  ]  to  be  deleted. 

Matter  printed  in  italics  is  new. 


1905-BZY — Vol.  VII — B.  Bx.  2666  Netherland  Avenue, 
N.  B.  1482-60. 

APPEARANCES— 

For  Applicant :  Isidore  A.  Seltzer. 

ACTION  OF  BOARD — Laid  over  to  January  11,  1972,  at 
2  P.M.  for  continued  hearing ;  applicant  to  submit  addi¬ 
tional  information. 


447-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Ester  Evers  Realty,  Incorpo¬ 
rated. 

SUBJECT — Application  June  24,  1971— for  Modification  of 
Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 71  Eighth  Avenue,  west  side, 
80  feet  north  of  West  13th  Street,  Block  629,  Lot  39, 
Borough  of  Manhattan. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  Petraglia, 
F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 
Commissioner  Klein,  Commissioner  Madigan  and 

Commissioner  Nolan  .  5 

N  egative  :  .  0 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
June  24,  1971,  acting  on  Misc.  Applic.  1027-71  reads: 

“Application  is  hereby  respectfully  made  to  the  Board  of 
Standards  and  Appeals,  in  accordance  with  the  provi¬ 
sions  of  180L.4.C.6  of  the  City  Charter,  to  modify  Certifi¬ 
cate  of  Occupancy  in  relation  to  the  following  building 
71  Eighth  Avenue,  Manhattan — Certificate  No.  66857.’’ 

and 

Whereas,  the  premises  were  inspected  by  a  committee  of 
the  Board  which  recommended  that  the  application  be 
granted  under  certain  conditions. 

Resolved,  that  the  application  of  the  Fire  Commissioner, 
dated  June  24,  1971,  acting  on  Misc.  Applic.  1027-71  for 
modification  of  the  Certificate  of  Occupancy  be  and  it 
hereby  is  granted,  and  that  the  Certificate  of  Occupancy  be 
modified  to  require  the  installation  of  an  approved  automatic 
sprinkler  system  throughout  the  third  and  fourth  floors,  and 
that  all  other  laws,  rules  and  regulations  applicable  shall  be 
complied  with. 

695-71-A 

APPLICANT — Sol  Feinberg  for  Central  Petroleum  Cor¬ 
poration,  owner. 


SUBJECT — Application  October  27,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  transportation  of 
fuel  oil  in  tank  trucks  through  city  streets  not  in  con¬ 
formity  with  the  requirements  of  the  Administrative  Code 
of  City  of  New  York. 

APPEARANCES— 

For  Applicant:  Sol  Feinberg. 

For  Administration:  Lt.  John  Manfredi,  Capt.  John 
Petraglia  F.  D. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE— 

Affirmative:  Chairman  Galvin,  Vice  Chairman  Becker, 

Commissioner  Klein  and  Commissioner  Nolan  .  4 

Negative:  Commissioner  Madigan  .  1 

THE  RESOLUTION— 

Whereas,  the  decision  of  the  Fire  Commissioner,  dated 
October  26,  1971,  reads: 

“Your  request  of  October  21,  1971  on  behalf  of  Central 
Petroleum  Corporation  to  use  6,000  gallon  and  6,500  gal¬ 
lon  tank  trucks  for  transporting  fuel  oil  in  New  York 
City  is  contrary  to  the  Administrative  Code  and  Specifi¬ 
cations  for  Tank  Trucks  as  issued  by  the  Fire  Commis¬ 
sioner,  and  therefore  permission  is  denied.” 

and 

Whereas,  the  drawings  were  inspected  by  a  committee 
of  the  Board  which  recommended  that  the  appeal  be  granted 
under  certain  conditions. 

Resolved,  that  the  decision  of  the  Fire  Commissioner, 
dated  October  26,  1971,  be  and  it  hereby  is  modified  and 
that  the  appeal  be  and  it  hereby  is  granted  on  condition  that 
the  trucks  shall  conform  to  drawings  marked  "Received 
October  27,  1971,”  4  sheets,  and  on  further  condition  that 
the  8  tank  trailer  trucks,  bearing  Serial  Nos.  OMK446801, 
OMK446802,  OMM519701,  OMM519702,  UNN401401, 

UNN401402,  UNN401403,  and  UNN401404,  that  they  tra¬ 
verse  the  City  of  New  York  along  a  route  to  be  approved 
by  the  Fire  Department,  beginning  at  138th  Street  in  the 
Bronx  and  Steinway  Street  in  Queens,  and  terminating  at 
the  Nassau  and  Westchester  county  lines  and  George  Wash¬ 
ington  Bridge,  that  the  approval  be  granted  for  a  term  of 
five  years,  and  at  all  other  laws,  rules  and  regulations  shall 
be  complied  with. 


666-71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Stevens  Woodside,  Incorpo¬ 
rated. 

SUBJECT — Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED— 50-02  to  50-06  Queens  Boule¬ 
vard,  and  45-55  50th  Street,  southeast  corner,  Block  2283, 
Lots  12  and  22,  Woodside,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  Petraglia, 
F.  D. 

For  Opposition:  Ralph  Wvest  and  Steve  Sipos. 

ACTION  OF  BOARD — Laid  over  to  February  15,  1972, 
at  2  P.M.  for  continued  hearing  and  a  progress  report, 
with  the  concurrence  of  the  Fire  Department;  previously 
inspected. 


667-71-A 

APPLICANT— Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES— Berry  Box  Company,  Incor¬ 
porated. 
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SUBJECT — Application  October  13,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 
PREMISES  AFFECTED — 376  to  382  Vernon  Avenue, 
south  side,  225  feet  west  of  Stuyvesant  Avenue,  Block 
1589,  Lot  32,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  Petraglia, 
F.  D. 

For  Opposition :  Frank  A.  Barrera  and  Milton  A.  Kaplan. 

ACTION  OF  BOARD — Laid  over  to  January  18,  1972,  at 
2  P.M.  for  continued  hearing,  with  the  concurrence  of  the 
Fire  Department ;  previously  inspected. 


668- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 
OWNER  OF  PREMISES — Lawrence  Pistone. 

SUBJECT — Application  October  13,  1971 — for  Modifica¬ 
tion  of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED— 601  East  77th  Street,  southeast 
corner  of  Farragut  Road  and  Ralph  Avenue,  Block  7982, 
Lot  40,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  Petraglia, 
F.  D. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
2  P.M.  at  the  request  of  the  Fire  Department  to  notify 
owner  to  be  present;  previously  inspected. 

669- 71-A 

APPLICANT — Robert  O.  Lowery,  Fire  Commissioner. 

OWNER  OF  PREMISES — Mestel  Store  Contracting  Cor¬ 
poration. 


SL  BJECT  Application  October  13,  1971 — for  Modification 
of  Certificate  of  Occupancy  re-  sprinkler  system. 

PREMISES  AFFECTED — 145  to  147  Noll  Street,  west 
side,  125  feet  south  of  Wilson  Avenue,  Block  3148,  Lots 
38  and  39,  Borough  of  Brooklyn. 

APPEARANCES— 

For  Applicant:  Lt.  John  Manfredi,  Capt.  John  Petragia, 
F.  D. 

For  Opposition:  Sid  Rothberg. 

ACTION  OF  BOARD — Laid  over  to  February  22,  1972,  at 
2  P.M.  for  continued  hearing  and  a  progress  report;  pre¬ 
viously  inspected. 


686-71-A 

APPLICANT — Fred  Safran  for  305  Broadway  Corpora¬ 
tion,  owner. 

SUBJECT  Application  October  22,  1971 — appeal  from  a 
decision  of  the  Fire  Commissioner  re-  sprinkler  system. 

PREMISES  AFFECTED — 305  Broadway,  northwest  corner 
of  Duane  Street,  Block  151,  Lot  32,  Borough  of  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Fred  Safran. 

For  Administration:  Lt.  John  Manfredi,  Capt.  Tohn  F 
Petraglia,  F.  D. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1972,  at 
2  P.M.  for  continued  hearing;  applicant  to  submit  revised 
plans ;  previously  inspected. 


Adjourned:  3:30  P.M. 

James  P.  Mulroy,  Secretary 
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